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THE UNIVERSITY. 
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The George Washington University. 


UNIVERSITY CALENDAR. 
1908. 
January 3, Friday.—Last day on which Theses may be presented. 
January 3r, Friday.—Mid-Year Examinations completed in the Depart- 
ments of Arts and Sciences and of Law. 
February r, Saturday.—Second Term begins. 
February 3, Monday.—Doctorate Disputation. 
February 22, Saturday.— Winter Convocation. 
April 17-20, Friday to Monday, both inclusive.—Easter holidays. 
April 21, l'uesday.—Davis Prize Speaking. 
May 1, Friday.—Last day on which Theses may be presented. 
May 13, W'ednesday.—Examinations for Degrees completed. 
May 25, M onday.— Doctorate Disputation. 
May 26, 27, 28, 29, Tuesday to Friday.—Examinations for admission. 
May 31, Sunday.—Baccalaureate Sermon. 
June 3, W ednesday.—University Commencement. 


SUMMER VACATION. 


September 16, W'ednesday.—Fall examinations in the Department of 
Medicine. 

September 14-18, Monday to Friday.—Examinations for admission. 

September 30, Wednesday.—Academic Year begins in all Departments 
of the University. 

October 2r, W'ednesday.—Fall Convocation. 

November 26 2R. Thursday to Saturday, both inclusive.— Thanksgiving 
recess, 


RECESS FROM DECEMBER 23, 1908, TO JANUARY 2, 1000. BOTH INCLUSIVE. 
1909. 

January 2, Saturday.—Last day on which dissertations may be 
presented. 

January 30, Saturday, —Mid-Year Examinations completed in the De- 
partments of Arts and Sciences. 

February r, Monday.—Second Term begins. 

February r, M onday.—Doctorate Disputation. 
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1909. | 
February 22, Monday.— Winter Convocation. 
February 22, Monday.—Annual Meeting of the Alumni Association. 
April 9-12, Friday to Monday, both inclusive.—Easter holidays. 
April 13, Tuesday.—Davis Prize Speaking. 
May 1, Saturday.—Last day on which Theses may be presented. 
May 19, W ednesday.—Examinations for Degrees completed 
May 24, Monday.—Doctorate Disputation. 
June I, 2, 3, 4, Tuesday to Friday.—Examinations for admission. 
June 6, Sunday.—Baccalaureate Sermon. 
June 9, Wednesday.—University Commencement. 


1904 


1904. 


1904. 


1905. 


1905. 


1905. 


1907. 


1907, 
1008, 


THE GEORGE WASHINGTON UNIVERSITY. Ə 


CHRONOLOGICAL TABLE. 


George Washington’s last will and testament, urging the estab- 
lishment of a University in Washington. 


‚ Charter granted by Act of Congress creating “The Columbian 


College in the District of Columbia." 


. The Medical School organized. 
. The Law School organized. 
‚ Mr. W. W. Corcoran gave the Medical School a building, 1325 H 


street. 


- Mr. Corcoran gave an endowment " to make the College an Uni- 


versity." 


. Act of Congress changing the name to the Columbian University. 
. University building, Fifteenth and H Streets, occupied by various 


departments of the University. 


· The Corcoran Scientific School organized. 

. The Dental School organized. 

. The School of Graduate Studies organized. 

. The Department of Jurisprudence and Diplomacy organized 
. Incorporation of the George Washington Memorial Association. 

. Merging of the College, the Corcoran Scientific School. and the 


School of Graduate Studies into one Department of Arts and 
Sciences. 


3. Conferences between representatives of the Washington Memorial 


Institution, the George Washington Memorial Association, and 
the Columbian University with a view to coóperation in grad- 
uate work. 

January 23. Act of Congress making the University non-sectarian 
and giving the Board of Trustees power to change the name. 
Suggestion of the George Washington Memorial Association that 
Columbian University change its name to The George Wash- 
ington University, and its offer to erect a memorial building on 
the new site, at a cost of $500,000, for graduate study and 

scientific research, accepted by the Board of Trustees. 

September 1. Change of name to The George Washington Uni- 
versity. 

February 22. First Winter Convocation of The George Washing- 
ton University. 

Act of Congress authorizing the incorporation of colleges under 
the University charter. 

Organization under the University charter of the Columbian Col- 
lege, the Washington College of Engineering, and the Nationa! 
College of Pharmacy. 

Organization of the College of the Political Sciences. 

Organization of the Division of Education. 


Organization of College of Veterinary Medicine. 
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SOME IMPORTANT PROVISIONS IN THE CHARTER. 


Degrees.—The Board of Trustees may confer "such degrees in the 
liberal arts and sciences to such pupils of the institution or others whom 
by their proficiency in learning or their meritorious distinction they 
shall think entitled to them, as are usually granted and conferred * aim 
and to grant to such graduates diplomas or certificates under the 
common seal * * * to authenticate and perpetuate the memory of such 
graduation.” 

(Act of Congress, 1821.) 


A Board of Trustees, “consisting of twenty-two members. The Presi- 
dent of the University shall be ex-officio a member of said Board, and 
the remaining twenty-one shall be divided in three classes with seven 
members in each class,” the term of service being three years. 

(Act of Congress, 1898.) 


“The George Washington University shall have, and is hereby given, 
power to increase the number of its Trustees from time to time by 
two-thirds vote of the whole number of the Trustees at the time such 
vote is taken, to a number not exceeding forty-five.” 

(Act of Congress, 1905.) 


Property and Endowment.—“ Shall be competent and capable at law 
and in equity to take * * * any estate, in any messuage, lands, 
tenements, hereditaments, goods, chattels, moneys, and other effects, 
by gift, grant, bargain, sale, conveyance, assurance, will, devise, or be- 
quest, of any person or persons whatsoever, * * * and the same to 
grant, bargain, or sell, convey, assure, demise, and to farm let, and place 
out on interest for the use of said College, in such manner as to them 
shall seem most beneficial to the institution, and to receive the rents, 
issues and profits, income and interest of the same and to apply the 
same to the proper use and benefit of the said College.” 

(Act of Congress, 1821.) 


“That .power is hereby given the Board of Trustees * * * to 


change the name of said University, * * * and thereupon the 
University shall be known and designated by the name adopted, and 
by said new name the said University shall be vested with and convey 
its real estate, hold, control, and administer endowments and gifts of 
money and property heretofore and hereafter made for the maintenance 
of its educational work and do and perform all acts which it now has 
the power to do under its said charter. Such change of name shall not 
in any other way change, affect, or modify in any degree the rights, 
privileges, obligations, and powers of the said University under the 
charter of February ninth, eighteen hundred and twenty-one, and the 
amendatory acts thereto." 
(Act of Congress, 1904.) 


THE GEORGE WASIIINGTON UNIVERSITY. 


Non-sectarian.—" That persons of every religious denomination shall 
be capable of being elected Trustees; nor shall any person, either as 
president, professor, tutor, or pupil, be refused admittance into said 
University, or denied any of the privileges, immunities, or advantages 
thereof, for or on account of his sentiments in matters of religion." 

(Act of Congress, 1904.) 


Power to Organize Colleges.—" That by and with the consent of the 
said University, colleges may be organized hereunder for the purpose 
of carrying on, in connection with the University, special lines of educa- 
tional work in the arts, sciences, and liberal and technical knowledge, 
such colleges to be educationally a part of the system of the University, 
but upon independent financial foundations, and to this end any five or 
more persons desirous of associating themselves for the purpose of 
establishing a college hereunder may make, sign, and acknowledge be- 
fore any officer authorized to take acknowledgment of deeds in the 
District of Columbia, and with the assent of the University in writing, 
file in the office of the Recorder of Deeds of the said District a certificate 
in writing, in which shall be stated: * * * Upon filing such certifi- 
cate the Trustees named therein and their successors shall be a body 
politic, incorporated by the name and style stated in the certificate, and 
by that name and style shall have perpetual succession in association 
with the University, with power in the college to sue and be sued; 
plead and be impleaded; to acquire, hold, and convey property in all 
legal ways; to receive by gift, devise, or otherwise, and hold, control, 
and administer endowments and gifts of money and property thereafter 
made to it for the maintenance of its educational work; * * * but 
said college shall not confer academic or honorary degrees; such col- 
lege shall hold the property of the institution and all moneys and prop- 
erty conveyed to it by purchase, gift, conveyance, will, devise, or bequest 
solely for the purpose of the educational work specified in said cer- 
tificate.” 


(Act of Congress, 1905. ) 


Affiliated Colleges.—' That said University may enter into affiliated 
agreements with any institutions of learning outside of the District of 
Columbia, for the purpose of giving to students of such institutions the 
educational facilities of said University, and the departments of the 
Government in the city of Washington which are by law open to stu- 
dents, upon such terms as are mutually agreed upon by the said Uni- 
versity and the affiliated institutions." 


(Act of Congress, 1905.) 
Boards of Visitors.—" Said Board may also appoint a board or boards 


Of visitors for any department or departments of educational work 


carried on by the University, such boards of visitors to be advisory 
only." 


(Act of Congress, 1905. ) 
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8 THE GEORGE WASHINGTON UNIVERSITY. 
BOARD OF TRUSTEES. 
CHARLES WILLIS NEEDHAM, LL.D., 
President of the University and ex-officio Member of the Board. 
1908. 
THOMAS Н. ANDERSON. Wayne MACVEAGH. LL.D 
[JOHN B. Larner, LL.D. FRANCIS G. NEWLANDS, LL.D 
HENNEN JENNINGS, C.E. Henry B. F. MACFARLAND. 
ALEXANDER GRAHAM Bett. LL.D 
1909. 
THEODORE W. Noyes, LL.M. DAVID ABBOT CHAMBERS, * A.M 
ANDREW J. MONTAGUE, LL.D. CHARLES D. Warcorr, LL.D 
Henry C. PERKINS. CHARLES W. RICHARDSON, М1 
FRANK C. Henry, Phar.D. 
1910. 
SAMUEL Н. GREENE, D.D., LL.D. WILLIAM F. MATTINGLY, LL.D. 
SAMUEL W. WooDWARD. EUGENE LEVERING. 
EDWARD M. GALLAUDET, LL.D. Henry C. Yarrow, M.D 
Јонм Joy Epson, LL.B. 
OFFICERS OF THE BOARD. 
Н. В. F. MacrFARLAND, Chairman. JOHN B. Larner, Secretary 
E. M. GarLAUDET, Vice-Chairman. CHARLES W. HOLMES. Treasurer 


WILLIAM A. DECAINDRY, Audit 


STANDING COMMITTEES OF THE Boa: D Ol 
1907 - 1908. 

Executive: WooDWARD, GREEN E, MATTINGLY, LARNER, 

WALCOTT, JENNINGS. PERKINS, NEEDHAM. 
Finance: JENNINGS, EDSON, PERKINS. 
Endowment: PERKINS, Woopw ARD, LEVERING 
Scholarships: GALLAUDET, BELL. LEVERING. 
Buildings and Grounds: ANDERSON, New! 
Publications: BELL, GALLAUDET, WAL OTT. 
Nominations: LEVERING, NOYES, WOODWARD. 
Faculty of Graduate Studies: WALCOTT, BELL, MACFARLAND. 
Columbian College: GREENE, NOYES, LARNER 
College of Engineering: LARNER, Epson, *CHAMBERS 
Division of Architecture: Epson. JENNINGS, Noyes 
College of the Political Sciences: New LANDS, MacVeacu, MONTAGUE 
Division of Education: NovES, PERKINS, BELI 
Department of Medicine: Ricu ARDSON, YARROW, LARNER 
Department of Dentistry: *CuaMBE 5, YARROW, WOODWARD 
Hospital: Y ARROW, RICHARDSON, EDSON, | 
Department of Law: MATTINGLY, LARNI R, ANDERSON. | 
College of Pharmacy: Henry, GREENE, Rit HARDSON, 


GALLAUDET, EDSON, 


(NDS, MACFARLAND 


THE GEORGE WASHINGTON UNIVERSITY MOVEMENT. 


RICHARD D. H ARLAN, D.D., LL.D., Sp cial Representative 


" Died, October 20, 1907, 
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COLLEGES OF THE UNIVERSITY. 
Columbian College. 
President of the University, ex-officio Member of the Board. 
1908. 
SAMUEL Н. GREENE, D.D., LL.D., SAMUEL W. WOODWARD, 
WILLIAM S. SHALLENBERGER, А.М. 
1909. 
THOMAS R. Jones, A.M., LL.B., Davin A. CHAMBERS, A.M.,* 
THEODORE W. Noyes, LL.M. 
1910. 


EUGENE Levering, E. М. GALLAUDET, LL.D., Jouw В. Larnrer, LL.D. 
OFFICERS OF THE BOARD. 
SAMUEL Н. GREENE, Chairman. JOHN B. Larner, Secretary. 
EDWARD M. GALLAUDET, Vice-Chairman. JOHN Joy Epson, Treasurer 
Washington College of Engineering. 


President of the University, ex-officio Member of the Board. 


1908. 

BERNARD R. GREEN, CHARLES W. Rar, С.Е. 
1909. 

JOHN B. Larner, LL.D., F. Н. NeweLL, B.S., S. W. STRATTON, Ph.D. 
I9IO. 


T. M. СнлтаАВр, Ph.D, Отто H. TrrTMANN, T. COMMERFORD MARTIN. 


OFFICERS or THE BOARD. 
BERNARD R. Green, Chairman. Joun B. Larner, Secretary. 
Joun Joy Epson, Treasurer. 
National College of Pharmacy. 


President of the University, ex-officio Member of the Board. 


1908. 
C. B. CAMPBELL, M.D., Phar.D Lewis FLEMER, Phar.D 
HERBERT C. EasrERDAY, Phar.D. WILLARD S. RICHARDSON, Phar.D 
1909. 
FRANK C. Henry, Phar.D. Н. E. KaLvsowski, M.D., Phar.D. 
С. С. C. Sım{s, Phar.D. SAMUEL L. Нилох, Phar.D. 
1910. 
Wymonp Н. Вклрвоку, Phar.D. WALTER С. Роскетт, Phar.D. 
SAMUEL WaccAMAN, М.Р. FRANK P. Мелек, Phar.D. 
OFFICERS OF THE BOARD. 
Н. E. Karusowskr, Chairman. W. Н. BRADBURY, Secretary. 


FRANK С, Henry, Vice-Chairman. WALTER С. DUCKETT, Treasurer. 


* Died October 20, 1907. 
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10 THE GEORGE WASHINGTON UNIVERSITY. 


ADMINISTRATION AND INSTRUCTION. 


Officers. 


CHARLES WıILLIs NEEDHAM, LL.D....... PRESIDENT OF THE UNIVERSITY 
Oris D. Swett, B.S., LL.M.. ............... Registrar of the University 


President's Council. 


CHARLES WILLIS NEEDHAM, LL.D...... . PRESIDENT OF THE UNIVERSITY 
James Howard Gong, Ph.D.................. Professor of Mathematics 
Howard LINCOLN Норскімѕ, Ph.D. ............Professor of Physics 
and Dean of Washington College of Engineering 

James Macsrive SrERRETT, A.M., D.D..........Professor of Philosophy 
CHARLES E. Munrog, Ph.D.................Professor of Chemistry and 
Dean of the Faculty of Graduate Studies 

HERMANN SCHOENFELD, Ph.D., LL.D..............Professor of German 
CHARLES CLINTON SWISHER, Ph.D., LL.D.........Professor of History 
WILLIAM ALLEN WILBUR, A.M.................. . Professor of English 
and Dean of Columbian College 

MITCHELL CARROLL, Ph.D............Professor of Classical Languages 
GEORGE NEELY HENNING, A.M........ Professor of Romance Languages 
Peacy Азн, C.E.................Professor of Architecture, in Charge 
of Division of Architecture 

C. МилтАМм А. Vepirz, Ph.D, LL.B........... Professor of Economics 


and Acting Dean of the College of the Political Sciences 
WILLISTON S. Houcn, Ph.M. . Professor of Psychology and Education, 
in Charge of Division of Education 


FRANK LEIGHTON Day, Ph.D...........Professor of Semitic Languages 
W. Е. К. Pumuirs, M.D...............Dean of the Faculty of Medicine 
тыт, DOS. .............. Dean of the Faculty of Dentistry 
WILLIAM R. Vance, Ph.D, LL.B......... Dean of the Faculty of Law 


Henry E. Katusowsx1, M.D., Phar.D..Dean of the National College 
of Pharmacy 


University Council. 
Professors and Assistant Professors in all Departments and Colleges 
of the University constitute the University Council. Their names ap 
pear in the list of Members of Faculties and Teaching Staff. 
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MEMBERS OF FACULTIES AND TEACHING STAFF. 


(Arranged, with the exception of the President, in groups, in the order 
of appointment.) 


CHARLES WiLLIS NEEDHAM, LL.D.......Presment OF THE UNIVERSITY 
Professors. 

J. Forv Тномрѕом, M.D...............Professor Emeritus of Surgery 

ALBERT F. A. KiNc, A.M., M.D., LLD........... Professor of Obstetrics 


and Dean Emeritus of the Faculty of Medicine 

THEODORE NICHOLAS GI. M.D., Ph.D., LL.D.....Professor of Zodlogy 
JAMES HOWARD GORE, Ph.D.................. Professor of Mathematics 
GEORGE N. ACKER, A.M., M.D.............Professor of Pediatrics and 
of Clinical Medicine 

HOWARD LINCOLN HopckiNs, Ph.D.....Dean of Washington College of 
Engineering and Professor of Physics 


CLEVELAND Авве, A.M., LLD................ Professor of Meteorology 
HENRY C. Yarrow, M.D.................... Professor of Dermatology 
James HALL Lewis, D.D.S............ Dean of the Faculty of Dentistry 
and Professor of Dental Prosthetics 

D. Kerroot Ѕноте, A.B., М.Р.............. Professor of Anatomy and 
of Clinical Ophthalmology 

Henry Clay Тномрѕох, D.D.S....... Professor of Operative Dentistry 
JOHN MARSHALL HARLAN, LL.D.................... . Professor of Law 
ela TNS. ORS S os er lene E Professor of Law 
WILLIAM F. R. PHILLIPS, M.D.........Dean of the Faculty of Medicine, 
Professor of Hygiene and of Practical Anatomy 

HERMANN SCHOENFELD, PRIX e E e kk coe Professor of German 
STERLING RUFFIN, M.D........... Professor of the Theory and Practice 
of Medicine and of Clinical Medicine 

WILLIAM K. BUTLER, REL, o giar Professor of Ophthalmology 
JOHN Van RENSSELAER, A.B., MD....... Professor of Clinical Surgery 
JAMES MACBRIDE STERRETT, A.M., D.D.........Professor of Philosophy 
CHARLES EDWARD Mun PRI. ooi: Dean of the Faculty of 
Graduate Studies and Professor of Chemistry 

GEORGE P. MERRILL, Ph.D........ Professor of Geology and Mineralogy 


CHARLES W. RICHARDSON, M.D.. Professor of Laryngology and Otology 
FRANK WIGGLESWORTH CLARKE, Sc.D... Professor of Mineral Chemistry 
HARVEY WASHINGTON Wiey, Ph.D., M.D...Professor of Agricultural 


4 Chemistry 
FRANK HAGAR BIGELOW, A.M., LH.D...... Professor of Astro-Physics 
С. WYTHE UE, M.D. ........ 96 22. . Professor of Clinical Medicine 
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12 THE GEORGE WASHINGTON UNIVERSITY. 
MELVILLE CHURCH, LL.M..............Professor of the Law of Patents 
WILLIAM ALLEN WILBUR, A.M........Dean of Columbian College and 
Professor of English 
J. Westey Bover, M.D........................Professor of Gynecology 
Tuomas А. CLAvTOR, M.D....... „Робово of Materia Medica and 
M OERA and of Clinical Medicine 
А. К. SHanps, M.D..................Professor of Orthopedic Surgery 
CHARLES CLINTON SWISHER, Ph.D., LL.D..........Professor of History 
RANDOLPH B. CARMICHAEL, M.D......Professor of Clinical Dermatology 
FRANCIS К. HacNER, M.D......... Clinical Professor of Genito-Urinary 
Surgery and Venereal Diseases 
MEN ©рт РК ME ЧР ТОРА Professor of Histology 
АЛЛЕ АЛАКЕ АБЫЕМ... e гоа, Professor of Law 
Davip JAYNE Hitt, LL.D............Professor of European Diplomacy 
MITCHELL CARROLL, Ph.D..........Professor of Classical Languages, 
Director of University Publications 
PAUL BARTSCH, Ph.D. ..................... e... Professor of Zoólogy 
EDWIN C. BRANDENBURG, LL.M......................Professor of Law 
nn II a .......... ek roressor of Law 
W. C. Woopwarp, M.D., LL.M.....P alia 'ssor of Medical Jurisprudence 
ALBERT L. SrAvELY, M.D............Clinical Professor of Gynecology 
ку 00 We Ж * RESET .Professor of Law 
CT PA аЙ E eso of Law 
GEORGE N. HENNING, A.M.......... ED i у но Languages 
AS ое Se oO of Architecture, in 
Charge of Division of Architecture 
Joun PAUL Earnest, А.М. LL.M..................Professor of Law 
Oscar P. Austin..............Professor of Commerce and Statistics 
WILLIAM REYNOLDS Vance, Ph.D., LL.B.......Dean of the Faculty of 
Law and Professor of Law 
J. Н. P. Benson, D.D.S...............Professor of Operative Technics 
J. ROLAND WALTON, D.D.S............Professor of Prosthetic Technics 
WILLIAM A. WHITE, M.D................Professor of Mental Diseases 
Ernest С. Lorenzen, Ph.B... LL.B., J.U.D..........Professor of Law 
C. WILLIAM A. Уюштт, Ph.D, LL.B............ Professor of Economics 
and Acting Dean of the College of the Political Sciences 
GEORGE LANSING Raymonp, L.H.D............. Professor of JEsthetics 
ALBERT BURNLEY BIBB......... ........ Professor of Architecture 


WILLISTON S. Ноос̧н, Ph.M. ү етер of Peyelidióg and Education, 
in Charge of the Division of Education 

Henry L. Аввот, LL.D., Brig. Gen., U. S. A, 

| Professor of Hydraulic Engineering 

GEORGE M. STERNBERG, Surgeon General, U. S. A.. 


Professor of Preventive Medicine 
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JAMES BROWN Scorr, M.A., J.U.D...................Professor of Law 
EDWARD BENNETT Rosa, Ph.D.................... Professor of Physics 
FRANK LEIGHTON Day, Ph.D....Professor of Semitic Languages and 
Literatures 

ARTHUR A. Snyper, M.D................. Clinical Professor of Surgery 
1. W. BLACKBURN, M.D.................Professor of Morbid Anatomy 
ALBERT MANN, A.M., РЬ.)........................Ргоѓеѕѕог of Botany 
SAMUEL WacGAMAN, M.D., Phar.D......Professor of Materia Medica, 
Botany and Toxicology 

WILLIAM F. HILLEBRAND, Ph.D., Phar.D... Professor of Chemistry and 
Physics. 

FREDERICK A. HOLTON, B.S., Phar.D. .Professor of Analytical Chemistry 
Henry E. Karusowski, M.D., Phar.D....Dean of National College of 
Pharmacy and Professor of Pharmacy 

BURTON, J. Howarp, В.5...................... Professor of Microscopy 
EDWARD S. THURSTON, ASA, O o: RR MN 
WILLIAM C. DEN NIS, A.M., LL.B....................Professor of Law 
HARRIETT STRATTON ERUS, AJ. LLL eee co coeno ЫЛ ды, ЧСА 7 
and Instructor in English 

SHEPHERD Ivory Franz, Ph.D................. Professor of Physiology 
and Experimental Psychology 

HENRY PARKER Wiis, Ph.D.............. ..... Professor of Finance 
W. W. WILLOUGHBY, PRIMA D hres ...... Professor of Political Science 
J. К. De Farces, М.р.....................Ргоќеѕѕог of Oral Surgery 
J. J. Kinyoun, Ph.D., M.D.... Professor of Pathology and Bacteriology 
C. Dwicut MARSH, Ph.D............ Professor of Zoology 
CHARLES SIDNEY Situ, Ph.D........... Professor of Greek and Latin 


WENDEL P. Srarrorp, LL.D. ................-......Professor of Law 
JOSIAH A. Van ORSDEL, LL.D...................... Professor of Law 
ROBERT N. HARPER, Ph.G,........... Professor of Mercantil Pharmacy 
C. V. WILLIAMS ..................Professor of Mercantile Pharmacy 


ALEXANDER MUNCASTER, Phar.D., LL.B., LL.M...........Professor of 


Pharmaceutical Jurisprudence 


Assistant Professors. 
EDWARD E. Morse, M.D............. .Assistant Professor of Obstetrics 
EDWARD С. SEIBERT, M.D..............Assistant Professor of Chemistry 
NEVIL MONROE HOPKINS, Ph.D.......Assistant Professor of Chemistry 
JULIAN M. CABELL, M.D.............Assistant Professor of Obstetrics 
PHILANDER Berrs, E.E.... Assistant Professor of Electrical Engineering 
EDWIN A. Hur, Ph.D...............Assistant Professor of Chemistry 
D. W. PRENTISS, M.D........... .... . Assistant Professor of Histology 


"o WERE D. . .—.. асс Assistant Professor of Surgery 
Г. S. D. Grasty, M.D. ........ Assistant Professor of Bacteriology and 
Pathology 
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14 THE GEORGE WASHINGTON UNIVERSITY. 
THOMAS MALCOLM Price, Ph.D........ Assistant Professor of Chemistry 


Ray Smith Bassrgg, Ph.D............Assistant Professor of Geol gy 
L. Н. Tavrog, M.D...................Assistant Professor of Surgery 
Joun К. WELLINGTON, M.D........... Assistant Professor of Surgery 
Jonn H. Linpsey, M.D....... Assistant Professor of Clinical Medicine 
Ттмотнү W. STANTON, Ph.D.......Assistant Professor of Paleontology 
PESE NM. TRES AKM.............. Assistant Professor of Mathematics 
Dg Writ C. Croissant, A.B............ Assistant Professor of English 
ALFRED Е. W. Scumunt, A.M......Assistant Professor of German, and 

Librarian 
CHARLES T. Bassett, D.D.S...Assistant Professor in Charge of Dental 

Infirmary 
Н. H. DONNALLY, A.M., M.D. . Assistant Clinical Professor of Medicine 


Jonn Т. Калку, M.D........; Assistant Clinical Professor of Surgery 
Durr С. Lewis, M.D........... Assistant Clinical Professor of Surgery 


JosHUA К. CLARK, Jr, B.S., LL.B........ Assistant Professor of Law 
JONATHAN R. HAGAN, D.D.S.:......... Assistant Professor of Materia 
Medica and Therapeutics 
WILLIAM Ray MANNING, Ph.D......Assistant Professor of Diplomatic 
History 
WILLIAM CARL RuEniGER, Ph.D. .. Assistant Professor of Educational 
Psychology 
Louis Cowen, B.S......... Assistant Professor of Mathematics 
W. F. M. Sowers, A.B. M.D... eek 
F. Екемохт-Ѕ$мітн, M.D..... 
PERLEY С. Nuttine, Ph.D..... 
M. X. SULLIVAN, ‘Ph.D... .. Ed 
EDWIN V. DUNSTAN, C.E.... Assistant Professor of Civil Engineering 
Oscar A. MECHLIN, C.E..... .Assistant Professor of Civil lEngineeri 
ARTHUR CUTTS WILLARD, B.S. 


„Assistant Professor of Surgery 
e Assistant Professor of Pediatrics 
s... ... Assistant Professor of Physics 
Assistant Professor of Physiology 


Assistant Professor of Mechanical 

Engineering 
CHARLES Mason REMEY. Mos . Assistant Professor of Architecture 
JAMES FREDERICK Peake, A.M..... 
EDGAR BUCKINGHAM, Ph.D.... Te 
Huron W. Lawson, M.D.. 


«Assistant Professor of History 
«Assistant Professor of Physics 
. «Assistant Professor of Bacteriology and 
Pathology 


. «ра > Cane Р ( | і 
EDGAR Р. COPELAND, M.D... . Assistant Clinical Professor of Pediatrics 


Instructors, Demonstrators and Assistants. 
SAMUEL Н. GREENE, JR., M.D.... 
Homer S. Meprorp, M.D... . Me 
L. Н. REICHELDERFER, M.D 


Instructor in Anatomy 
«Instructor in Obstetrics 
dau рн Б di VEES S. Instructor in Medicine 


wu 
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13 MM ЭА: oras TUS ые дыг: Instructor in Anatomy 
су ы» КЗЫ К, ЖАШАУ eee Ce Mi Medicine 
С. Brown Милев, M.D......................Instructor in Gynecology 
JOHN WILMER Latimer, LL.B.....................Instructor in Law 


FRANK L. Могву................... .Instructor in Freehand Drawing 
О. A. M. МсКіммте, M,D..... Clinical Instructor in Laryngology and 


Ophthalmology 

Н. S. Dye, M.D., Clinical Instructor in Laryngology and Ophthalmology 
Oris D. Swett, B.S., 11.М................... .Instructor in Chemistry 
rome И, налоге; TD: os tL. ee eer Instructor in Physiology 
WALTER H. MerniLL, M.D........... Instructor in Electro- Therapeutics 
ADOLPH А. HOEHLING, JR., LL.M..Associate Justice of the Moot Court 
of Appeals 

B. M. RANDOLPH, M.D.....................Instructor in Pharmacology 
W. A. FRANKLAND, M.D........Instructor in Clinical Gynecology and 
Assistant Demonstrator of Anatomy 

Н. C. Copurn, M.D..................Instructor in Physical Diagnosis 
J. Lawn Tuompson, M.D.......................Instructor in Surgery 
GEORGE ALBERT Ross, M.S.................. Instructor in Mathematics 
Everett W. Varney, А.В....................... Instructor in Physics 
FREDERICK I. BARTLETT, D.D.S........Instructor in Crown and Bridge 
Work and in Prosthetic Technics 

TRUMAN ABBE, М.......................... Instructor in Physiology 
ARTHUR B. Cooper, D.D.S..............Instructor in Porcelain Work 
A. Barnes Hooe, M.D...................... . Instructor in Gynecology 


ALLEN S. Wo re, D.D.S.........Instructor in Crown and Bridge Work 
and Prosthetic Technics 


HENRI Bau ia, Lic. és lettres. ...... „Instructor in Romance Languages 
ALFRED С. BUHRMAN...........+++0++++++++Clerk of the Moot Court 
WALT FiscHER, А.М.......................... . Таѕігисіог in Botany 
ASAPH Hair, Ph.D........................IÎnstructor in Mathematics 
HOWARD Lee McBain, Ph.D.............Instructor in Political Science 
GEORGE Morton CHURCHILL, A.M................]nstructor in History 
JULIA T. MACMILLAN, A.B..................... .Assistant in Zoology 
CHARLES W. MORTIMER, B.S., M.E. .Instructor in Electrical Engineering 
WILLIAM B. SCHULz, A.B.......................Înstructor in German 
JULIAN C. SuarLwoop, M.E......Instructor in Mechanical Engineering 
F. CHARLES STARR, В.5............... Instructor in Civil Engineering 
ELLERY C. STOWELL, A.B., LL.B........Instructor in International Law 


Harry S. Micure....Director of Arts and Crafts School and Instructor 
in Applied Design 
EDWARD E. RICHARDSON, Ph.D................ Instructor in Philosophy 
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BENJAMIN MATHER Woopprince, B.A..........— Instructor in Romance 
Languages 

О ТУЗИНИ MOD: .............Inetructor in Physical Diagnosis 
CapMuS LINDEN Opor, D.D.S...... Demonstrator of Operative Technics 
W. Francis LAWRENCE, D.D.S... . Demonstrator of Prosthetic Technics 
ЈоѕеРН Woop Pollock, D.D.S........... . Assistant Demonstrator in the 
Dental Infirmary 

ARTHUR MILLARD Trivett, D.D.S....... .Assistant Demonstrator in the 


Dental Infirmary 


THOMAS R. WILKERSON, coco. GRY Seas Assistant Demonstrator in the 


Dental Infirmary 
GEORGE B. HEINECKE, M.D........ . Assistant Demonstrator of Anatomy 


WILLIAM E. Hittyer, M.S....... "yu Assistant in Chemistry 


WILBUR К. BRANDENBURG, M.D..... Demonstrator of Bacteriology and 
Pathology 
E. T. M. FRANKLIN, M.D. (d ides Go vo. „Assistant in Surgery 


W. J. FRENCH, M.D....... 
А.І. Hunt, М.р... __. Una ON л ak, 
CHARLES W. Hype, M.D... Ey r gea A A 
GLENN I. Jones, M.D........ Assistant Demonstrator of Anatomy 
E. P. Macruper, А.М. M.D... 
DANIEL T. BigrweLL, M.D. Tig 
A. Patton CLARK, Phar.D. za 
W: О. Owen, M.D......... 4 
M. E. HARRISON, D.D.S..... TD 


.Assistant in Surgery 


....Assistant Demonstrator of Anatomy 
... . Assistant Demonstrator of Anatomy 

. Assistant in Chemistry 
. .. . Assistant Demonstrator of Anatomy 
. «Assistant Demonstrator in the Dental 
Infirmary 


HOWARD M. BRADBURY, Phar.D. wm . .Assistant in Chemistry 


ROBSON De S. a ae VEU е «Assistant in Chemistry 
Horace HATCH VENE EA eonun „Assistant in Chemistry 
M. WALTON HENDRY, EN VL Assistant in Greek and Latin 
FRANK A. Hornapay, B.S.. UR «Assistant in Chemistry 


HAROLD L. AMoss, B.S.. 


eS b eM К »decbenl,. . Assistant in Che mistry 
CHARLES RUSSELL LOMBARD, B.S... 


Assistant in Architecture 
H. F. ARTHUR SCHOENFELD, SESE ee 


(Assistant in History 
MARIAN LANE. 


. Assistant in Applied Design 
. Assistant in Applied Design 
Assistant in Applied Design 


FRANCES L. THOMSON... ._. Кы; 
HELEN R. ALBEE 

R. D. Wotre . .. . Pharmacist in the Hospital 
J. WINSLOW TAYLOR. 


.. Assistant Demonstrator in the Dental Infirmary 


CLARA S. Luptow, Ph.D. -Demonstrator in Histol: gy and Embryology 


J. Witton Grapy, Phar.D... 


. <... Assistant in Pharmacy 
Louis B. CASTELL, Phar.D. . 


. Assistant in Pharmacy 
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Lecturers. 
In d кто Дат га, дорес Lecturer on Anthropology 


WILLIAM T. Harris, LL.D......Lecturer on the Philosophy of History 
]о$ЕРн M. HELLER, M.D............ Lecturer on Diseases of the Tropics 
FREDERICK E. Fow te, Jr, S.B................ Lecturer on Astro-Physics 
WirLIAM HAMILTON, Ph.D............. .Lecturer on History 
NOUS E. TES МЭ... - о. ea» oe Lecturer on Materia Medica 
Jonn W. Foster. LL.D...........Lecturer on Diplomacy and Treaties 
Ermer Evtswortu Brown, Ph.D, LL.D........Lecturer on Education 
Grorce E. Myers, РҺЬ.)....................... Lecturer on Education 
WILLARD S. SMALL, Ph.D......................Lecturer on Education 
WERL W. ИСЕ. AJE. eere okess „Lecturer on Education 
STEPHEN ELLIOTT KRAMER, B.S................Lecturer on Education 
JOHN BALL OSBORNE, M.A............Lecturer on the Consular Service 
HARLAN UrpEGRAFF, Ph.D.......... ...... Lecturer on Education 


Library Staff. 


Arts and Sciences. 
Aurrep Е. W. Scuumr, A.M.......... nnn nn nn nn nn nn nnn. sLdbrarian 
M. Алск MATTHEWS........ . ... . Assistant Librarian 
Br. Д O L oos OPE E Че ү, RI EE NEE wea iR Ci г 
Lamas aii v ЛАНЫ d о СА iy Veni RARE т. 
Мило FP. JOMNERFON- cicikan ina ê o Дэй e ree aS 
M T. Cossus DE EEE EGS DG e idus Sah var ТГ. 


Medicine. 


ДО Д N E o SOAR ET E aN Am 
TT At Mk EE CU MCR E PRT TA 


Law 
Aude" BA OT O "T. ee ср броене раа ныд ыра з 
NA eR. ОНА АЙШЕ ere Oe eet ЛТ н у зз, 
ORGANIZATION. 


The educational work of the George Washington University is organ- 
ized as follows: 


DEPARTMENT OF ARTS AND SCIENCES. 
Tue FACULTY OF GRADUATE STUDIES 


Offers graduate seminary, laboratory and lecture courses leading to the 
Master's degrees, the engineering degrees (C.E, E.E, М.Е.) and 
the degrees of Doctor of Jurisprud nee and Doctor of Philosophy 
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porated under the laws of Congress or of the District of Columbia, to 
wit : 

Of the Library of Congress. 

Of the National Museum. 

Of the Patent Office. 

Of the Bureau of Education. 

Of the Bureau of Ethnology. 

Of the Army Medical Museum 

Of the Department of Agriculture. 
Of the Fish Commission. 

9. Of the Botanic Gardens. 

10. Of the Coast and Geodetic Survey. 
її. Of the Geological Survey. 

12. Of the Naval Observatory." 


PNW QU P UO UN м 


Libraries.—In the archives of the State and other Departments and 
in the statistical bureaus of these Departments are extensive accumula 
tions of original historical documents and data which are invaluable to 
graduate students in history, political science, economics, sociology, and 
the allied topics of research. The Library of Congress, the Public 
Library of the District of Columbia, and the many highly specialized 
libraries attached to the various Departments of the Government are 
made easily accessible 


Museums.—In the collections of the National Museum, the Smith 
sonian Institution, the Army Medical Museum, the Museum of Naval 
Hygiene, and the departmental museums are found extensive series of 
specimens of great value to the student of anthropology, archaeology, 
mineralogy, geology, paleontology, biology in all its branches. 
sciences. In the Patent Office are the r 
that have contributed so materially 


and other 
ecords of the many inventions 
during our national existence to 
modify the conditions under which we live. The 
Museum, which is open for inspection daily, presents a field for study 
superior to any other institution of the kind, either in this country or 
in Europe. Its library of medical books and periodicals is the best in 
the world. It has an unrivaled collection of anatomical and pathological 
specimens, illustrating normal anatomy and the results of disease in 
every form, and an almost unlimited number 
showing the effect of gunshot wounds and surgical injuries of every 
kind. It also contains almost numberless crania of every human 
nationality. In the National Museum is found the most complete and 
best arranged collection of Materia Medica in the world. The drugs 
are shown in all their processes of manufacture 
age to the delicate alkaloid constituting the 


Army Medical 


of other preparations 


‚ from the original pack- 
active principa] 
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Laboratories.—In the experimental sciences the most notable facilities 
are available, since in Washington are centered the Weather Bureau, 
with its appliances for the study of national problems in meteorology ; 
the Coast and Geodetic Survey, from which the surveys of our territory 
are carried on and by which the figure of the earth and terrestrial mag- 
netism are experimentally determined; the Hydrographic Bureau, which 
conducts the surveys of foreign coasts and the study of the oceans; the 
Bureau of Standards, which standardizes the instruments used in 
measuring mass, volume, heat, light, electricity, and all other magni- 
tudes; the Geological Survey, which investigates the structure of the 
earth, ascertains our mineral resources, and supervises the sources of 
supply and means for distribution and control of water for irrigation 
purposes; the Department of Agriculture, which exists primarily for 
conducting original investigations for the benefit of agriculture in all 
its branches, and is therefore provided with extensively equipped labora- 
tories for the study of chemistry, botany, vegetable physiology, ento- 
mology, bio-chemistry, bacteriology, comparative pathology, parasitology, 
the physics and chemistry of the soil, forestry, and microscopy; the 
Naval Observatory and Nautical Almanac Office, where researches in 
astronomy and navigation are conducted; the Marine Hospital Service, 
which deals with national problems in hygiene; the Bureaus of Con- 
struction and of Steam Engineering of the Navy, having supervision 
over the designs and construction of our ships; the Bureau of Yards 
and Docks, having supervision over the engineering operations at our 
navy yards and naval stations; the Bureau of Equipment, which is 
charged with the electrical installations for the Navy; the United States 
Signal Corps, which has supervision over the electrical installations 
for the Army; the Engineer Corps of the Army, which is charged 
with river and harbor improvements, and the Light-House Board, which 
controls the system for lighting our navigable waters. 

Of chemical laboratories for conducting the tests of materials, and 
especially for research work, there are now eighteen attached to the 
different departments at Washington. An extensive new laboratory is 
being equipped for the Marine Hospital and Public Health Service. 
This is the national health. department of the Government. In this 
laboratory and in the laboratories of the Department of Agriculture there 
are superior facilities for all kinds of bacteriological and chemical in- 
vestigations, and for the study of bio-chemistry, comparative pathology, 
and parasitology. The new laboratories and hospitals of the Army and 
the Navy also offer many opportunities for instruction. 

Washington offers exceptional opportunities for special or advanced 
work in Mechanical Engineering. The departments of the Govern- 
ment charged with designing are all located here. In the Bureaus of 
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Steam Engineering and of Construction and Repair, and Ordnance, of 
the Navy, are projected a large amount and extensive variety of heavy 
constructional work. Here is also located the United States Navy or 
Ordnance Gun Factory. The Ordnance Proving Station is but a few 
miles down the Potomac. Tours of inspection may be made to the large 
steel works and shipbuilding plants in Baltimore, and to the shipbuilding 
plant at Newport News. 


FABRI AL 


DEPARTMENTS OF THE UNIVERSITY. 


— یج سر t4‏ 


Department of Arts and Sciences. 


[һе Department of Arts and Sciences is organized 


as follows: 
THE FACULTY or GRADUATE STUDIES 

Ufters graduate seminary, laboratory, and lecture courses leadıng to 

the master’s degrees, the engineering degrees (GE ЕЕ M.E.), 

and the degrees of Doctor of Jurisprudence and Doctor of 

Philosophy. 


THE FACULTY OF UNDERGRADUATE STUDIES 

Offers und rgraduate courses in arts, philosophy, and science, in the 
tollowing colleges and divisions : 

Columbian College. 

Washington College of Engineering ' 

Division of Architecture 

College of the Political Sciences 

Division of Education. 


FACULTY OF GRADUATE STUDIES 
FACULTY. 


CHARLES WILLIS NEEDHAM, LL.D...... PRESIDENT OF THE UNIVERSITY 
CHARLES E. М: NROE, Ph.D.... 
JAMES HOWARD 00S. 5D... 262555 .; "9 ssor of Mathematics 
HOWARD LINCOLN HODGKINS, Ph.D...... 


JAMES MachRIDE STERRETT, D.D... 


$0002 „Dean, and Profe SSOF of Chemistry 


..... Professor of Physics 
Professor of Philosophy 


HERMANN $ HOENFELD, Ph.D.................... Professor of German 
CHARLES CLIN ION SWISHER, Ph.D, LL.D........ Professor of History 
WILLIAM ALLEN үүр р, AM........ es. Professor of English 
MITCHELL CARROLL, Ph.D... e. Professor of Classical Languages 


GEORGE N HENNING, A.M 
l HEODORE N, GILL, Ph.D... 
CLEVELAND ABBE, LL.D.... 
FRANK W. CLARKE, Sc.D. 


. Professor of Romance Languages 
..... Professor of Zoölogy 

. Professor of Meteorology 

..... Professor of Mineral Chemistry 


Harvey W, Wr) Y, Ph.D......... Professor of Agricultural Chemistry 
FRANK H. Bicetow, L.H.D.. Professor of Astro-Physics 
GEORGE P. Merritt. Ph.D. Professor of Geology and Mineral Жу 


PAUI BARTSCH, NO. PAIM ж: 
PERCY ASH, СЕ wea with bie esM DERI 
C. W. A, VEDITZ, Ph.D..... 


GEORGE LANSING RAYMOND, L.H.D... 


... Professor of Zoölogy 
.. Professi r of Architecture 
Professor of Economics 
. Professor ‹ f Acsthetics 
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WILLISTON S. Ноџсн, Ph.M...Professor of Psychology and Education 


HENRY L. Аввотт, LL.D., Brig. Gen. U. S. А..,...........Ргоѓеѕѕог of 


Hydraulic Erigineering 

Surgeon Gen. U.S.A... . Professor 
of Preventive Medicine 

...... Professor of Physics 


GEORGE M. STERNBERG, M.D. LL.D., 


Epwarp B. Rosa, Ph.D... e 
AsAPH HALL, Jr, PhD... enn nn ef Professor of Astronomy 
SHEPHERD Ivory FRANZ, Ph.D. . Professor of Experimental Psychology 
ALBERT MANN, A.M., Ph.D. ire Dee do T. 
WILLIAM R. VANCE, eee 
Ernest G. Lorenzen. гав. J.U.D..... 

N. Monroe HOPKINS, (005 + ЖИДЕ; 


..... Professor of Botany 
..... Professor of Law 
Professor of Law 

. Assistant Professor of Chemistry 

CHARLES SIDNEY SMITH, Ph.D. . Assistant Professor of Greek and Latin 

Epwin A. Hitt, Ph.D... «Assistant Professor of Stereo-Chemistry 

THomas M. Prick, Ph.D....... --Assistant Professor of Bi: chemistry 


PHILANDER Betts, M.S., E.E. s Assistant Professor of Electrical 


Engineering 
Timotuy W, STANTON, Ph.D. ..... Assistant Professor of Paleontology 
EDGAR BUCKINGHAM, Ph.D... e . Assistant Professor of Physics 
EDWIN DUNSTAN, С.Е..... .. Assistant Professor 
OSCAR A. MECHLIN, LN. . Assistant Professor 
ARTHUR C. WILLARD, B.S.. 


of Civil Engineering 
of Civil Engineering 


'** Assistant Professor of Mechanical 
Engineering 
ТТТ" э * - » ~ * 
WILLIAM C. Ri EDIGER, Ph.D....... . Assistant Professor ої Educational 


f Psychology 
WILLIAM T. Harris, LL.D... nn n nne... Lecturer on Philosophy 
FREDERICK E, Fow e, Jg, SB... i 


Lecturer on Astro Physics 
Orts D. Swett, B.S....... Febeté v sss s e wecretary 


ees — — 


The Division of Graduate Studies 
and supervision of research courses ]e 
WOrk was organized at this 
hips equipped students to avail themselves of the 

'ashington offers for original inves igations 
to the official matters of th = AN ne ge 
sembly, and professors 
governed by them. 


is charged with the development 
ading to the higher degrees. This 


University in 1593 with a view to enable 


advantages which 
Announcements relative 
IS Division are made at the 


and students of this Division are expected to be 


University As 


HIGHER DEGREES. 

The higher degrees conferred in course by the University in this 
Division of the Department of Arts and Sciences are Master of Arts 
(A.M.), Master of Science (M.S.), Civil Engineer (C.E.), Electrical 
Engineer (E.E.), Mechanical Engineer (M.E) 


‚ Doctor of Jurispru 
dence (Jur.D.), and Doctor of Philosophy 


( Ph.D.) 


———— РЕ 


FACULTY OF GRADUATE STUDIES. e і 


ADMISSION. 

Candidates for admission to courses for higher degrees must present 
the diplomas they hold, or certificates that they have received such 
diplomas, to the Registrar of the University, and obtain from him appli- 
cation blanks. When properly filled and signed, these applications are 
to be submitted to the Dean of the Faculty of Graduate Studies, together 
with catalogues of the institutions from which they hold their degrees 
and certificates of their course of study at such institutions. All such 
applications should be accompanied by testimonials as to character and 
scholarship. 


DEGREES OF MASTER OF ARTS AND MASTER OF SCIENCE. 

To be admitted to candidacy for the Master's degree a student must 
have completed a liberal undergraduate course cf study such as is re- 
quired by colleges of good standing antecedent to the baccalaureate 
degree, The Faculty of Graduate Studies reserves the right to decide in 
all cases whether the antecedent training fulfils the requirements. 
Moreover, the courses of study pursued must have been such as to 
qualify the candidate for pursuing the subjects chosen for the Master's 
degree, In seeking admission the applicant must state whether he 
desires to obtain the Specialist degree or the Liberal Culture degree. 

The Specialist degree is designed for students who propose to proceed 
toward the Doctor of Philosophy degree. Such candidates are required 
to complete one major and two minor subjects selected from properly 
correlated University subjects approved by the Faculty upon recom- 
mendation of the professors in charge and to present a satisfact гу dis- 
sertation. Only one of the minor topics may be selected from the 
University subject which includes his major topic. Work for which 
this degree has been awarded may be credited as one year of work 
toward the Di ctor of Philos: phy degree, provided that it be in the 
same field of work. 

The Liberal Culture degree is designed for students who do not 
intend to specialize in their work. Such candidates are required to 
complete three full courses of studies, of two or three hours each, dis- 
tributed among three University subjects, not more than six hours of 
which shall be given to any one subject. These subjects must have the 
approval of the Faculty on the recommendation of the professors in 
charge. The candidate must also present a dissertation in the field to 
which his major subject belongs. 

A candidate for a Master's degree must pass at least one full year 
in residence and study at this University, and no work done by him 
for the Bachelor's degree shall be counted again for a higher degree. 
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HIGHER DEGREES IN ENGINEERING. 


To be admitted to candidacy for higher degrees in Engineering a 


student must have completed ral undergraduate course ot study 
- м 4 - n | + 4 ha 7 : 

such as 15 required bv colleges of «ood standing antecedt | the һа 

calaureate degree in Engineering, and of such a character as to nt nim 


to pursue to advantage the study of advanced engineering topics. [he 


es reserves the right to decide in all cases 


4 * 


Faculty of Graduate Studi 
whether the antecedent training fulfils the requirements. Moreover, 
the courses of study pursued for the Bachelor's degree must be appr: ved 
by the Faculty as qualifying the candidate for pursuing the chosen line 
of study for the degree sought. 

А candidate for a degree in Engineering shall pass at least one full 
year of residence and study at this University, sustain satisfactory 
examinations on the studies pursued and present an acceptable thesis, 
together with a bibliography. Three full courses is the minimum re- 
quired as constituting a full year's work. The courses chosen must be 
passed upon by the Faculty of Graduate Studies and have the approval 


of the professors under whom they are to be taken. 


DOCTOR'S DEGREES. 


The degree of Doctor of Jurisprudence or Doctor of Philosophy 
conferred upon а student who has pursued spi cialized courses in 
University Subjects; engaged in original research in certain of the 
various departments of law, letters or science under university auspices, 
for a period of not less than three years; has submitted an acceptable 
thesis, and has met all the requirements prescribed. The degree is given 
for high attainments and proved ability to do research work ii me 
special branch of knowledge, as determined by the various tests applie 

Before a student can be admitted to candidacy for the Doctor’s degree 
he must give evidence that he has completed a liberal undergraduat 
course of academic study such as 1s required by colleges of good stand 
ing antecedent to the baccalaureate degree, and of such a character as 
to ft him to pursue to advantage researches in the field chosen for 
graduate work. The Faculty of Graduate Studies reserves the right to 
decide in all cases whether the antecedent training fulfils th require 
ments. The applicant may be credited with graduate work done at 
other universities, provided such work is shown to be of grade similar 
to that required here, but the last year must be spent in residence at 
this University and the other requirements of the degree as prescribed 
must be fulfilled. 

The candidate for the Doctor's degree shall offer th: topics from 


| 


the University subje is—one major and two collateral minor studies 
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the combination to be approved by the Faculty of Graduate Studies. 
These must be pursued under the guidance of a committee consisting 
of the professors in charge of the University Subjects in which 
the studies are pursued, with the professor in the major subject 
as chairman. This committee will determine his division of time, study, 
and research among the major and minor topics, but in general the 
major topic should be pursued during the whole time devoted to gradu- 
ate work, and each minor topic during at least one year. The candidate 
shall pass satisfactory examinations upon the three subjects selected. 
He must satisfy the Faculty that he can read understandingly, in the 
original, French and German works pertaining to his special field. In 
order to graduate the candidate must possess a broad acquaintance 
with his major subject and he must present a dissertation we c 
topic approved by the professor in charge of his major subject, which 
shall be a contribution to knowledge and which shall be accompanied 
by an adequate bibliography. 


EXAMINATIONS. 


pass written examinations upon all his topics. The 
examinations upon the minor topics may be taken at the close of the 


Candidates mu | 


respective years in which these topics are completed, or later, at the 
discretion of the examiner. The final written examination on the 
major topic shall cover the candidate's entire university work, and 
shall be given when the professor of that subject is satisfied that the 
student has taken sufficient work to warrant such an examination being 
taken. 

Every candidate for a Doctor's degree must pass an oral examination 
in all these subjects, and must defend his dissertation in the presence of 
the Faculty of Graduate Studies, or of so many of its members as may 
desire or may be designated by the Faculty to attend, and such other 
specialists as it may invite. The oral examination will not be confined 
to the dissertation nor to courses of study pursued at this University, 
but the candidate is expected to show a satisfactory knowledge of his 
major Subject as a whole, and a general acquaintance with the broader 
field of knowledge of which this subject forms a part. If a student has 
satisfactorily passed his final written examinations, he may be permitted 
to complete his dissertation away from the University and to postpone 
the taking of his oral examination until he has thus completed his 
dissertation. 


The subjects from which the candidate's selection may be made, as 
the Faculty may determine in each case, are as follows: 
Agriculture, Applied Mathematics, Architecture, Astronomy, Astro- 


) — Pv * ~ , ~ - , م‎ 
Physics, Bacteriology, Botany, Chemistry, Classical Archaeology, Eco- 
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nomics, Education, Civil Engineering, Electrical Engineering, Hydrau 
lic. Engineering, Mechanical Engineering, English, Ethics, Geology 
and Mineralogy, Germanic Languages and Literature, Greek Language 
and Literature, Histology and Embryology, History, International Law 
and Diplomacy, Latin Language and Literature, Law, Mathematics, 
Meteorology, Pathology, Philosophy, Physics, Physiology and Pharma 
cology, Political Sciences, Preventive Medicine, Psychology, Romance 
Language and Literature, Semitic Languages and Literature, Sociology, 
Zoólogy. 
DEGREE OF DOCTOR OF JURISPRUDENCE. 

Candidates for this degree must hold the degree of Bachelor of Law 
from this University or from some other institution requiring equiva 
lent work as a prerequisite for this degree, in addition to satisfying the 
requirements for admission to candidacy for a Doctor's degree set forth 
above. He must possess a reading knowledge of Latin, French, and 
German. His major topic, and at least one of his minor topics, must 
be in subjects taught in the Department of Law and Jurisprudence, but 
the other minor may be chosen from any University Subject which 1s 
properly related to his major topic. The degree is given for high attain 


ments and proved ability to do research work in some special branch 
of law, as determined by the various tests applied. 


DEGREE OF DOCTOR OF PHILOSOPHY. 

Candidates for this degree may, with the approval of the Faculty 
upon recommendation of the professors in charge, select their topics 
from properly correlated University Subjects, but only one of the 
minor topics may be in the subject which includes the major topic. 
He must by the tests applied prove his ability to do research work and 
his thorough acquaintance with the literature of the subject of which 
his dissertation treats. 


REGULATIONS REGARDING DISSERTATIONS. 
Dissertations must be presented to the Dean not later than May 1 
for graduation in June, or January 3 for graduation at the Winter 
Convocation. They must be typewritten on official dissertation paper, 


which may be obtained from the Treasurer of the University. The 
dissertation will be presented by the Dean to the Faculty, and by it 
referred to a committee for examination as to its merit. After their 


acceptance, dissertations, with their accompanying drawings, are the 
property of the University, and must be deposited in the University 
archives, but the authors of them are permitted to make copies. The 
candidate shall arrange, to the satisfaction of the Faculty, to print 
his dissertation within one year after the degree is granted, under the 


supervision of the professor in charge of his major subject, and shall 
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present one hundred copies to the University, to be distributed among 
institutions of learning. 


DOCTORATE DISPUTATION. 
A Doctorate Disputation was held publicly in University Hall, May 
27, 1907. The theses that were successfully defended, the candidates, 
and the members of the boards of experts were as follows: 


Thesis : Germanentum, Gottmenschentum. Jy Rev. GEORGE BRODTHAGE, Uni- 
versities of Strassburg, Berlin, and Göttingen. Before Rev. Davin H. BUELL, 
S. J., President Georgetown University; Mr. Leo Vocer, E.E. and M.P., of 
Switzerland; Үохкнека R. ре Marers von Swinperen, E.E. and M.P., of 
the Netherlands. Professor HERMANN SCHOENFELD, PH.D., LL.D., presiding. 
Thesis: The 


simultaneous measurement of the capacity and power factor of 
condensers, By FREDERICK Warren Grover, B.S., 1899, Massachusetts Insti- 
tute of Technology; M.S., 1901, Wesleyan University. Before Daner W. 
SHEA, PH.D., Professor of Physics, Catholic University of America; LYMAN J. 
BRIGGS, PH.D., Physicist, U. S. Department of Agriculture; Artruur L. Day, 
PH.D., Director Geophysical Laboratory, Carnegie Institution. Professor 
Epwarp B. Rosa, Pu.D., presiding. 

Thesis: Mechanism and teleology. By Epwarp Еллотт RICHARDSON, B.S., 1904; 
M.D., 1895, Columbian University; M.S., 1905, George Washington University. 
Before В, S. Woopwarp, PH.D., President Carnegie Institution; Rev. GEORGE 
WILLIAMSON SMITH, D.D., LL.D., Past President, Trinity College; Very Rev. 
EDWARD A. Pace, Pu.D., Professor of Philosophy, and Dean of the School 
of Philosophy, Catholic University of America. Professor James MacsRIDE 
STERRETT, A.M., D.D., presiding. 

Thesis: The constructive character and function of religion in human progress 
as illustrated by the religion of Israel. By RABBI ABRAM SIMON, 1894, 
Cincinnati Hebrew Union College; B.L., 1894, University of Cincinnati. 
Before Rev, Greorce M. Sat VAGE, C.S.C., S.T.D., Professor of Dogma and 
Church History, Holy Cross College, Catholic University of America; Rev. 
FRANK SEWALL, S.T.D.; Rev. James S. Lemon, PH.D. Professor GEORGE 
LANSING RAYMOND, Жр Ж presiding. 

Thesis: Contributions to the knowledge of tellurium. By WALTER OÓTHEMAN 

SNELLING, B.S. in Chemistry, 1904, Columbian University; B.S. in General 

Science, 1905, Harvard University; M.S., 1906, Yale University. Before 

WILLIAM A. Noyes, Pu.D., Chief Chemist U.S. Bureau of Standards; 

ALLERTON S. CUSHMAN, Pu.D., Assistant Director and Chemist, Office of 

Public Roads, U. S. Department of Agriculture; EUGENE T. ALLEN, Px.D., 

Chemist Geophysical Laboratory, Carnegie Institution. Professor WILLIAM L. 

HILLEBRAND, PH.D., Puar. D., presiding. 


A midwinter Doctorate Disputation was held publicly in University 
Hall, Monday, February 3, 1908, as follows: 
Thesis: The mosquitoes of the Philippine Islands. The distribution of certain 
species and their occurrence in relation to the incidence of certain diseases. By 
CLARA SouTHMAYD Luptow, B.S., 1900; M.S., roor, A. and M. College, 
Mississippi. Before Professor GEORGE M. Koser, M.D., Dean Medical Depart- 
ment, Georgetown University; Major Warren D. McCaw, M.D., Surgeon 
U. S. Army; Instructor in Tropical Medicine, Army Medical School; CHARLES 
WARDELL Stites, PH.D., Zoologist U. S. Public Health and Marine Hospital 
Service. Professor GEORGE M. SrrRNBERG, M.D., LL.D., Brigadier-General 


U. S. Army (retired), presiding. 
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THE FACULTY OF UNDERGRADUATE STUDIES. 


CHARLES WILLIS NEEDHAM, LL.D..........President of the University 
JAMES HOWARD GORE, Ph.D. оъ v ‘Oates Professor of Mathematics 
HOWARD LINCOLN HopckiNs, Ph.D........Dean of Washington College 
of Engineering and Professor of Physics 

HERMANN SCHOENFELD, Ph.D., LL.D.............Professor of German 
James MacBrive Ѕтевкетт, A.M., D.D........ Professor of Philosophy 
CHARLES Epwarp Munroe, Ph.D......Dean of the Faculty of Graduate 
Studies and Prof r of Chemistry 

Grorce P. MennILL, Ph.D........Professor of Geology and Mineralogy 
WILLIAM ALLEN WILBUR, A.M........Dean of Columbian College and 
Professor of English 

CHARLES CLINTON SWISHER, Ph.D., LL.D........Professor of History 
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COLUMBIAN COLLEGE. 


The session of 1908-1909 begins Wednesday, September 30, 1908. 

Columbian College is open to men and women. The courses of study 
are conducted mainly in the University Building, corner Fifteenth and 
H streets, N. W. The office of the Dean of Columbian College is in 
this building. 

The Woman's Building, within four minutes' walk, is situated at 
1538 I street. 

ADMISSION. 


Every applicant for admission is required to present a testimonial of 
good character, and also a certificate of standing and regular dismissal 
from the school or college which he has attended or from the tutor with 
whom he has studied. 

Candidates for admission to the Freshman Class may present certifi- 
cates of admission or take an examination in the required subjects. 
Certificates, in lieu of any or all examinations, will be accepted from 
schools whose work is attested by well-prepared students admitted to 
the University in previous years, and from schools desiring coóperation 
with the University, that present evidence of affording adequate prepara- 
tion in the required subjects, The Registrar of the University will, on 
application, furnish certificate blanks to the principals of such ac- 
credited schools. 

The certificate of the College Entrance Examination Board will be 
accepted in so far as the subjects specified meet the requirements for 
admission. 

The requirement for admission is a four-year high school course, 


or its equivalent, amounting to fifteen “units.” А unit is a subject 
studied one school-year of five periods a week. Seventy-five such 
periods or " counts" make the fifteen-unit requirement. 

lhese fifteen units must include English, 3 units; Mathematics, 2 
units; and one of the following languages: Latin, 4 units; Greek, 3 
units; French, 2 units; 


German, 2 units; or Spanish, 2 units, The 
remainder of the requirement is elective and may be satisfied in general 
by any high-school subject approved by the College Entrance Exami 
nation Board. Subjects that will be accepted are described in the fol 
lowing pages under “ Definition of Requirements." 


EXAMINATIONS FOR ADMISSION. 


The regular examinations for admission to the Freshman Class is 
held in University Hall, corner of Fifteenth and H streets, N. W., 
during the week preceding the Commencement. The following is the 
schedule for the examination : 


CT 
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May 26, 1907. 
Registration of Applicants at the Dean's office. .......... 8.30- 9.00 


END uia ii edd tui liio direi ata 09.00-11.00 
eS SRG DING QU TAA MAU ла а II.00- 1.00 
FEN ЗЕТИ Le e cond ел. lig ee S E 4.00 
MN oo cedi do ELA C eds aw Roses aieo so а RR RN 
May 27 
Elementary о UPS РАН ГУК уул T 
Elementary ШАЛАШ ci sos d uelis a Fus Miro aed ace II.00- 1.00 
ао era Re E CIPRO OS ENTE E 4.00 
wl Poil. APERIRI ERI S eir 4.00- 6.00 
May 28 
Plane AMORE oue soU 9.00- 11.00 
Advanced French, Advanced German..............II.00- 1.00 
Engish «uud ео АЧИ BS 2.00- 5.00 
May 29 
Advanced КАША EC ii vbt Села ele 09.00-11.00 
alid. СОЛИ ouo oon dede dani de n e 11.00- 1,00 
Chemistry; Advanced Latin................... 2.00- 4.00 
EMEN ОМЫН ао С ЕЕ 4.00- 6.00 


Subjects offered for admission, but not named in the schedule of 
examinations, will be arranged for as occasion arises. 

Unless admitted by certificate, every undergraduate candidate for a 
degree is required to pass an examination. 


DEFINITION OF REQUIREMENTS. 
ENGLISH. 


(Counting three units.) 


| No candidate will be accepted in English whose work is notably 
defective in point of spelling, punctuation, idiom, or division into 
paragraphs, 

4. READING AND Practice—one and one-half units. The form of 
examination will usually be the writing of a paragraph or two on 
each of several topics to be chosen by the candidate from a considerable 
number—perhaps ten or fifteen—given in the examination paper. The 
treatment of these topics is designed to test the candidate's power of 
clear and accurate expression, and will call for only a general knowl- 
edge of the substance of the books. Jn every case knowledge of the 
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book will be regarded as less important than the ability to write good 
English. In preparation for this part of the examination, it is im 
portant that the candidate shall have been instructed in the fundamental 
principles of rhetoric. 

Candidates should read the books prescribed for the year in which 
they propose to present themselves for this part of the examination. 

In 1907 and 1908 the books prescribed for this part of the examination 
are as follows: 

Shakespeare's The Merchant of Venice and Macbeth; The Sir Koger 
de Coverley Papers in the Spectator; Irving's Life of Goldsmith; Cole- 
ridge's The Ancient Mariner; Scott's Ivanhoe and The Lady of the 
Lake; Tennyson's Gareth and Lynette, Lancelot and Elaine, and The 
Passing of Arthur; Lowell's The Vision of Sir Launfal; George Eliot's 
Silas Marner. 

In 1909, 1910, and 1911 ten books, selected as prescribed below from 
the following list, are to be offered for examination: 

Group I (two to be selected). 

Shakespeare's As You Like It, Henry V, Julius Casar, The Merchant 
of Venice, Twelfth Night. 

Group II (one to be selected). 

Bacon’s Essays; Bunyan's The Pilgrim's Progress, Part 1; The Sir 
Roger de Coverley Papers in the Spectator; Franklin's Autobiography. 

Group III (one to be selected). 

Chaucer's Prologue; Spenser's Faerie Queene (selections) ; Pope's 
The Rape of the Lock; Goldsmith's The Deserted Village; Palgrave's 
Golden Treasury (First Series), Books II and III, with especial atten- 
tion to Dryden, Collins, Gray, Cowper and Burns. 

Group IV (two to be selected). 

Goldsmith's The Vicar of Wakefield; Scott's Ivanhoe; Scott's Quentin 
Durward; Hawthorne's The House of the Seven Gables; Thackeray's 
Henry Esmond; Mrs. Gaskell's Cranford; Dickens’ A Tale of Two 
Cities; George Eliot’s Silas Marner; Blackmore’s Lorna Doone. 

Group V (two to be selected). 

Irving’s Sketch Book; Lamb’s Essays of Elia; De Quincey’s Joan of 
Arc and The English Mail Coach; Carlyle’s Heroes and Hero Worship; 
Emerson's Essays (selected); Ruskin's Sesame and Lilies. 

Group VI (two to be selected). 

Coleridge’s The Ancient Mariner; Scott’s The Lady of the Lake; 
Byron’s Mazeppa and The Prisoner of Chillon; Palgrave's Golden 
Treasury (First Series), Book IV, with especial attention to Words- 
worth, Keats, and Shelley; Macaulay’s Lays of Ancient Rome; Poe's 
Poems; Lowell's The Vision of Sir Launfal: Arnold's Sohrab and 
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Rustum ; Longfellow’s The Courtship of Miles Standish; Tennyson’s 
Gareth and Lynette, Lancelot and Elaine, and The Passing of Arthur; 
Browning’s Cavalier Tunes, The Lost Leader, How They Brought the 
Good News from Ghent to Aix, Evelyn Hope, Home Thoughts from 
Abroad, Home Thoughts from the Sea, Incident of the French Camp, 
The Boy and the Angel, One Word More, Harvé Riel, Pheidippides. 


b. STUDY AND Pracrice—one and one-half units. This part of the 
examination presupposes the thorough study of each of the works 
named below. The examination will be upon subject-matter, form, 

and structure, In addition, the candidate may be required to answer 

: questions involving the essentials of English grammar, and questions 

on the leading facts in those periods of English literary history to 
which the prescribed works belong. 

The books set for this part of the examination will be: 

1907, 1908: Shakespeare's Julius Casar; Milton's Lycidas, Comus, 
L'Allegro, and Il Penseroso; Burke's Speech om Conciliation with 
America; Macaulay's Essay on Addison and Life of Johnson. 

1909, 1910, 1911: Shakespeare's Macbeth; Milton's Lycidas, Comus, 
L'Allegro, and Il Penseroso; Burke's Speech on Conciliation with 
America, or Washington's Farewell Address and Webster's First Bunker 
Hill Oration; Macaulay's Life of Johnson, or Carlyle's Essay on Burns. 


LATIN. 


Elementary (counting two units). 

а. íi Latin Grammar: The inflections; the simpler rules for com- 
position and derivation of words; syntax of cases and the 
verbs; structure of sentences in general, with particular re- 
gard to relative and conditional sentences, indirect discourse, 
and the subjunctive; so much prosody as relates to accent, 
versification in general, and dactylic hexameter. 

й. Latin Prose Composition: Translation into Latin of detached 
sentences and easy continuous prose based upon Cæsar. 
| b. Сезаг: Any four books of the Gallic War, preferably the first 
four. 


Advanced (counting two units). 
а. Cicero: Any six orations from the following list, but preferably 
: the first six mentioned : 
The four orations against Catiline, Archias, the Manilian 
Law, Marcellus, Roscius, Milo, Sestius, Ligarius, the Four- 
teenth Philippic. 
b. Vergil: The first six books of the 7Eneid. 
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c. Advanced Prose Composition, consisting of continuous prose 
of moderate difficulty based on Cicero. 

d. Sight Translation, based on prose of no greater difficulty than 
the easier portions of Cicero's orations. 


GREEK. 


Elementary (counting two units). 


a. i. Greek Grammar: The topics for the examination in Greek 
grammar are similar to those detailed under Latin grammar. 
й. Greek Prose Composition, consisting principally of detached 
sentences to test the candidate's knowledge of grammatical 
constructions. 
The examination in grammar and prose composition will 
be based on the first two books of Xenophon's Anabasis. 


b. Xenophon: The first four books of the Anabasis. 


Advanced (counting one unit). 
a. Homer: The first three books of the Iliad (omitting II, 494, 
to end). 
b. Sight Translation, based on prose of no greater difficulty than 
Xenophon's Anabasis. 


FRENCH. 


Elementary (counting two units). Candidates in Elementary French 
must have a good knowledge of the essential parts of grammar, with 
stress on pronouns and on regular verbs and the common irregular 
verbs. They must know the principles of pronunciation; must be able 
to translate simple English sentences or easy connected prose into 
French, and to translate accurately ordinary modern French prose. 
Candidates must have translated not less than 450 duodecimo pages by 
at least four different authors, of which amount at least one-third 
must be history. Candidates must have had a two-years’ course of 
five periods per weck. 

Advanced (counting two units). Candidates in Advanced French 
must have partly translated, partly read, in addition to the require- 
ments for Elementary French, at least 1,000 pages of difficult French 
of several different authors, including history, fiction, drama, and 
poetry. Candidates must have had a four-years’ course of five periods 
per week. 

Fraser and Squair’s French Grammar or Grandgent's Essentials of 
French Grammar is recommended. 


COLUMBIAN COLLEGE. 


SPANISH. 
(Counting two units.) 


Candidates in Spanish must have a good knowledge of grammar, in- 
cluding syntax, with stress on pronouns and verbs, regular and irreg- 
ular. They must know the principles of pronunciation. They must be 
able to translate simple English sentences or easy connected prose into 
Spanish, and to translate accurately fairly difficult modern Spanish 
prose and verse. Candidates must have translated not less than 500 
pages by at least four different authors, of which amount at least one- 
fourth must be history or drama. Candidates must have had a two- 
years' course of five periods per week. 


GERMAN. 


Elementary (counting two units). Candidates in Elementary Ger- 
man must have had a two-years' course of five periods a week. They 
must be able to read fluently at sight and to translate easy narra- 
tive prose and poetry. An accurate knowledge of an elementary Ger- 
man grammar is requisite, to be tested by the translation into Ger- 
man of some fifteen sentences. About 300 pages of graduated narrative 
prose, one short play, and such poetry as is usually found in a First 
Reader will be considered an adequate preparation. 

Advanced (counting two units). Candidates in Advanced German 
must have had a four-years’ course of five periods a week. They 
should be well trained in the syntactical laws of the language, have 
read about 8oo pages of good literature in prose, preferably such prose 
works as are given in the Report of the Committee of Twelve of the 
Modern Language Association, and poetry, especially dramas by Les- 
sing, Schiller, and Goethe, and studied an elementary history of Ger- 
man literature. German composition should comprise a number of short 
themes upon assigned historical or literary topics, lives of the authors 
read, etc. 


HISTORY. 


In this subject special importance is attached to preparation im 
geography. 
Ancient (counting one unit). 
a. Greek History, through the Roman Conquest; as much as is 
contained in Myer's History of Greece. 
b. Roman History; as much as is contained in Allen's History 
of the Roman People. 
Medieval and Modern European History (counting one unit). As 
much as is contained in Myer's History of Medieval and Modern 
Europe. 
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English History (counting one unit). As much as is contained in 
Larned's History of England. 

American History with the Elements of Civil Government (counting 
| one unit). As much as is contained in Fiske's History of the United 
| States, and Fiske's Civil Government. 
| 


MATHEMATICS. 
Elementary Algebra (counting one unit). 
| {. Algebra to Quadratics: 

The four fundamental operations for rational algebraic ex- 
pressions, factoring, highest common factor, lowest com- 
mon multiple, complex íractions, the solution of equations 
of the first degree containing one or more unknown quan- 
tities, radicals, including the extraction of the square root 
of polynomials and numbers, and fractional and negative 
exponents. 

н. Quadratics, etc. : 
| Quadratic equations and equations containing one or more 
unknown quantites that can be solved by the methods of 
quadratic equations, problems depending upon such equations, 
ratio and proportion, and the binomial theorem for positive 
integral exponents. 


Advanced Algebra (counting one-half unit). 
$. Progressions, etc. : 
The progressions, the elementary treatment of permuta- 


tions and combinations, and the use of four and five place 
tables and logarithms. 


й. Series, etc.: 

Undetermined coefficients, the elementary treatment of in- 
finite series, the binomial theorem for íractional and nega- 
tive exponents, and the theory of logarithms. 

ii. Theory of equations. 

Determinants and the elements of the theory of equations, 

including Horner's method for solving numerical equations. 
Plane Geometry (counting one unit). 

General text propositions, including the solution of simple original 
exercises and numerical problems. 

Solid Geometry (counting one-half unit). 

Properties of straight lines and planes, of dihedral and polyhedral 
angles, of projections, of polyhedrons, including prisms, pyramids, and 
the regular solids; of cylinders, cones, and spheres, of spherical triangles, 
and the measurement of surfaces and solids. 
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Plane Trigonometry (counting one-half unit). 
The definitions and relations of the six trigonometrical functions as 
ratios, proof of important formule, theory of logarithms and use of 


tables, solution of right and oblique plane triangles. 


PHYSICS. 
( Counting one unit.) 


: It is recommended that the candidate’s preparation should include: 
a. Individual laboratory work, comprising at least thirty-five exer- 
cises well distributed over the subjects of physics. 


b. Instruction by lecture-table demonstrations. 

c. The study of at least one standard text-book, supplemented by 
the use of many and varied numerical problems. The metric 
system should be familiar to the student. 


The laboratory note book must be submitted for inspection, whether 
the candidate is admitted on certificate or by examination. 


CHEMISTRY. 
(Counting one unit.) 


The candidate’s preparation in chemistry should include: 

a. Individual laboratory work, comprising at least forty experiments 
of a character analogous to those set forth by the College Entrance 
Examination Board. 

On application for admission to this University, every candidate seek- 
ing credit in chemistry must present an indexed note book in which he 
has recorded the steps and the results of his laboratory exercises, bear- 
ing an endorsement of the teacher who directed the student, written 
in ink on the inside of the cover. 

b. Instruction by lecture-table demonstrations to be used in instruct- 
ing the student as to methods of manipulation and as a basis for ques- 
tioning him upon the general principles involved in his laboratory 
experiments. 

c. The study of at least one modern text-book, to 
student may gain a comprehensive and с nnected view 
important facts and laws of elementary chemistry. 

Requirements. The ground to be covered should inclu !e the following: 
The chief physical and chemical characteristics, the isolation and the 
м recognition of the following elements and the preparation and study of 
their principal compounds: Oxygen, hydrogen, carbon, nitrogen, chlorine, 
bromine, iodine, fluorine, sulphur, phosphorus, silicon, potassium, sodium, 


the end that the 
of the most 


calcium, magnesium, sinc, copper, mercury, silver, aluminum, lead, tin, 


iron, manganese, chromium. 
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The more detailed study should be confined to the italicized elements 
(as such) and to a restricted list of compounds, such as water, hydro- 
chloric acid, carbon monoxide, carbon dioxide, oxides of nitrogen, 
nitric acid, ammonia, sulphur dioxide, sulphuric acid, hydrogen sulphide, 
sodium hydroxide, ammonium hydroxide. 

Attention should be given to the atmosphere (constitution and relation 
to animal and vegetable life) flame, acids, bases, salts, oxidation and 
reduction, crystallization, combining proportions by weight and volume, 
calculations founded on these and on Boyle's and Charles’ laws, sym- 
bols, formulas, equations and nomenclature, atomic theory, atomic 
weights, nascent state, natural groupings of the elements solution (sol- 
vents and solubility of gases, liquids, and solids), strength of acids and 
bases, conservation and dissipation of energy, chemical energy and 
electrolysis, and of valence, electrolytic dissociation, osmosis, mass ac- 
tion in a very elementary way. Chemical terms should be clearly un- 
derstood, and the student should be able to illustrate and apply the 
ideas that they embody. The theoretical topics are not intended to form 
separate subjects of study, but to be taught only so far as is necessary 
for the correlation and explanation of the experimental facts. The facts 
should be given as examples from various classes and not as isolated 
things. 


BOTANY. 
(Counting one unit.) 


Candidates must have had at least one year's full work in botany, 
comprising the general principles of morphology, physiology, and 
ecology, as well as the natural history of plant groups and classification. 
Bergen's Foundations of Botany and Atkinson's Elementary Botany 
indicate the general scope of the work required. 


ZOOLOGY. 
(Counting one unit.) 


In general, zodlogy is not recommended as an entrance subject unless 
the subject has been preceded or accompanied by that of physics and 
chemistry, which form the most desirable groundwork for collegiate 
courses in biology. The entrance examination in zodlogy is designed to 
test, first, the candidate’s practical acquaintance with the natural history, 
structure, and relationships of some of the leading types of animals. 
and, second, his knowledge of the more essential facts of physiology. 


Practical Zoólogy. A practical examination of at least ten common 
animal types, and the presentation by the candidate of a lab ratory note 
book, certified by the teacher, as evidence of a laboratory course actually 
performed. Examples of the types suggested are the frog, fish, mollusk, 
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Insects, crustaceans, annelid, starfish, hydroid (hydra), and protozoan. 
In the examination less weight is laid on a knowledge of anatomical 
minutie than on the ability to recognize the specimen and its allies, 
to indicate its relationship, and to point out the leading features of its 
life history, organization, and physiology. 


Elementary Physiology. The nature of foods and their history in the 
body; the essential facts of digestion, absorption, circulation, secretion, 
excretion and respiration; the motor, nervous, and sensory functions, 
and the structure of the various organs by which these operations are 
performed. Martin's Human Body (briefer course) forms a suitable 
basis for this work, but teachers are recommended as far as possible to 
correlate the physiology of man and the higher animals with that of the 
lower forms studied in the course of practical zoólogy. 


PHYSIOGRAPHY. 
(Counting one unit.) 

The equivalent of Davis' Physical Geography is required, together 
with an approved laboratory and field course of at least forty exercises 
actually performed by the candidate. 

The candidate will be required to present at the time of his examina- 
tion the original note book in which he recorded, with dates, the steps 
and results of his laboratory exercises. This book, which should con- 
tain an index of subjects, must bear the endorsement of the teacher, 
certifying that it is a true record of the candidate's work. 


DRAWING. 


(Counting one unit.) 

The candidate's preparation in drawing should include simple geo- 
metrical plane, and solid figures and simple pieces of machinery, with 
a fair knowledge of the rules of perspective and light and shade as ap- 
plied in freehand sketching. The candidate should be able to reproduce 
from a flat copy with enlargement or reduction of size. 

For courses in architecture, the preparation should include, in addition 
to the above, the drawing of simple pieces of architectural ornament 
(a Greek anthemium, a design of iron scrollwork, etc.). 

For courses in engineering the preparation should include the copying 
of machinery details. 

For courses in genera! science or in science for teachers, the prepara- 
Поп should include the copying of still life and simple plant forms. 


SHOPWORK. 


Candidates who have been trained in manual-training schools or in 
commercial shops in the use of tools and in the ordinary processes em- 
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ed in the working of wood or metal may receive admission credits 


ploy | 
They should submit letters from their teachers or | 


for such work. 
employers, stating the character of the work in which they have been 


trained and the time given to it. The amount of credit will vary ac- 
cording to circumstances, but it will not exceed two units, 


COMMERCIAL GEOGRAPHY. | 
A course in Commercial Geography covering the ground repr: sented 
by Redway's or C. C. Adams’ Commercial Geography, or a course 11 
Political Geography may be offered, provided it be distinct from courses 
in history, civil government, or physiography. [he amount of credit 


for this course will not exceed one unit. 


POLITICAL ECONOMY. 

A course in Political Economy based on the contents of Ely and 
Wicker's text-book, or upon a similar text, will count to the extent of 
one unit: while a course based on Bullock's Introduction to the Study 
of Economics or a work of similar scope may be counted to the extent 


of two units. 


ADMISSION TO ADVANCED STANDING. 


Candidates for admission to advanced classes in any department are 
examined in all indispensable preliminary studies. 
Due credit is given for properly certified courses of study pursued in 


other colleges and universities. 


ADMISSION TO SPECIAL COURSES. 


All the courses of instruction are open to students of suitable age 
and attainments who wish, without reference to any degree, to pursu 
special studies. Candidates must show that they are familiar with the 


subjects preliminary to the studies which they wish to pursue. 


REQUIREMENTS FOR DEGREES. 

The undergraduate degrees offered by Columbian College are Bachelor 
of Arts and Bachelor of Science in Chemistry. To be recommended 
for either of these degrees, the student must be registered for at least 
one academic year, must satisfy the admission requirements, and must 
complete at least sixty “hours” of undergraduate courses. An “ hour ~ 
is one period a week for one academic year. 

The studies to be taken by a student during his college course, 
while largely elective, should be chosen with careful attention to their 
relation to each other and to his aims and purposes for the future. In 
general, the courses to be taken during the early years are those givet 
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under the first section in University Subjects, while courses under the 
second section are elected during the latter part of the course. No 
time limit is prescribed and the degree is given when the total of pre- 
scribed and elective courses is completed. 

One grade of special distinction is recognized in awarding the bache- 
lor’s degree. It is shown by inserting the words “ With Distinction” 
on the diploma after the name of the degree. It is awarded under the 
following conditions : 

"That the names of all students who have received a mark of at 
least В (оо per cent) on courses representing at least sixty (бо рег 
cent) of all hours taken by them be submitted by the Dean to the 
Faculty of the Department in which the students shall be studying for 
a degree, after the completion of all final examinations in such students' 
final year of study for their degree; 

That the faculty, after separate consideration of each individual case, 
shall, if it see fit, recommend the awarding of the degree “ With Dis- 
tinction" to students who shall have fulfilled the conditions above 
specified." 

BACHELOR OF ARTS COURSE. 

To be recommended for the degree of Bachelor of Arts, the student 
must complete courses of study aggregating at least sixty “hours.” 
This "hour" of credit is one hour of recitation or lecture work a 
week or one laboratory period a week for one academic year. The 
prescribed studies are as follows: 

English, 3 hours; Mathematics, 3 hours; and one of the following 
languages: Latin, Greek, French, German, or Spanish, 3 hours. The 
remainder of the sixty-hour requirement is elective. 


BACHELOR OF SCIENCE IN CHEMISTRY. 


Freshman Y ear. 


Hours. Hours. 
Chemistry, we eee oor ee rie S French or German............ 3 
C'S OF EESO PS 35 г. 8 PO 


Mathematics, 3, 5, 7, or 6,8, 10. 3 
Sophomore Year. 


Chemistry, 3, 20...... 5 Mathematics, 9, II, or 12, 14.. 3 
French or СЕНЕМ coat ues 3. РЕЖЕ, I, 2.......- 2» 2905 -— 


Junior Year. 


Architecture, т ...........—. 1I Graphics, 2 ....... eee? 2 
Chemistry, 4 21, 23........... 6 Geology, I ...... nnn 2 
French or German. ........... 3 
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Sentor Year. 


Hours. Hours. 
Chemistry, 6, 24, 25, 27....... II Geology, 2 ..... 2 
Economics or History ........ 2  Electives ..................... 2 


COMBINED COURSES. 


The regular courses in Columbian College are so correlated with the 
courses in Law and in Medicine that both the Bachelor's degree in the 
college and the professional degree may be obtained in a period of 
six years. 


PRIZES. 
Only candidates for degrees may compete for these prizes. 


STAUGHTON AND ELTON Prizes.—The Staughton Prize, for excellence 
in the Latin Language and Literature, and the Elton Prize, for excellence 
in the Greek Language and Literature, founded by the Rev. Romeo 
Elton, D.D., of Exeter, England, consist of two gold medals, annually 
awarded to the best scholar in each of these languages. 

RUGGLES Prizes.—The Ruggles Prizes, for excellence in Mathematics, 
founded by Professor William Ruggles, LL.D., consist of two gold 
medals, annually awarded upon examination to the best two scholars in 
Mathematics. 

Munroe Prize.—Profesor Munroe offers a gold medal to that student 
from any Washington high school or the Manual Training School who 
shall attain the highest mark in Chemistry among those passing the 
entrance examinations, and shall remain in regular attendance for one 
year. 

CLASS OF '96 JAMES MACBRIDE SrERRETT, Jr, MEMORIAL MEDAL— This 
prize is annually awarded to that student taking Course 1 in Physics 
who obtains the highest average in a special examination on a given sub- 
ject and in the writing of an essay on an assigned topic. 

Davis Prizes.—The Davis Prizes, for excellence in Elocution, founded 
by the Hon. Isaac Davis, LL.D., of Massachusetts, consist of three gold 
medals, annually awarded to the successful competitors in a public con- 
test. Only members of the Senior Class are eligible to compete for 
these prizes. 

DAUGHTERS OF THE AMERICAN REVOLUTION PmizEs.— These prizes, 
founded by the Daughters of the American Revolution of the District 
of Columbia, consist of two gold medals, awarded annually to the two 
students in the graduating class who, having maintained a high standing 
in the regular courses in Mediæval, Modern, European, English, and 
American History during three years, shall produce the best essays 
upon an assigned topic of American history. 
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Tue Tuomas F. Warsa Prize.—This prize established by Thomas 
F. Walsh, Esq., of Colorado, and based upon the income of one thous- 
and dollars, consists of a gold medal awarded annually to that student 
of the graduating class, who having maintained a high standard in the 
regular classes of Mediæval, Modern European, English and American 
History, shall produce the best essay upon a designated period of the 
History of Ireland. 

E. K. CUTTER Prize.—The E. К. Cutter Prize in English was founded 
by the late Marion Kendall Cutter. The endowment is a fund of one 
thousand dollars, the income of which is given annually as a prize " for 
excellence in the study of English." The prize will be awarded to that 
member of the graduating class whose record in English, combined with 
general excellence, shows most marked aptitude and attainment in Eng- 
lish studies. 

WiLLir E. Етсн Prize—The Willie E. Fitch Prize, for highest ex- 
cellence in all branches of Chemistry, founded by James E. Fitch, Esq., 
in memory of his son, consists of fifty dollars, which is awarded an- 
nually for the best examination in Chemistry. 

OLD AND MippLE ENGLISH PmizE.— This is a prize of twenty-five dol- 
lars awarded to the student showing the greatest proficiency in Eng- 
lish 21 and зо. 

FRENCH Composition Prize.—A friend of the University offers for 
the year 1907-08 a first prize of ten dollars worth of books, and а 
second prize of five dollars worth of books, for excellence in French 
composition, the competition to be open to students of French 3 and 
French 4. 

Tue GARDINER С. Новвлко MEMORIAL Prize—This is a prize in 
American History established by Mrs. Gertrude M. Hubbard, in mem- 
ory of her husband, the late Gardiner G. Hubbard. The endowment 
is a fund of one thousand dollars, the income from which is to be 
given annually to that student of the graduating class, who has during 
four years maintained a high standing in the classes of American 
History, and who has produced the best essays upon subjects based 


upon a study of some assigned period of American history. 


PRIZE AWARDS, 1906-07. 


Шаша Pese |... eee O ees «AD Mie TRAE Schoenfeld 
Hen ЖАШ... COR Fcc doo УКИНЕ савнаас Mary Simpson Birch 
Devis Рибе... РИИ wee: Mabel Lavinia Scott 
Second Prize: Isabel Rhoda Capell 
Third Prize: Robson De S. Brown 


Daughters of the American 
Revolution Prizes 


_........Edith Heiskell Ridout 
Ernest Frederick Mechlin 
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Thomas F. Walsh Prize......................... Isabel Rhoda Capell 
E K Cute Prime... ses +: .Edith Heiskell Ridout 
Willie E. Fitch Prize. id nic UN» b оао Маша: Раги. Wilson 
Old and Middle English Prize.............Catherine Agatha McAvoy 


SCHOLARSHIPS. 


Applications for scholarships should be filed with the Dean not later 
than September fifteenth. All scholarships except the Kendall Scholar- 
ship and the University Scholarships are awarded for one year only, but 
they may be renewed. Any student holding a scholarship who fails to 
obtain a general average of 85 per cent on the work of any term or 
whose deportment is unsatisfactory will be reported to the President's 
Council, and in the absence of extenuating circumstances the scholar- 
ship will be revoked. 


KENDALL SCHOLARSHIP.—The Kendall Scholarship, founded by the 
late Hon. Amos Kendall, is annually conferred on that student from any 
of the Washington High Schools or from the Manual Training School 
who attains the highest average in the May entrance examinations 
This scholarship continues throughout the undergraduate course, and 
the student holding it pays only the matriculation, library, laboratory, 
and graduation fees. 


UNIVERSITY SCHOLARSHIPS.—The University offers also six scholar- 
ships, each continuing throughout the undergraduate course, to be 
awarded annually to members of the graduating classes of the high 
schools of Washington and of the Manual Training School. The scholar- 
ships will be divided among the several schools in proportion to the 
number of students in attendance upon each. Three scholarships are 
offered to young men and three to young women. No scholarship will 
be awarded to a candidate whose examination average is below 80 per 
cent. Candidates for these scholarships will take the May entrance 
examinations for the undergraduate course leading to the degree of 
Bachelor of Arts or the degree of Bachelor of Science, as they shall 
elect, and on the results of these examinations the scholarships will be 
assigned. Holders of these scholarships will be expected to pursue a 
regular course in the Department of Arts and Sciences leading to a 
degree. Such students will pay only the matriculation, library, labora- 
tory, and graduation fees. 

Davis SCHOLARSHIP.—This is the income of a fund of one thousand 
dollars given to the University in October, 1869, by Hon. Isaac Davis, 
of Massachusetts. 


Mary LowELL STONE SCHOLARSHIP.—This scholarship was founded by 
nsists of a fund 


a woman in memory of a woman student of science. It c 
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of two thousand dollars, the income from which is to be paid to needy 
women students of science in the University; it will be awarded by the 


President's Council. 


Marta M. Carter SCHOLARSHIP.—This is the income of a fund of one 
thousand dollars given to the University in 1871 by Mrs. Maria M. 


Carter. 


FARNHAM SCHOLARSHIP.—This is the income of a fund of one thou- 
sand dollars given to the University in 1871 by Mrs. Robert Farnham. 


ADMIRAL PowELL SCHOLARSHIPS.—The Admiral Powell Scholarships 
were founded by the late Admiral Powell, U. S. Navy. The income 
from this endowment is for the “ free education of such young men as 
may desire to take advantage of the said endowment by way of their 
preparation for entrance into the Naval Academy at Annapolis, Mary- 
land, or such as may fit them to become mates or masters in the Mer- 
chant Marine Service of the United States," and of "such apprentices 
as, having filled their time in the great steam manufactory establish- 
ments of the country, may apply for appointment from civil life in the 
Steam Engineer Department of the United States Navy." The number 
of scholarships awarded each year will be determined by the income 
from the endowment. Each scholarship will entitle the beneficiary to 
free tuition for one year. Such special courses of study are offered to 
each student as will give him the instruction needed to accomplish the 
purpose for which he is awarded the scholarship. 

These scholarships are especially applicable to those who intend to 
come up for examination as warrant officers in the Engineer Depart- 
ment of the Navy, or to those who desire to fit for responsible positions 


in the mercantile marine. 

The subjects to be taken by a student will vary according to his 
preparation and according to the purpose for which he has been awarded 
the scholarship, but a year's work can be selected from the following 


topics : 


Hours. 
Navigation and Nautical Astronomy ....... 6 
Algebra and Geometry ....... e d 
Trigonometry ............ eee ce ee eeee nnn 1% 
Mechanical and Machine Drawing ............. «een 4 
Meteorology te ebb ee ss.e 000 ТТЕ КЛ 2 
English .......ceceeeeresocseeveoocoveeceoccesessa oca 3 
French (4. ч 
ар ТРЕМА ЕАИС аз DOS 


Spanish 
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DAVIS PRIZE SPEAKING. 
The Davis Prize Speaking is held in University Hall on the Tues 
day after the Easter holidays. The Davis Prizes were founded by 


Hon. Isaac Davis, of Massachusetts, in 1847. The original endowment 
was five hundred dollars, "proceeds of which will afford three 
premiums, in cash or gold medals, of the value of $5, of $10, and of $15 
annually—these premiums or prizes to be distributed annually to such 
members of the Senior Class as shall have made the greatest progress 
in elocution since their connection with the College." 

The award of these three prizes is determined by a public speaking 
contest, in which the participants deliver original orations. Senior 
students wishing to enter the competition should report to the Dean 
of the College not later than five weeks before the contest, and 
submit their orations not later than three weeks before the contest. 
The prizes are awarded by a committee consisting of three members, 
selected by the Administration Council of the College. 


ENOSINIAN SOCIETY. 


The Enosinian Society, a literary association formed by the students 
of Columbian College, to which any University student is eligible, 
meets regularly for the purpose of improvement in debate and 
composition. 


his society had its beginning March 6, 1822, during the first session 
of Columbian College, when a number of students held a meeting “ for 
the purpose of establishing a debating society." Two Enosinian prizes 
are given annually and are publicly presented at the Commencement. 
They are the following: 
» +) > - , . 7 P c 
DEBATERS PRIZE.—A gold medal given by the Society for proficiency 
in debate. ‘This prize was awarded in 1907 to Robson De S. Brown. 
) е , 2 › ЖАГ , ' - * 
Gore PRIZE IN PARLIAMENTARY Law.—A gold medal given by Prot. 
James Howard Gore for proficiency in parliamentary law. This prize 


was awarded їп 1907 to Edward Percy Gates. 


H ыа 2 verre aly ы. 


COLUMBIAN COLLEGE. 51 


WOMAN'S BUILDING. 


A Woman's Building was opened by the University in September, 
I907. This is situated near the University Building, at 1538 I street. 
The lower floors contain lecture rooms, recitation, committee, and 
dining-rooms. Тһе upper floors are a college dormitory for women, 
and college girls may obtain board and rooms at reasonable rates. 
The Woman's Building is the social centre for the young women of the 
College. The Dean of Women has an apartment and office in the 
building and will supervise the appointments of the house and the 


social activities of the women students. 


LUTHER RICE MISSION STUDIES. 


Luther Rice founded Columbian College in 1821 with a missionary 
motive and a purpose to “ diffuse knowledge both literary and religious 
through these United States.” In remembrance of this motive and іл 
coóperation with the various interdenominational missionary move- 
ments, Columbian College instituted during the winter of 1907-08 four 
University Extension Courses in the study of Christian missons. These 
courses were planned to help leaders of classes in the churches and all 
students of missions. All of the courses were without fee and were 
open to men and women. One hundred and forty-four cards of enroll- 
ment were issued. The following courses were given, all of them by 
members of the Faculty: 

" Aliens or Americans," one hour a week for eight weeks, by Pro- 
fessor Day. 

“The Challenge of the City,” one hour a week for eight weeks, by 
Professor VEnrTz. 

" Gloria Christi—An Outline Study of Missions and Social Progress," 
one hour a week for six weeks, by Miss ELLIS. 

“The Uplift of China,” one hour a week for eight weeks, by Professor 
WILBUR. 

The Luther Rice Mission Studies for 1908-09 will be given in the late 
fall in order that they may serve those who plan to organize local circles 
during the winter. They will be without fee. Special announcements 
will be made in the fall. 

The following courses will be organized: 

"'The Foreign Missionary Enterprise": text-book by Dr. A. J. 
Brown, conducted by Professor SMITH. 

“Islam”: text-book by Dr. S. M. Zwemer, conducted by Assistant 
Professor MANNING. 

" Nearer and Farther East": text-book by Dr. S. M. Zwemer and 
Dt A. J. Brown, conducted by Miss Errirs. 

“Ther Frontier": text-book by Dr. E. T. Tomlinson, conducted by 


Professor WILBUR. 
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THE CHRISTIAN ASSOCIATION. 

The student movement in Association work is represented by the 
Young Men's Christian Association of The George Washington Uni- 
versity, which was organized in the fall of 1905. The Association plans 
and conducts religious work among the men of the University. The 
Association calendar includes Bible study clubs, a weekly chapel service, 
and occasional men's meetings. 

Similar lines of religious work are conducted among t 
dents by the Young Women's Christian Association of Columbian 
College. 


he women stu- 


THE COLLEGE CHAPEL. 

Two chapel services, one in West Hall in the University Building 
and one in the Woman's Building, are held on Monday, Tuesday, 
Thursday and Friday throughout the academic year. These chapel 
services are conducted by the Faculty on Monday, Tuesday and Thurs 
day; the Friday services are in charge of the Christian Association. 
All students are invited to help sustain these services. On Wednes 
days at 12 o'clock all College students participate in the University 


Assembly, which is held in University Hall. Official announcement 


are made regularly at the Assembly and Professors and students are 


4 
i 


expected to be governed by them. 


The Dean of the College will confer with students as they may 


desire on questions concerning their welfare and will cooperate with 


them in all ways tO make the college life one of р rson | hi Ipfulness 


fut 


WASHINGTON COLLEGE OF ENGINEERING. 


WASHINGTON COLLEGE OF ENGINEERING. 


The session of 1908-9 begins Wednesday, September 30, 1908. 


Two houses, 1528 and 1530 I street, have been remodeled for use of 
the College of Engineering, and contain class-rooms, drawing-rooms, 
library and reading-room, cement laboratory and offices of members 
of the Faculty. 

The Chemical, Physical, Electrical and Mechanical laboratories are 
in the main building of the University, corner of Fifteenth and H 
streets, N. W. 

The office of the Dean is at 1528 I street. 


ADMISSION. 


Every applicant for admission is required to present a testimonial of 
good character, and also a certificate of standing and regular dismissal 
from the school or college which he has attended or from the tutor with 
whom he has studied. 

Candidates for admission to the Freshman Class may present certifi- 
cates of admission or take an examination in the required subjects. 
Certificates, in lieu of any or all examinations, will be accepted from 
schools whose work is attested by well-prepared students admitted to 
the University in previous years, and from schools desiring coóperation 
with the University, that present evidence of affording adequate prepara- 
tion in the required subjects. The Registrar of the University will, on 
application, furnish certificate blanks to the principals of such ac- 
credited schools. 

The certificate of the College Entrance Examination Board will be 
accepted in so far as the subjects specified meet the requirements for 
admission. 

The certificate of the Washington high schools covering all the re- 
quirements for admission admits students without examination to the 
courses of the Freshman year. 

The certificates of all schools accredited to the University will 
be accepted in so far as they meet the requirements for admission. 

The general requirement for admission is a four-year high school 
course, or its equivalent, consisting of five recitations per week in Jew 
or more topics. The high school studies which may be presented in 
satisfaction of the requirements of admission are given on pp. 35744 
of this Catalogue. 

Candidates for admission to the Freshman Class in the College of 
Engineering are required to present fifteen units for admission, dis- 
tributed as follows: 
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English s. 3 
MOC WENSE T he ot t TTOTTE 
I 
I 


Plane and Solid Geometry zu WA 
Elementary and Advanced Algebra .................... 16 
NN ESSE Баве аво э» 0o эе» аьа ly 
MEME uui Man a E рә. Tay V F d aon» 2 
NSE: BED CBee gees pein ew EWE T-ITTTILILO LE DUC TUER. 
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Note.—The modern language requirement may be satisfied by pre- 
senting four units in one language, or two units in French and two units 
in German. Students who present four units in one language will study 
the other language two years in College. Students who present two 
units in French and two units in German will study each language one 
year in College. 


ADMISSION TO ADVANCED STANDING. 
Candidates for admission to advanced classes in any department are 
examined in all indispensable preliminary studies. 
Due credit is given for properly certified courses of study pursued 
in other colleges and universities. 


ADMISSION TO SPECIAL COURSES. 


АП the courses of instruction are open to students of suitable age and 
attainments who wish, without reference to any degree, to pursue spe- 
cial studies. Candidates must show that they are familiar with the 
subjects preliminary to the studies which they wish to pursue. 


COURSES FOR A DEGREE. 


Three courses of study are offered: 
I. Civit. ENGINEERING. 
II. ELECTRICAL. ENGINEERING. 
III. MECHANICAL ENGINEERING. 


These courses occupy four years each, and lead to the degree of 
Bachelor of Science in Civil Engineering, in Electrical Engineering, 
and in Mechanical Engineering, respectively. Graduate courses of one 
year under the Faculty of Graduate Studies of the George Washington 
University are open to those who receive the above degrees, and lead, 
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respectively, to the degrees of Civil Engineer, Electrical Engineer, and 
Mechanical Engineer. 

The courses in engineering are planned to give the student a thorough 
understanding of the theory underlying engineering practice, and such 
a practical knowledge of the instruments and methods of his particular 
profession as will enable him to apply the theory properly. In all the 
courses a thorough training in mathematics, pure and applied, and in 
drawing and descriptive geometry is required as the basis of the analyti- 
cal and graphical study of engineering topics. Much stress is laid on 
the work in the drawing-room and laboratory. The work is planned to 
give him a thorough knowledge of principles upon which he, may build, 
and by which he may be able to solve the new problems he meets in 
practice. 

The work of the first year is the same for all students. It is taken 
up partly with general studies which have both an educational and a cul- 
tural value, and partly with work in mathematics and drawing which 
lays the foundations for the subsequent courses. In each of the other 
years there are studies taken in common by all engineering students, 
these studies including courses in English, in French and German, in 
pure and applied mathematics, in drawing and descriptive geometry, in 
chemistry and in physics. The requirement in French and German is 
intended to give the student an accurate reading knowledge of these 
languages, with particular reference to scientific literature. 

Beginning with the Sophomore year, the Civil Engineering student 
enters upon his technical studies, continuing at the same time a number 
Of topics of a more general character, and in the Junior and Senior 
years the work becomes yet more specialized. He begins with a general 
course іп surveying and follows this with courses in railroad and high- 
way location and construction. Theoretical hydraulics and hydraulic 
engineering receive careful and detailed treatment and much stress is 
laid on sanitary work, both in its theory and applications. A preliminary 
course in engineering materials and simple constructions in the Sopho- 
more year is followed in later years by extended courses in mechanics 
of materials, and in the theory and design of structures in wood, steel, 
and masonry, in which are applied the knowledge gained in the courses 
In mechanics and graphic statics. 

The courses for Electrical and Mechanical Engineering students are 
the same during the Sophomore year, and beside the general studies re- 
quired of all engineering students include courses in advanced drawing 
and design and in kinematics of machinery. Shopwork begins in this 
year and continues until the end of the course for both classes of 
students, although the Electrical students give less time to it than do 
the Mechanical students. The purpose of the work is not primarily to 
give manual skill, but to give such an understanding of tools and pro- 
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cesses as will be of assistance in designing and in superintending. In 
the Junior Year Electrical and Mechanical students continue work in 
machine design, and take courses in steam engineering and on boilers 
and power plants. 

The Electrical students begin their special work in electricity in the 
Junior year. Theoretical electricity is first studied, and is followed by 
engineering electricity, and by courses on direct current machinery. In 
the laboratory, experimental work in exact measurements is followed by 
the study of the dynamo. In the drawing-room are studied related prob- 
lems in design. In the Senior year alternating current machinery is 
studied, both theoretically and practically; and courses on the applica- 
tions of electricity and on light and power distribution are taken. Many 
hours are given to work in the electrical and general engineering 
laboratories. 

The Mechanical Engineering students, in addition to the courses which 
they take in common with the electrical students, have courses in engine 
design, including steam and gas engines; in hydraulics and hydraulic 
machinery; and a course in electrical engineering, considering electrical 
machinery from the standpoint of one who is to use it rather than to 
design it. 

The engineering courses are partly lecture and partly laboratory and 
drawing-room courses, the plan being to give the theory in the class- 
room, to illustrate the theory in the laboratory, and to have the student 
apply the theory, from given data, in the drawing-room. 


REQUIREMENTS FOR A DEGREE. 


The arrangement of the topics in each of the regular courses for a 
degree is shown below. The numbers following the names of subjects 
refer to the courses as given in the list of University Subjects on pages 
77-126, to which reference should be made for more complete de 
scription. 


COMMON TO ALL COURSES. 


Freshman Y ear. 

Chemistry, r, 7. 

General Chemistry and Qualitative Analysis. 
English, I or 2. 

Rhetoric. 
French or German. 
Graphics, І. 

Mechanical and Freehand Drawing. 
Mathematics, 9, 11 or I2, 14. 


Trigonometry; Analytic Geometry 
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CIVIL ENGINEERING COURSE. 
Sophomore Y ear. 

Civil Engineering, I, 4. 

Surveying; Materials of Construction. 
French or German. 
Graphics, 8, ro. 

Descriptive Geometry; Topographic Drawing. 
Mathematics, 20, 22 or 21, 22. 

Calculus; Differential Equations. 
Physics, 1, 2. 

General Physics; Laboratory Physics. 


Junior Year. 
Applied Mathematics, 20, 21, 22. 
Mechanics; Hydraulics; Mechanics of Materials. 
Astronomy, I. 
Civil Engineering, 2, 3, 7, 22. 
Railroad Engineering; Highway Engineering; Engi- 
neering Testing; Theory of Structures. 
Electrical Engineering, 6. 
Industrial Engineering. 
Geology, 2. 
Senior Year. 
Chemistry, 6. 
Metallurgy. 
Civil Engineering, 20, 21, 23, 24. 
Masonry; Hydraulic Engineering; Theory of Struc- 
tures; Sanitary Engineering. 
Contracts and Business Law. 
Mechanical Engineering, 12. 
Steam Engineering. 


ELECTRICAL ENGINEERING COURSE. 
Sophomore Year. 
French or German. 
Graphics, 2, 8. 
Advanced Mechanical Drawing; Descriptive Geom- 
etry. 
Mathematics, 20, 22 or 21, 22. 
Calculus; Differential Equations. 
Mechanical Engineering, I, 4. 
Mechanism; Shop-work. 
Physics, 1, 2. 
Generál Physics; Laboratory Physics. 
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Junior Year. 
Applied Mathematics, 20, 21, 22 
Mechanics; Hydraulics; Mechanics of Materials 
Electrical Engineering, I, 2, 3, 4, 5, 8. 

Elementary Electricity; Direct Current Machinery; 
Electrical Engineering; Electrical Measurements; 
Electrical Engineering Laboratory; Electrical De 
sign. 

Mechanical Engineering, 5, 20. 

Metal-work; Steam Engineering. 


Senior Year. 
Chemistry, 6. 
Metallury. 
Civil Engineering, 5, 6. 
Surveying Instruments; Foundations. 
Contracts and Business Law. 
Electrical Engineering, 21, 22, 23, 24, 26, 27 
Alternating Currents; Electrical Distribution; Elec- 
trical Applications; Electrical Engineering Labora 
tory; Electric Lighting; Electric Railways. 
Mechanical Engineering, 10, 23. 
Engineering Laboratory; Hydraulic Machinery. 


MECHANICAL ENGINEERING COURSE. 


Sophomore Year. 

French or German. 
Graphics, 2, 8. 

Advanced Mechanical Drawing; Descriptive Geometry. 
Mathematics, 20, 22 or 21, 22. 

Calculus; Differential Equations. 
Mechanical Engineering, I, 4. 

Mechanism; Shop-work. 
Physics, 1, 2. 

General Physics; Laboratory Physics. 


Junior Year. 
Applied Mathematics, 20, 21, 22. 
Mechanics; Hydraulics; Mechanics of Materials. 
Civil Engineering, 22. 
lheory of Structures. 
Mechanical Engineering, 5, 6, 9, 20. 
Metal-work; Engineering Drawing; Engineering Lab 
oratory; Steam Engineering. 
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Senior Year. 
Chemistry, 6. 
Metallury. 
Civil Engineering, 5, 6. 
Surveying Instruments; Foundations. 
Contracts and Business Law. 
Electrical Engineering, 7. 

Dynamos and Motors. 

Mechanical Engineering, 7, 10, 22, 23, 24, 25, 28. 

Machine Design; Engineering Laboratory; Internal 
Combustion Motors; Hydraulic Machinery; Techni- 
cal Machinery; Compression and Refrigeration Ma 
chinery; Industrial Management. 


PRIZES. 


Only candidates for degrees may compete for these prizes. 


RuccLEs PmizEs.— The Ruggles Prizes, for excellence in Mathematics, 
founded by Professor William Ruggles, LL.D., consist of two gold 
medals, annually awarded upon examination to the best two scholars 
in Mathematics. 


MUNROE Pnizr.— Professor Munroe offers a gold medal to that student 
from any Washington high school or the Manual Training School who 
Shall attain the highest mark in Chemistry among those passing the 
entrance examinations, and shall remain in regular attendance for one 
year, 


CLASS ОЕ '96 James Macsrive SrEeRRETT, Jr, MEMORIAL Mepar.—This 
Prize is annually awarded to that student taking Course 1 in Physics 
Who obtains the highest average in a special examination on a given 
subject and in the writing of an essay on an assigned topic. 


Davis Prizes.—The Davis Prizes, for excellence in Elocution, founded 
by the Hon. Isaac Davis, LL.D., of Massachusetts, consist of three gold 
medals, annually awarded to the successful competitors in a public con- 


test. Members of the Senior Class are eligible to compete for these 
Prizes. 


ScHMIDT Prizes.—Mr. Fred. A. Schmidt offers a prize to the student 
Who attains the highest standing in Descriptive Geometry, Trigonometry, 
and Analytic Geometry. 


Mutu Prize—Geo. F. Muth & Co. offer a set of drawing instruments 
to the student taking Advanced Mechanical Drawing who makes the 
highest average record in that subject and in the previous year's Me- 
chanical Drawing. 
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SCHOLARSHIPS. 


ation for scholarships should be fled with the Dean not later 
All scholarships except the Kendall Scholar- 
awarded for one year only, but 


Applic 
than September fifteenth. 
ship and the University Scholarship are 
they may be renewed. Any student holding a scholarship who fails to 
obtain a general average of 85 per cent on the work of any term or 
whose deportment is unsatisfactory will be reported to the President's 
Council, and in the absence of extenuating circumstances the scholar- 
ships will be revoked. 

The Kendall Scholarship, the University Scholarships, 
miral Powell Scholarships are open to students in the College of En- 
Detailed statements in regard to these scholarships are given 


and the Ad- 


gineering. 
on pages 47-49. 

Henry HARDING CARTER SCHOLARSHIPS.— These scholarships, founded 
by Mrs. Maria M. Carter in memory of her husband, Henry Harding 
Carter, consist of four scholarships of the annual value of fifty dollars 
each, and may be awarded to deserving students who are preparing for 


the civil engineering profession. 


DIVISION OF ARCHITECTURE. 


DIVISION OF ARCHITECTURE. 


ADMISSION. 


Each applicant for admission is required to present a testimonial of 
good moral character, and also a certificate of standing and regular 
dismissal from the school or college which he has attended or from the 
tutor with whom he has studied. 

Candidates for admission to the Freshman Class may present certifi- 
cates of admission or take an examination in the required books and 
subjects. 

The general requirement for admission is a four-year high school 
course, or its equivalent, consisting usually of four or five recitations 
ber week in four or more topics. 

Candidates for admission to the course leading to the degree of 
Bachelor of Science are required to present subjects from the list of 
high school studies aggregating fifteen units, distributed as follows: 


Units. 
КАЙМА RETETE d uS INIRE ERES BE cis 4 
wrench or Geri o SEO 2 
Zlementaery Algebra i; n cR ks SUM ER S uic I 
FS: SOIL AREE TT ыланы су on ED I 
FIM 555 conic ween ob wuine ДЕДК н Kaede bar ушы тка н I 
CHIENS у; bse SS Sign eee ee eee I 
Electives 5 

15 


The list of high school studies and the definition of requirements in 
all Preparatory subjects are given on pp. 35-44 of this catalogue. 


REQUIREMENTS FOR THE DEGREE OF BACHELOR OF SCIENCE 
IN ARCHITECTURE. 


To be recommended for the degree of Bachelor of Science in Architec- 
ture the student must be registered in the Division of Architecture for 
at least one academic year, he must satisfy the admission requirements, 
and must complete the prescribed course for the degree. This is a 
four-year course. General culture studies are pursued through the first 
two years, about half of the time being devoted to them. The rest of 
the course js devoted to architectural work. The unit of credit is one 
hour of recitation or lecture per week throughout the academic year. 


Laboratory hours count one-fourth unit each. 


و 
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First Year. 
Unita. 
ШАЛ: УШ i OLE I a ab 3 
French, Italian, or German EOM Sage BO ET 


, , 
-A P 


Science ü va5e* 49 eb Oe Ms 

Architectural Drawing (3) ......... n n nn n Bn 
Shades, Shadows, and Perspectives (4)... ........... 2 
Freehand Drawing (2)..... 


Second Year. 


English COTIK IOs 3 
French, Italian, i Games. Р PSOE EP Ly ME d 


RNR Оа конуне Ате тее оъ некое вре ёва е ЖЫН. 
Rendering, Design (3). 3 
Freehand Drawing (б).............. ыы 2 
History of Architecture (20)........ nn 2 

[5 

Third Year. 
Mechanics of Material (First ќегт)................. 3 
Graphic Statics (Second term) 

Building Construction (21).......................... 2 
History of Architecture (32)........ ee 2 
Pen and Ink Rendering (27)........... eee І 
Design and Sketch Design (25)..................... { 
Drawing from the Antique (26)...................... n 
Water Colors (34)......» oo eorom hmmm 2 

15 

Fourth Year. 

Design and Sketch Design—Thesis (27).............. 5 
Classical Archaeology (30). ; 2 
History of Painting and Sculpture ( ar), erc y Mer ER r 
Building Construction (33)......« 6 2 
Drawing from Life (35)....... cree rere nnne | 
Water Colors (34) sicccccsscssesscccceccecesscsesees 2 
History of Architecture (23).. 2 
Office practice (36)........................... | I 

10 
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A special course may be arranged for qualified students who wish 
to take the purely technical work of the Architectural course. Special 
Students to receive a certificate on the satisfactory completion of the 
course as outlined below. 


First Year. 


U nita 

е ОИ ООРТ eh Cea MELIA S 3 
Saades and Shadowa 4 5... oodd e PLUS USE 2 
Prband AKRE SR VENUES а де: 2 
bobeteutien Be iade cn ОЛЫ Tu HD MEDI 2 
9 

Second Year 
PATCHES, Е PRL T ENESE LT TOYI eL OS E E n 3 
a U EPEA меси NR RE 2 
History (Classical and Medizval)................ 2 
PROMO, E AEE ву те т uM 2 
PU WEINE S E S ESE EE AE УЛАК E I 
IO 

Third Year. 
REEDED WF oo. sks ce ae Ee A 5 
History (Renaissance), 23...:. . (cud ДЕ 2 
History (Painting and Sculpture, or Archzology).... 1 
Witer Сое, а i eeu lleno TO PETRUS 2 
IO 


In addition, before the certificate will be awarded the student must 
show that he has satisfactorily completed courses 26, 35, and 39. 


PRIZES. 


The Washington Architectural Club offers membership in the Club as 
а prize in Architecture. In 1903-04 this prize was awarded to Charles 
R. Lombard. In 1904-05 to W. H. I. Fleming. In 1905-06 to S. Peter 
Wagner. In 1906-07 to Reginald W. Geare. 

The Architectural League of America offers an annual Traveling 
Scholarship in Architecture, value $1200 to students and draftsmen in 
Architecture under 35 years of age. All architectural students in the 
University, who are members of the George Washington University 
Architectural] Club are eligible to compete for this prize. 


| 
| 
| 
| 
| 
| 
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The following prizes are open to students taking Beaux Arts prob- 


lems: 
PARIS PRIZE. 


This prize, conducted by the Society of Beaux Arts Architects, gives 
to the winner, by authorization of the French Government, the privilege 
of following the lectures and of taking part in the competition of the first 
class in Architecture at the Ecole des Beaux Arts of Paris; he must, 
however, have already successfully pursued studies corresponding to 
those prescribed in the second class at that institution, for which condi- 
tion he will be allowed six months to qualify. The winner, moreover, 
receives a stipend of two hundred and fifty dollars quarterly during his 
stay abroad, which should last two and one-half years. 

Competitors must be under twenty-seven years of age. 


WARREN PRIZE. 


This consists of two prizes of fifty dollars and twenty-five dollars re- 
spectively for the most successful solution of a problem in planning. 


PUPIN PRIZE. 


Two prizes of fifty dollars and twenty-five dollars respectively are 
offered by Prof. Purn, of Columbia University, for the best designs 
for the ornamental treatment of some scientific appliance. 


POLITICAL SCIENCES. 


COLLEGE OF THE 


COLLEGE OF THE POLITICAL SCIENCES. 


GENERAL STATEMENT. 


The College of the Political Sciences furnishes systematic and scien- 
tific instruction in the various branches of the Political Sciences. 

To undergraduate students it gives a broad, general education in the 
Political Sciences and in social, political, and economic history as а 
foundation for specialization in certain of the learned professions. 

By means of its graduate courses, it gives a comprehensive and 
highly-specialized training in the Political Sciences, including Govern- 
ment and Administration, International Law and Diplomacy, Eco- 
nomics, Finance, Sociology, and History, based upon the constant 
observation of facts at the Capital of the Nation and the critical appre- 
ciation and comparative study of political and social institutions. 

This education is intended to give a training that will fit certain stu- 
dents for Consular and Diplomatic positions and for the public service 
of the United States, while imparting that general culture and equip- 
ment necessary for efficient citizenship and the intelligent grasp of 
public questions. 

In Washington are collected the official records of the Nation's his- 
tory. Here are accumulated vast stores of information concerning the 
condition of the country and the problems confronting us as a people. 
As the Capital of the Nation, Washington furnishes the best, and in 
many instances the only, opportunity for studying the government in 
actual operation. Here is the National Congress, engaged in the work 
Of practical legislation. Here sits the Supreme Court which gives to 
that legislation authoritative interpretation. Here are the great Execu- 
üve Departments carrying on the business of government and working 
Out the problems of administration. These together with the govern- 
ment of the District of Columbia are constant object lessons in political 
Science. Here is the largest resident diplomatic body to be found any- 
where in the world. Here are gathered representatives of the nation 
and of the press, creating a center of activity in all that appertains to 
the branches included within the scope of the College. Such an atmos- 
phere for the student of the Political Sciences can be found nowhere 
else, 

Among the additional advantages in these branches may be mentioned 
the Library of Congress, which contains 1,400,000 volumes and over 
300,000 maps, manuscripts, etc., accessible to the students of the Uni- 
versity; the Library of the Smithsonian Institution, enriched by its 
exchanges with all the countries of the civilized world; the Library of 
the State Department, containing more than 80,000 volumes, including 
nearly all the important publications relating to International Law, 
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Diplomacy, and Political History; the Public Library of the District of 
Columbia, with 90,000 volumes ; the United States Bureau of Education, 
rich in statistical material and foreign exchanges ; the excellent working 
libraries of the Department of Commerce and Labor, the Bureau of 
Statistics, the Bureau of Trade Relations, the Bureau of American 
Republics, the Interstate Commerce Commission, the Census Bureau, 
and the Department of Agriculture. 

Of these special facilities, as well as those which Washington enjoys 
as a center of general culture, the College of the Political Sciences, is 
planned to take a thorough and systematic advantage. On the Faculty 
are not only men who are scholars and teachers, but also men whose 
successful experience in the public service, in journalism, and in the 
other branches they teach, gives their instruction the greatest practical 


value. 


ADMISSION. 


The session of 1908-1909 begins September 30, 1908. The academic 
year is divided into two parts- -the first half-year beginning September 
30, and the second half-year, February 1. А student may enter the 
College at the beginning of either half-year without being delayed in 
the work requisite for graduation, since a number of courses commence 
on February r. Students who enter in February and who take one or 
more full years to complete the undergraduate course will be graduated 
at the annual Winter Convocation of the University, on February 22. 

Requirements for admission are the completion of two years or its 
equivalent of satisfactory undergraduate work in any college or uni 
versity of approved standing. Students who wish to pursue graduate 
work are required to possess an acceptable Bachelor's degree or its 


equivalent. 


ADMISSION TO SPECIAL COURSES. 


All courses of instruction are open to persons of suitable age and 
attainments who wish to pursue special studies without reference to à 
degree. Such persons are designated as special students. ‘They are 
examined in each special study and may receive a certificate for work 
successfully completed. But no one can be admitted to any course аз a 
special student who does not possess proper preliminary training. 


ADMISSION TO ADVANCED STANDING. 


Students who have carried on collegiate work in other colleges or 


universities of approved rank and who have received credit for that 


work, may be admitted to advanced standing. 


„> 
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THE DEGREE OF BACHELOR OF ARTS. 


A total of sixty hours of class-room work (fifteen hours per week 
for four years) is required in the University for the Bachelor of Arts 
degree of which thirty hours may be taken in this College. 


HIGHER DEGREES. 


For the degree of Master of Diplomacy twenty-four hours (twelve 
hours per week for two years) are required, and the preparation of a 
dissertation. 

Students who have an approved Bachelor's degree may register with 
the Graduate Faculty of the University, doing a major part of the 
graduate work in this College, and receive from the University the 
degree of Master of Arts or Doctor of Philosophy, the former requiring 
one year of graduate study, and the latter three years. 


THESES. 


Candidates for either the degree of Master of Diplomacy or Master 
of Arts must present to the Faculty in charge an acceptable dissertation. 
Candidates for the degree of Doctor of Philosophy must present an 
acceptable dissertation showing original research. 

Degrees are granted by the University. 


SCHOLARSHIPS. 


General William F. Draper, of Massachusetts, former Ambassador 
to Italy, impressed by his long experience in Congress as a member of 
the Foreign Affairs Committee, and by his service abroad, with the 
‘Mportance of training men for the diplomatic service, has founded a 
scholarship in the College of the Political Sciences, yielding an annual 
Income of $300. Candidates for this scholarship from Massachusetts 
or from Virginia will be preferred in the order named, and applications 
must be filed not later than June 1 with the Director. 

Additional scholarships will be founded in the near future, and will 
be announced in a separate statement. 


COURSES OF STUDY. 


This College gives four years of instruction in Political Science, 
nternational Law and Diplomacy, Economics, Finance, Sociology and 
History, two years of which are for undergraduate students and two 
years for graduate students. The subjects taught are grouped under 
four heads: (1) Political Science, (2) International Law and Diplo- 
macy, (3) Economics and Sociology, (4) History. In each division 
гез are classified in two sections, the first containing those of a 
more elementary character for undergraduates, and the second designed 
exclusively for graduate students. Lectures begin at 9 a. m. 
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Section I. POLITICAL SCIENCE. 
1. Political Theory. 
2. History of Political Theories and of Political Literature. 
3. English Constitutional Law in tts historical development. 
4. United States Constitutional Law. 
5. Constitutional Law of Foreign Countries; comparatively treated. 
6. Administrative La, Federal апа State. 
7. Administrative Law of Foreign Countries. 
Inited. States. 


& Federal, State and Local Government in the L 
9. Central and Local Government in Foreign Countries. 
ro. City Government in the United States. 
тт. City Government in Foreign Countries. 
12. Colonial Government and Administration: 
4. in the United States; 
b. in foreign countries. 
13. Party Organization and Machinery. 
14. The Technique of Legislation. 
15. Elements of Private Law. 
16. Historical Jurisprudence: 
4. Historical development of the Roman Law; 


є. 


b. Outline of the History of Modern Systems of Law; 
c. History of English Law and its development in the United 


States and in the English C. lonies. 


17. Seminar. 


Section Il. INTERNATIONAL LAW AND DIPLOMACY. 


т. International Law: 


a. Principles of International Law; 


b. Origin and development of International Law with particular 


reference to writers of authority; 
c. Detailed study of selected topics of International Law: 
1. Nationality ; 
. Extradition ; 
. Conventions governing inland waters and straits; 


N 


w 


4. International Unions; 
s. International Conferences. 
d. Seminar. 


2. Diplomacy: 
a. Diplomatic History of Europe; 
b. Diplomatic History of the United States; 
c. Diplomatic History of Latin America ; 
d. Theory and Practice of Diplomacy ; 
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e. Diplomatic Relations of Japan and China with Europe and 
the United States; 

f. Seminar: Preparation and discussion of Diplomatic 
Instruments. 


3. Consuls: 
a. Consular Rights and Duties: 

1^ b. Origin and Nature of Consular Functions: 

c. Consular System of the United States; 

d. Comparative Study of Modern Consular Systems; 

e. Extraterritorial Jurisdiction of Consuls. 

f. Selected Topics in Consular Jurisdiction. 
4. Practice before the Department of State: 

à. Preparation and presentation of Claims; 

b. Duty of the Department to consider Claims presented to it; 


c. Nature of control exercised by the Department over claims 
approved and presented by it to foreign governments; 
d. Distribution of the proceeds by the Department in case of 


conflict between claimants as to amounts due them; 

e. Seminar: Preparation of claims and of the documents sub- 
mitting claims to foreign governments. 

5. Arbitration: 

a. History and Theory, Nature and Extent of Jurisdiction ; 

b. Practice before Arbitration Tribunals; 

C. Treaties of Arbitration with special reference to the claus 
compromisoire. 


2 SECTION III. Economics. 
I. Economics: 
à. Principles of Economics; 
b. Commercial Geography ; 
c. Modern Industries ; 
d. Business Organization ; 
e. Labor Organization ; 
2. Commerce: 
à. Commercial Law; 
b. Transportation ; 
c. Inter-State Commerce; 
History of Commerce; 
Industrial History ; 
Statistics : 


r 
а. 


"^ S 


g. International Trade; 
Tariff Policies and Commercial Treaties. 


¬ 
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3. Finance: 
а. Public Finance; 
b. Taxation ; 
c. Money and Banking; 
d. Corporation Finance; 
e. Accounting ; 
Insurance. 


4. Seminar: Investigation of important topics 1n economics. 


SECTION IV. HISTORY. 


t. General History of the roth Century. 

2. European History: 

| a. Medizval History ; 

| b. Constitutional and Political History of the 15th, 16th, and 17th 
| Centuries ; 

| c. History of the French Revolution and Napoleonic Epoch ; 

| d. History of European Colonization ; 

| e. History of Eastern Europe and the Eastern Question ; 

| History of the far East. 


mm 
* 


| 3. American. History: 
a. General History of the United States; 
b. American Colonial History ; 
c. American Constitutional History in the formative period, 
1775-1801 ; 

d. American Political History ; 
e. History of Slavery and Reconstruction. 

4. History of Spanish America: 
a. History of Latin America under Spanish rule; 
b. History of Latin America after throwing off European control. 


s. Seminar: Study and discussion of selected topics. 


MODERN LANGUAGES. 


Students of the Political Sciences especially need a thorough knowl 
edge of Modern Languages. Courses in French, Spanish, German, and 


Italian are offered. 

For a detailed statement of courses given in The College of the 
Political Sctences, See Economics, History, International Law, and 
Political Science under University Subjects, pp. 77-126, and the spe ial 
Bulletin of the College of the Political Sciences soon to be published. 
Inquiries for specific information may be addressed to the Registrar 
of the University. 


f 
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DIVISION OF EDUCATION. 
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GENERAL STATEMENT. 

The purpose of the Division of Education is to provide (a) collegiate 
training for teachers, (b) instruction in education as a department of 
science. 

While research in the field of educational science, and the provision 
of courses which may be taken mainly for their culture value, are im- 
portant features of the work of any university department of education, 
the principal aim of the Division of Education is the practical and 
professional one of training teachers. In this large field, the Division 
of Education will restrict itself for the present to the preparation of 
teachers for the higher grades of instruction and administration. The 
many excellent normal schools and training colleges are preparing 
teachers for efficient service in the primary and grade schools; but the 
need of the broad and substantial training of a college course аз à 
preparation for high-school teaching, and for responsible administrative 
positions, is now very generally admitted. Until recently, however, it 
has too often happened that the college graduate who wishes to teach 
has been without any knowledge of the theory and practice of his voca- 
tion. The George Washington University, in common with тару lead- 
ing institutions, has endeavored to remedy this defect in the college 
training of the teacher by establishing a department for the systematic 
study of education in all its theoretical and practical aspects. 

The aims of the Division of Education may, accordingly, be sum- 
marized as follows: 

à. То promote the knowledge of educational science. 

b. To fit students for the higher positions in the public school service. 

C. To secure to teaching the rights and prerogatives of a profession. 
| d. To aid in raising the standards of educational practice, and so to 
increase the efficiency of public education. 


ORGANIZATION. 
With a view to combining to the best advantage a general college 
education with adequate professional training for teaching, a four years' 
leachers Course has been established, leading to a Bachelor of Arts 
degree and a Teacher's Diploma. This course unites with a thorough 
Preparation in general culture subjects the essential courses in educa- 
поп, and full opportunity to specialize in the branches to be taught. 
Students who desire to prepare themselves for teaching are advised to 
enter upon the Teachers Course with their Freshman year, and thus 
make their college course as a whole conform to that end. 
Inasmuch, moreover, as a large number of teachers in service are 
without college degrees, and a still larger number desire to supplement 
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their professional training by taking special courses, the courses ol 


: 


‘nstruction have been arranged to mect the needs of two classes of 
applicants : First. undergraduate students who wish to c mbine a 
applicants: 


regular college course with thorough training for the profession of 


teaching; second, teachers in actual ervice, and others, who may desire 
to add to their professional qualifications by taking further special 
training. For the former, and for teachers who desire to become 
candidates for a degree, the required courses constituting the prescribed 
part of the Teachers Course, are given both in the morning and in the 
late afternoon hours, and are, therefore, easily accessible to both stu 
dents and teachers. For the latter, provision has been made by offering 
the greater number of the elective and special courses in the late afte: 

noon, and on Saturday, so that they may be taken by persons engaged 
in teaching, or in the Departments of Government. Finally, the courses 
have been placed within the reach of all teachers by offering to those 
in actual service Scholarships of a value of one-third the regular fe 

on conditions named below. 

Opportunity is also offered to graduate students to pursue a major о 
minor in Education, leading to the granting of a Teacher's Diploma in 
conjunction with a Master's or a Doctor's degree. In this connection 
attention may be called to the exceptional facilities existing in. Wash- 
ington for graduate study particularly in the history of education in 
the United States. The extensive coll ctions of the Congressional 
Library and the library and archives of the United States Bureau of 


І 


Education furnish unrivalled opportunities in this department. 


ADMISSION. 


Applicants for admission as regular students, t. e., as candidates for 
a degree in the Teachers Course, must comply with the same entrance 
requirements as are prescribed for admission to Columbian College. 
(See pp. 34 f.) But persons desirous of taking one or more of the 
professional courses, without becoming candidates for a degree, may be 
admitted as special students on the presentation of satisfactory evidence 
that they are qualified to pursue the work to advantage. Students who 
have begun their college course in another department of the University, 
and desire to complete it in the Teachers Course, may transfer their 
registration to the Division of Education, on obtaining the consent of 


the Deans concerned. 


ADMISSION TO ADVANCED STANDING. 


Students who have pursued courses of study in other colleges or 


universities of approved rank will receive advanced credit for such 


work on the presentation of certificates. 
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Graduates of approved Normal Schools, Training Colleges, or Tech- 
nical Schools, and teachers of experience who have studied privately, 
will be admitted to such advanced standing as the courses they have 
pursued warrant. 

THE TEACHERS COURSE. 

The Teachers Course is a four years’ course comprising the following 
educational divisions, the two first made up of prescribed studies, the 
third of electives: 

a. A foundation of fifteen units of general culture studies, pre- 
scribed in accordance with the view that a teacher’s preparatory train- 
ing should omit no one of the principal elements of culture. 

b. A minimum of nine units of professional training courses. 

c. Thirty-six elective units of special information courses and further 
training courses. 

In recognition of the professional training and of the completion of 
twenty-four instead of nine prescribed units of study, graduates from 
the Teachers Course will receive, in addition to the Bachelor of Arts 
degree, a Teacher’s Diploma. 

A “unit” of study represents one hour of recitation or lecture work 
per week for one academic year, or its equivalent. 


GRADUATION. 

To be recommended for a Bachelor of Arts degree and a Teacher’s 
Diploma, the student must complete courses of study aggregating at 
least sixty units. Twenty-four of these units are prescribed studies 
and thirty-six are electives. The prescribed studies are the following: 


A. In general culture subjects: ue 
Been ..... o2.» 99uomn4 22127244 MUSIC меселен ө” 
Belence or Mathematics: сои th ы аана талы on 
French, German,*Latin, or Стеек...................:. 3 
СОТУ NEP S сеа чоно е еч SE E 
КОЮШУ con ca s ERSTER, АЧ Аай ен "444a vos o. ОШ 

B. In professional subjects: 

History of Education. ........ eere IIIS 
Principles of Education) d Sa ee 
Educational Psychology f сй, 

Child Study, or, Principles of Secondary Education.... 2 
School Administration ; 
Practice Teaching «s.s. anus oreet I 


(For further definition of these requirements, see the introductory 
hote under the university subject of “ Education.”) 

The electives should be chosen with direct reference to the subjects 
which the student wishes to teach. 
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THE TEACHER'S DIPLOMA. 


The Teacher's Diploma is granted in connection with the Bachelor 
of Arts degree, upon the fulfilment of the following conditions: a. The 
satisfactorily completed the courses of study defined 


student must have 
b. He must, in the judgment of his in 


in the preceding paragraph. 
structors, also possess other qualifications essential to success in 
teaching. 

The Diploma is also given in connection with higher degrees, pro- 
vided a graduate student has taken à major or minor in Education, 
and has also satisfied the requirements a and b above, or in lieu of a, 
has completed an equivalent amount of pedagogical and other work in 


another institution. 


TEACHER'S SCHOLARSHIPS. 
With a view to encouraging the continuous pursuit through a period 
of years of professional studies by teachers already engaged in teach 
abling them to complete the professional require 


ing, and further of en 
Diploma without disproportionate expense, 


ments for a Degree and a 
the University has established and offers to teachers in actual service 
Teacher's Scholarships of a value of one-third the regular fees, on 
condition that the holder shall complete six units in Education within 
three years or less, or nine units within four years or less. Application 
for Teacher's Scholarships should be made upon blank forms to be 
obtained from the Registrar of the University, or at the office of the 


Division of Education. 


UNIVERSITY SCHOLARSHIPS. 
Undergraduate University Scholarships are offered to students regis- 
tered in the Division of Education on the same terms on which they 
may be held in other departments of the University. For particulars, 


see pp. 47-49. 


PRACTICE TEACHING. 
Ample opportunity will be afforded for practice in teaching by (а) 
attendance upon observation classes conducted by experienced teachers, 
and (b) actual practice in teaching under the supervision and subject 


to the criticism of teacher critics. 


EXPERIMENTAL WORK. 
A psychological laboratory for introductory experimental work 


occupies the entire fourth floor of the Education Building. It com 


prises an instrument room, а general laboratory, a research room, à 
dark room for experiments on vision, and a photographic dark room. 


p 
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The equipment is specially adapted to the investigation of problems of 
interest to students of education. The advanced courses in experi- 
mental psychology are conducted at the Government Hospital for the 
Insane. These courses are modified each year to meet the require- 
ments of the students electing them, and the facilities and equipment 
of this laboratory are in many respects unrivalled. 

The school system of a large city, moreover, offers abundant oppor- 
tunity for observation, and for the statistical study of methods and 
other practical educational problems. 


TEACHERS APPOINTMENT BUREAU. 


The Division of Education maintains a Teachers Appointment Bu- 
reau for the purpose of aiding students who are studying, or have 
studied, in the Teachers Course, or in Columbian College, to secure 
Positions as teachers. This service is performed gratuitously, in the 
interest both of students and of superintendents of schools and boards 
of education wishing to employ teachers. Communications should be 
addressed to the “ Teachers Appointment Bureau," The George Wash- 
ington University. 


SCHOOL OF ARTS AND CRAFTS. 


The extensive introduction of manual training, shop work, and the 
study of the art handicrafts into the public schools has created a large 
demand for duly qualified teachers of these branches. This demand, 
together with the general development of industrial education and the 
establishment of trade schools, has led the University to establish a 
School of Arts and Crafts in the Division of Education. While the 
primary aim is to provide adequately trained teachers to give instruc- 
tion in these subjects, it is designed also to offer courses in the art 
handicrafts to students and others who may desire to pursue them 
mainly for their culture value. 

The aims and methods of instruction in these Arts of the Home have, 
especially for grade pupils, a broad and deep cultural effect; the training 
of the judgment, of artistic appreciation, and of the skill of the hand, 
are assets of great future value to any child, while the vocational train- 
"E of the more practical manual arts brings the school into close 
touch with the demands of the workaday world. From the standpoint, 
therefore, of the results of education in raising the standards of living 
for the people at large, the introduction of the art handicrafts into the 
schools needs no special justification; and the universities and teachers 
colleges must provide the teachers for the schools. 

The courses of instruction in the School of Arts and Crafts are at 
once theoretical and practical, the student learning by actual manual 
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in the production of concrete art 
The School at present comprises five Crafts, each of which 
is accommodated in a separate studio or shop, У12., Drawing and Water 
Color, Practical Designing, Metal Work, Book Binding, Rug Making. 


It is expected that other Crafts will shortly be added. 


A Normal Training 
ing, in addition to the 
cation, ZEsthetics, and the History of 
courses in modern languages, will be 
On the completion of th 
ill be granted. 


work the application of principles 


products. 


Course extending over two years, and embrac 


Arts and Crafts courses, allied branches in Edu 
Art, together with general culture 

offered, beginning with the aca- 
e Normal Course, a special 


demic year 1908-09. 
diploma in teaching Applied Design w 


Department of Arts and Sciences. 


COURSES OF INSTRUCTION. 
UNIVERSITY SUBJECTS. 


University Subjects are divided into three sections, in accordance with 
the following requirement of an ordinance adopted by the Board of 
Trustees, October 12, 1902: 


ARTICLE IV.—Development of University Subjects. 
SECTION I. Subjects shall be divided into three sections, as follows: 


(1) The fundamental section, covering two years' work; this 
section to be assigned to students in the general-culture courses. 

(2) The advanced section, not exceeding three years; this section 
to be assigned to students specializing for literary, scientific, pro- 
fessional, or industrial pursuits. 

(3) The original research section; this section to be assigned to 
students pursuing a subject for discovery and broader culture. 


The courses in the first section may sometimes be recommended to 
graduate students, but are not counted toward the higher degrees. 
The courses in the second section are in general for advanced 
Students, candidates for the Bachelor's degree; they serve, however, 
with additional work as minors for the higher degrees, provided they 
have not already counted toward a degree. They may be taken by 
students in the second year of their course only by special permission of 
the professor in charge. The courses in the third section are in general 
for graduate students only, candidates for one or other of the higher 
degrees. They are open to undergraduates only on the recommendation 
of the instructors, and no undergraduate student shall take in one year 
more than one course in the third section. When an announced course 
has not been applied for by at least three students, candidates for a 
degree, the instructor may withdraw the course. First-section courses 
are numbered 1 to 19, inclusive; second-section courses from 20 to 39, 
inclusive ; third-section courses are numbered on from 40. The number 
of hours, unless otherwise specified, indicates hours per week through- 
Out the year. The unit of credit is one hour of recitation or lecture 
WOrk per week for one academic year; laboratory hours in Chemistry 
and Architecture count one-third unit each, in other subjects one-half 
unit each, Sixty units of credit is the minimum requirement for the 
Bachelor's degree. Laboratories and drawing-rooms will be open from 
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9 a. m. till 10 p. m. with competent assistants in charge to direct 
students. No student is admitted to a course unless he fulfills all of 
the preliminary requirements for that course, or otherwise satisfies the 
instructor that he is prepared to pursue it. Every student must make 
his election of courses so as to avoid conflict between the hours 
appointed for recitations. 


ANATOMY. 


D. Kerroot SHUTE, A.B., MS ЧАРГ 
Third Section. Primarily for Graduates. 


..... Professor 


nervous system is 1n 


40. ANATOMY OF THE Nervous SvsrEM.— The 
especially with 


vestigated in typical animals of the different classes, 
the view of gaining some insight into the phylogeny of the central 
nervous system in man. The growth of the brain and its physical 
characters as related to intelligence are investigated. The histology 
and embryology of the central nervous system and the sense organs 
are studied. A history of the guiding conceptions in neurology 1s 
course is designed to inculcate students of 
with a sound knowledge of the 
Two hours. 


to be acquired. The 
anatomy, medicine, and psychology 
architecture and functions of the nervous system of man. 
Professor SHUTE. 

APPLIED MATHEMATICS. 
__. Assistant Professor 


EpwiN V. DUNSTAN, С.Е........... 
Assistant Professor 


Oscar A. MECHLIN, C.E.. 
Second Section. For Undergraduates and Graduates. 


20. Analytical and Applied Mechanics. (1) Statics: including the 
composition, resolution, and equilibrium of forces; center of gravity; 
friction; machines. (2) Kinematics and Kinetics: including rectilinear 
and curvilinear motion; motion under action of variable forces and 


in resisting media; constrained and rotatory motion; impact; work and 


energy; moment of inertia. Four hours a week first half-year. Assist 
ant Professor DUNSTAN. 

21. Hydraulics. The theoretical principles of hydraulics, including 
hydrostatics, flow through orifices, over weirs, through pipes and :n 
open channels, and the dynamic pressure of water. Experiments in 
connection with this course are made in the Engineering Laboratory. 
Four hours a week second half-year. Assistant Professor DUNSTAN. 

22. Mechanics of Materials and Theory of Elasticity, including elastic 
and ultimate strength and deformation; simple, cantilever and con- 
tinuous beams; columns, torsion ; combined stresses; compound columns 
and beams, including reinforced concrete; resilience; work; fatigue; 
mathematical theory of elasticity. Four hours a week second half-year. 


Assistant Professor MECHLIN. 
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ARCHITECTURE. 
BETA IIO. uh os eococc dune 6d6rs vus ese cox MM CE 
Aur DONLEY DB......::. ze ea euh Уу АУЛ де so POTS 
CHAS MASON КеМЕҮ.............................45515ані Professor 
mak, RS Loma B.S. 205 Ae a ala ek eee 


Criticisms in design are regularly given by practicing architects, in 
addition to the regular corps of instructors. 

Instruction in drawing from the antique and from life is given at the 
Corcoran Gallery of Art by Mr. Brooke, Miss Mueden, and Mr. Messer. 


First Section. Primarily for Undergraduates. 


I Freehand Drawing. This course consists of drawing, in charcoal, 
Of cubes, cones, etc. Professor BIBE. 

2. Freehand Drawing. For architectural students primarily. This 
course begins with drawing, in charcoal, of cubes, cones, etc, and is 
followed by a series of drawings from architectural casts. Mon. 4.50, 
Wed. то to 12 and 5.40. Professor Biss. 

3. Architectural Drawing and Elementary Design. This course in- 
cludes the study of the Five Orders of Architecture, the use of India ink, 
and water-color rendering. Lectures on the Five Orders on Tuesday, 
at 4.50, and at least eleven additional hours in the drafting room. Pro- 
fessor AsH. 

(4. Shades, Shadows, and Perspectives. А course in orthographic pro- 
Jections, shades, shadows, and perspectives. Tues. and Fri, at 11 and 
5-40. Assistant Professor REMEY. 

. $ Rendering and Design. In this course the instructions in India 
Ink rendering and the use of water colors given in the first year are 
continued. At least twelve hours each week are devoted to the prob- 
lems in design. Six regular problems and five sketch problems con- 
stitute the course in design. Criticism, by Professor AsH and Assist- 
ant Professor REMEY. 

6. Freehand Drawing. The drawing from architectural casts in both 
charcoal and pencil continues the work begun in the first year, and is 
intended to fit the student for his subsequent freehand drawing from 
the antique. Mon. 4.50, Wed. то to 12 and 5.40. Professor BIBE. 


Second Section. For Undergraduates and Graduates. 
.20. History of Architecture. History of Classical and Early Chris- 
tian architecture, Illustrated. Two lectures per week, Tues., Fri, at 
4.50. Professor BIBB. 


21. Building Construction. Frame construction and interior finish. 
Professor Asm. 
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22. Sanitary Engineering of Buildings. One hour. (Course to be 
arranged.) 

23. History of Architecture. History of Renaissance architecture. 
Illustrated. Two lectures per week, and one additional hour for re- 
search. Mon., Fri., at 4.50. Professor ASH. 

24. Pen and Ink Rendering. A study of the works of the best drafts- 
men, with practice in the use of the pen as a means of architectural ex- 
pression. Thu., 10 and 4.50. Professor ASH. 

25. Design and Sketch Design. This course embraces problems in 
plan, in archeology, and in sketch design. Three problems in arch- 
ology, three plan problems, and five sketch problems constitute the 
course. The student is required to spend at least sixteen hours in the 
drafting-room each week. Criticism, by Professor Asm and Assistant 
Professor REMEY. 

26. Drawing from the Antique. To be eligible for this course the 
student must have passed satisfactorily Course 6. He is required to 
devote at least four hours per week to working from the antique in the 
Corcoran Gallery of Art. 

27. Design and Sketch Design. Thesis. Problems of an advanced 
character are assigned to the student during the first term. Three ad- 
vanced problems and three sketch problems are required of the student 
in addition to his thesis. The three months preceding graduation are 
devoted to the production of the thesis designs, the subject for the thesis 
being selected by the student. The student is required to spend twenty 
hours each week in the drafting-rooms. Criticism is given three times 
a week by Professor Asm and Assistant Professor REMEY. 

28. Modeling (Architectural). This course will be arranged and an 
instructor appointed at an early date. 

Classical Archaeology, 21, Mon., and Thurs., at 4.50. Professor 
CARROLL. 

History of Art. See Classical Archaeology, 23. Mon., Wed., Fri. 
at 1.30. Miss ELLIS. 

31. History of Painting and Sculpture. This course will comprise a 
series of illustrated lectures on painting and sculpture. Professor BIBE. 

32. History of Mediæval Architecture. Two lectures and one hour 
for research per week. Professor Burs. 

33. Building Construction. Masonry, cements, foundations, soils, etc. 
Mon., at 5.40, Tues., 10, Wed., 4.50, Thur., 10. PROFESSOR ASH. 

34. Water Colors. Thurs., at 4.50 and 5.40. Professor Вївв, 

35. Drawing from Life. Six hours per week at the Corcoran Gallery 
of Art. 

36. Office Practice. A course of practical planning and detailing. 
Four hours per week. Professor ASH. 
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37. А special course in design will be given, consisting of six regular 
and five sketch problems. This course is intended to prepare students 
for the Beaux Arts problems. Criticisms, by Professor ASH and 
Assistant Professor REMEY. 

38. In this course the problems prepared by the New York Society 
of Beaux Arts Architects will be offered to the students, and the judg- 
ments will be made by the jury in New York City under the rules of 
the society. Criticisms, by Professor Asm and Assistant Professor 
REMEY. 

39. Summer Work. Each architectural student is required during the 
summer vacation to make at least twenty-four sketches from nature, or 
to do an equivalent amount of work, namely, four weeks in an archi- 
tect's office, or the measured drawings of an existing monument of 
architecture. 

Third Section. Primarily for Graduates. 


40. Composition as applied to architecture. 
41. Advanced design. 


ASTRONOMY. 


ASAPH HALL, JR, РҺ.0............ n nnn Professor 
F. CHARLES STARR, B.S......... x ......dnstructor 


First Section. Primarily for Undergraduates. 
1. A course in Practical Astronomy for Civil Engineering students. 
Special attention is given to the methods of determining latitude, 
longitude, azimuth and time with the engineer's transit; observations 
for each being a required part of the course. Reference book: Young's 
“Manual of Astronomy.” Two lecture-recitation periods per week for 


one term. Mr. STARR. 
Third Section. Primarily for Graduates. 


40. Celestial Mechanics. Theory of central forces; theory of para- 
bolic and elliptic orbits. Lectures with reading from the works of 


Gauss, Oppolzer and Moulton. Professor Hatt. 
ASTRO-PHYSICS. 


FRANK Hacar Вси ом, A.M., L.H.D.......... 
FREDERICK E. FOWLE, JR. ...... e 


... .. Professor 
2v Lecturer 


Third Section. Primarily for Graduates. 

40. Solar Physics. The constitution of the sun, the sun-spots, faculz, 
prominences, and the coronas; the circulation of the solar mass and 
the distribution of these phenomena in latitude and longitude, their 
variations in the 3-year, 11-уеаг, and 33-year periods; the grounds for 
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the theory that the sun is a magnetized body, associated with electric 
currents and an ionized radiation. Professor BIGELOW. 

4I. Cosmical Electricity and Magnetism. The two fields of force 
emanating from the sun, their modes of propagation through the ether 
as electromagnetic and magnetic types of energy, and their relation 
to the heat and light received by the earth; the laws of radiation and 
the determination of the solar constant; the variations in the solar spec- 
trum due to changes in the physical states of the sun's and the earth's 
atmospheres. Professor BIGELOW. 

42. Terrestrial Magnetism. The distribution and secular variation 
of the magnetism of the earth, its periodic and irregular disturbances 
by solar action; magnetic observatories, instruments, and methods of 
observing; atmospheric electricity and ionization; terrestrial radioac- 
tivity and emanations; auroras, magnetic storms, and their relation to 
the gases of the atmosphere, with a history of the progress of science 
in these lines of research; the work of the Mount Weather Meteoro- 
logical Research Observatory in connection with solar physics. Pro 
fessor BIGELOW. 

43. Meteorology. The theories of the general motions of the earth's 
atmosphere and of the generation of local cyclones and anti-cyclones, 
periodic variations in the pressure, temperature and precipitation of the 
atmosphere due to solar operations; short and long range predictions 
of the weather for the United States. Professor BIGELOW. 


44. A lecture course on the astro-physical instruments employed in 
modern research; the siderostat, the coelostat, the bolometer, the spec- 
troheliograph, spectroscopes and telescopes generally, éxplaining their 
mechanical parts, the methods of obtaining the instrumental errors, 
and the formule for reducing the observations. To be taken in con- 
nection with Courses 40 and 41. Mr. Fow Le. 


BACTERIOLOGY AND PATHOLOGY. 


JosEPH J. Kinyoun, M.D, PLN e ee o + che ke ws ok VOT assot 


Third Section. Primarily for Graduates. 
40. Bacteriology. Special studies and practical research work. Pro- 
fessor KINYOUN. 
BOTANY. 


BM OIE ir P o soos dotes suponen cia teo» ccc POF OSI 
MEM Jus NL DULL ers aa auk лады Жал 422942 100,5 


First Section. Primarily for Undergraduates. 


t General Plant Morphology and systematic relationships between 
higher and lower forms as to structure and organs. First half year. 


fis 
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General Plant Physiology, especially of the higher plants. Second 
half year. Lectures, T'w., at 4.50. Laboratory work, Th., 4.50 to 6.30. 

2. Biological Botany; Ecology, the relation of plants to each other 
and to their environment; Geographical Botany and the distribution of 
plants. First half year. 

Paleontological Botany ; Comparative Morphology of Plants in relation 
to origin and to the classification of existing plants. Second half year. 
Lectures, Tu., at 5.40. Laboratory work, Sat., 4.50 to 6.30. 


Second Section. For Undergraduates апа Graduates. 
21. Plant Histology; studies in general cell structure and in Com- 
parative Embryology. First half year. 
Higher Plant Physiologv; modifications in structure by natural and 
artificial means; cultivated plants. Second half year. Lecture, one 
hour. Laboratory, two hours. 


Third Section. Primarily for Graduates. 
40. Original investigations in (a) Economic Botany, Materia Medica, 
etc.; (b) Parasitism and Monstrosities; (c) Researches in Physiology 
of single groups; (d) Comparative Organography. 


CHEMISTRY. 


CHartes E. Munroe, Ph.D............. eee eee ener ces  DrOfessOr 
FRANK WiGGLESWORTH CLARKE, Sc.D. .Professor of Mineral Chemistry 
Harvey W., Winey, Ph.D., M.D... . Professor of Agricultural Chemistry 
EDWARD С. Semert, M.D............... .....Assistant Professor 
N. Monroe Hopkins, Ph.D......... ..... Assistant Professor 
Epwin А. Нил, PhD............. ..... Assistant Professor 
THomas М. Price, Ph.D........... .....- Assistant Professor 
Otis D. Swett, B.S........ oo Instructor 


WHDAM E. Hirira MS... A Т ОТНИ 
ronan IT Coss RAs. oo Sea ИТ 7 
ALBERT P. LLAME kt Re ae STA ee MEN 
FRANK A. О А росна ТЬЕ Б atv tse sapie BERE 
HAROLD І, омо FIRS. Bob cin co ЕГЧ сүр. AERA 


First Section. Primarily for Undergraduates. 

I. General Chemistry. A series of illustrated lectures, accompanied 
by recitations and exercises, on theoretical, inorganic, organic, and tech- 
nical chemistry. Tu., Th., Sat., at 4.50. Professor Munror, Mr. SWETT. 

2. Laboratory Practice. A laboratory course for the study of the 
Principles of chemistry and the methods of conducting chemical experi- 
ments, Two three-hour periods. Tu., Th., at 1.30. Professor MUNROE, 
Assistant Professor Hitt, Mr. HirLvER, Mr. Custis. 
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Substances. 


Study of the Properties of Chemical 
| 1.30 Pro 


3. Preparation and 
A laboratory course. Two three-hour periods. Ји., Th., at 
Munroe, Assistant Professor Price, Mr. HILLYER, Mr. CUSTIS. 


fessor 
of the Preck us M« tals, carrii d on by the 


4. Assaying and Metallurgy 
assayers, the laboratory being fitted up 


methods used by the Government 
on the plan of that of the United States Mint. Twelve hours, for three 
months. Professor MUNROE, Mr. Cusris. 

s. Lectures on the Principles of Analysis. One hour. Professor 
MUNROE. 

6. Metallurgy of Iron and Steel A course of lectures and readings. 
Tu., at 5.40. Professor MUNRO! 


7. Qualitative Analysis. A brief course intended primarily for stu 


dents in engineering. Two three hour periods. Professor MUNROE, 
Assistant Professor HILL, Assistant Professor Price, Mr. HILLYER, Mr. 
CUSTIS. 
Second Section. For Undergraduates and Graduates 
20. Qualitative Analysis. A laboratory course in the study of the 
of chemical substances, and of the means em 


properties and reactions 
1 identification. Three three-hour periods. 


ployed for their detection an 
Professor Munroe. Assistant Professor Price, Mr. CUSTIS 

A laboratory course in the quantitative 
specially selected and typical set of 
the 


21. Quantitative Analysis. 
estimation of the constituents of а 
which are particularly adapted for teaching 
1ethods of quantitative chemical analysis and for 
Four three-hour periods. Professor 


chemical substances, 
student the aims and n 
imparting facility in manipulation. 
MUNROE, Assistant Professor Price, Mr. CUSTIS. 

23. Advanced course in Organic Chemistry. Wed., Fri., at 4.50. Pro 
fessor MUNROE, Mr. SWETT. 


24. Advanced course in Organic Chemistry. A continuation of Course 


23. Th., Sat., at 5.40. Professor MUNROE, Mr. SWETT. 


25. Chemistry of the Carbon Compounds. A laboratory course in 
the preparation and study of the properties of a characteristic series Of 


organic compounds. Four three-hour periods. Professor MUNROE, 


Assistant Professor Price, Mr. SWETT. 
deals with the arrangements of 


Stereo-chemistry. This course 
е student 1s 


7”? 
y 


atoms in space from a theoretical standpoint, while t 
ow to form models by which to illustrate their arrangements. 


1 
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taught h 
Two hours. Assistant Professor HILL. 


28 Biochemistry. A laboratory course in the chemical examination 
of some of the chiet foodstuffs, the tissues and fluids of the body, and 


the products of certain organisms; also the isolation of the digestive 
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enzymes and a study of their action in vitro. Three three-hour periods. 
Assistant Professor Price. 

29. Organic Chemistry. Especially designed for students in medicine 
and dentistry. Two hours for one term. Professor MUNROE. 

30. Physiological Chemistry. A series of lectures and recitations on 
the proximate principles of the human body. Two hours for one term. 
Assistant Professor SEIBERT. 

31. Clinical Analysis. A laboratory course to accompany 29. Pro- 
fessor MUNROE, Assistant Professor SEIBERT, Dr. CLARK, Mr. HORNA- 
DAY, Mr. Амо. 


Third Section. Primarily for Graduates. 
40. Explosive Substances. Professor MUNROE. 
41. Analytical Methods. Professor MUNROE. 
43. Development of the Theory of the Constitution of the Natural 
Silicates. Professor CLARKE. 
44. Special Researches in Agricultural Chemistry. Professor WILEY. 


45. Special Researches in Electro-chemistry. Assistant Professor 
HOPKINS. 

Students in Chemistry are invited to attend the meetings of the 
Chemical Society of Washington. These meetings are held on the 
second Thursday of each month from October to May, in the Assembly 
Hall of the Cosmos Club, at 8 p. m. 


CIVIL ENGINEERING. 


EDWIN V. Dunstan, C.E..................<......Assistant Professor 
Oscar А, MECHLIN, С.Е......................... Assistant Professor 
F. CHARLES 77 В A SES eee РАА үз i E 


First Section. Primarily for Undergraduates. 


I. Surveying and Mapping. This course includes the theory and use 
of instruments ; land, topographic, hydrographic, mining, city, and geo- 
detic surveying; measurement of volumes, projection of maps, etc. 
l'wo hours a week. Field work, usually on Saturday. Mr. STARR. 

2. Railroad Engineering. Railroad curves and earthwork; location 
Of about two miles of railroad, including reconnaissance, preliminary 
and final locations, construction of contour maps and profiles, compu- 
tation of earthwork, design of culverts, etc.; laying out curves; track 
WOrk, etc, Two hours a week. Field work, usually on Saturday 
Assistant Professor DUNSTAN. 

. 3. Highways and Pavements. Location of highways; construction, 
Improvement and maintenance of roads and pavements; curbs, gutters, 
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sidewalks. One lecture and one design period during the first term. 
Assistant Professor MECHLIN. 

4. Materials of Construction. A study of the properties of stone, 
brick, cement, concrete, wood. iron, steel, etc., with reference to pro- 
of manufacture. The course is supplemented by a number 
Two lectures for first term 
Assistant 


cesses 
of practical tests made by the students. 
and one lecture and one laboratory period for second term. 
Professor MECHLIN. 

A two months’ course for Mechanical 
covering the use of the compass, 
two hours per week. 


s. Surveying Instruments. 
and Electrical Engineering students, 
transit, and level. Lectures and field exercises, 
Mr. STARR. 

6. Foundations. A two months' course for Mechanical and Electrical 
Engineering students, covering the general principles of foundation con- 
struction and the materials used. 1 wo hours a week. Assistant Pro- 
fessor MECHLIN. 

7. Engineering Laboratory. Experimental work in connection with 
Applied Mathematics, 21, 22; Civil Engineering, 22, 24, and Mechanical 
Engineering, 23. One laboratory period per week for the second term. 
Assistant Professor Dunstan, Assistant Professor MECHLIN, Mr 
STARR. 

Second Section. For Undergraduates and Graduates. 


20. Masonry Construction. A course in the use of cement, brick, 
stone, and concrete, the design of foundations, retaining walls, dams, 
bridge piers and arches. Included in this is a short course in stereot- 
omy. Two lectures and two design periods per week. Assistant Pro 
fessor MECHLIN. 

21. Hydraulic Engineering. The design and construction of water 
power plants and irrigation works. Flow of rivers; rainfall and runoff; 
methods of development; hydraulic motors; power transmission. Irri- 
gation plans; distributing systems; water rights and irrigation law. 
Two lectures and one design period per week. Assistant Professor 
DUNSTAN. 

22. Theory of Structures. A course covering the determination of 
stresses in framed structures by graphical and by analytical methods. 
The first term is devoted to beams and roof trusses; the second to 
bridge trusses under uniform and wheel loads. Three lectures and 
two design periods per week. Assistant Professor DUNSTAN. 

23. Theory of Structures. The theory of steel design; the design 
of a roof truss, of a plate girder and a pin connected bridge truss and 
a study of the theory and design of suspension, continuous, cantilever, 
and arch bridges, and the details of steel mill and office buildings con- 
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struction. Three lectures and two design periods per week. Assistant 
Professor MECHLIN. 

24. Sanitary Engineering. This course treats of the drainage of 
buildings and lands, the treatment and disposal of sewage and the 
sewerage of cities and towns: public water supply and methods of 
water purification. Three lectures and one design period per week. 
Assistant Professor MECHLIN. 


Third Section. Primarily for Graduates. 


40. Advanced Masonry. А course in the theory and design of re- 
inforced concrete structures. Assistant Professor МЕСНІЛХ. 


41. Advanced Masonry. The theory of retaining walls and arches. 


Assistant Professor МЕСНІЛХ. 


42. Testing of Materials. This course involves original research upon 
assigned topics. Assistant Professor MECHLIN. 


43. Water Power Development. A comparative study of the principal 
water power developments of the United States and Europe. The 
course consists largely of assigned readings and reports thereon. As- 
sistant Professor DUNSTAN. 


CLASSICAL ARCHZEOLOGY AND THE FINE ARTS. 


Илени. Cuts PhD. uuu UD Rm 
HARRIETT STRATTON ELLIS, A.B........... ......dnstructor 


Second Section. For Undergraduates and Graduates. 


Courses 20, 21, 22 form a cycle extending over a period of three years. 
The work constitutes a two-hour elective, or either the lectures on 
Mondays or the class conferences on Thursdays may be taken as a 
one-hour elective. A knowledge of Greek or Latin is not essential. 

20. Topography and Monuments of (a) Athens and (b) Rome. А 
study of the history, topography, and monuments of the chief centers 
of ancient lite. Given in 1906-07. Not given in 1908-09. Mon., Th., at 
450. Professor CARROLL. 

. 21. An Historical Survey of Greek and Roman Civilization. Given 
In 1908-09. Mon., Th., at 4.50. Professor CARROLL. 

22. Greek and Roman Architecture and Sculpture. Given in 1907-08. 
Not given in 1908-00. Professor CARROLL. 

23. History of Art, a course in the history of sculpture, architecture, 
and painting. (a) Greek and Roman. First half-year. (b) Renais- 
i and Modern. Second half-year. Mon., Wed., Fri., at 1.30. Miss 
“LLIS, 
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Attention is called to the following courses under Architecture: 

20. History of Classical and Early Christian Architecture. Tues., 
Fri, at 4.50. Professor BIBB. 

23. History of Renaissance Architecture. Mon., Fri, at 4.50. Pro 


fessor ASH. 


CLASSICAL LANGUAGES AND LITERATURES. 
ov бе озо КӨРДӨ? 


.... Professor 


MITCHELL CARROLL, Ph.D........ 
CHARLES SIDNEY SMITH, РһҺ.[............. nn án 
M. WALTON HENDRY, А.В....................... | 1 ssistant 


GREEK. 
First Section. Primarily for Undergraduates. 

1. Lysias (selected orations) ; Herodotus (selections); Euripides 
(Alcestis) : Greek prose composition. Mon., Wed., Fri., at 2.30. Pro 
fessor SMITH and Hr. HENDRY. 

2. Thucydides (Book VII); Sophocles (Antigone); Xenophon 
(Memorabilia). Mon., Wed., Fri., at 11. Professor Smita and Mr. 
HENDRY. 


A. Elementary Course. For students who have not taken Greek be 
fore matriculating. It aims to cover as much as possible of the en 


trance requirements in Greek. With private study during the summer 
the student may be able to take up Course I at the beginning of the 
following year with condition on Homer. Three hours. Professor 


SMITH. 


Second Section. For Undergraduates and Graduates. 

20. Plato (selections); Aristophanes (Clouds); The Attica of Pau 
sanias. Tu., Th., at 9. Professor CARROLL. 

21. Greek Literary Criticism: Aristotle (Art of Poetry); Aristoph- 
anes (Frogs); Greek Lyric Poetry (selections) ; Conferences on His 
tory of Greek Literature. Given in 1907-08. Not given in 1908-09. 
Professor CARROLL. 

, 


» 
«< 4. 


in syntax and translation. 7A., at II. Professor CARROLL. 


Greek Prose Composition (advanced course) : Practical exercises 


23. Homer: Rapid reading of the Odyssey. Опе hour. Given 11 
1907-08. Not given in 1908-09. Mr. HENDRY. 


24. Lucian (selections). For rapid reading. Th., at 3.30. Mr. 


HENDRY. 


SCIENCES. 


DEPARTMENT OF ARTS AND 


LATIN. 
First Section. Primarily for Undergraduates. 

т. Livy (Books I, ХХІ); Cicero (De Senectute); Horace (Odes and 
Epodes); Latin prose composition. Mon., Wed., Fri, at 1.30. Pro- 
fessor CARROLL and Professor SMITH. 

2. Cicero and Pliny (selected letters); Satires and Epistles of 
Horace; Ovid (selections); Martial (selections). Mon., Wed., Fri., 
at 3.30. Professor CARROLL and Professor SMITH. 


Second Section. For Undergraduates and Graduates. 

20. Tacitus (selections); Plautus and Terence; Tw, Th., at 10. 
Professor CARROLL and Professor SMITH. 

21. Roman Literary Criticism: Quintilian (Book X) and Horace (Ars 
Poetica) ; Catullus, Tibullus, and Propertius. Given in 1907-08. Not 
given in 1908-09. Professor CARROLL. 

22. Latin Composition and Reading at Sight: Practice in Latin 
expression and style. Tu., at 1.30. Professor SMITH. 


23. History of Roman Literature. Th., at 1.30. Professor SMITH. 


Courses for Advanced Students Who Expect to be Teachers. 

24. Cicero’s Orations. Given in 1906-07. Not given in 1908-09. Two 
hours. Professor CARROLL. 

25. Caesar's Gallic and Civil Wars. Given in 1907-08. Not given in 
1908-09. Professor CARROLL. 

26. Vergil's Complete Works. Given in 1908-09. Professor CARROLL. 

NorE—Students in Greek and Latin are recommended to take as 
electives the following courses in Classical Archaology: 

21. An Historical Survey of Greek and Roman Civilization. Given 
in 1908-09. Mon., Th., at 4.50. Professor CARROLL. 

23. History of Art, Greek and Roman. First half-year. Mon., Wed., 
Fri, at 1.30. Miss ELLIS. 


Third Section. Primarily for Graduates. 


THE SEMINARY OF CLASSICAL PHILOLOGY. 


Professor CARROLL _.... Director 


The design of the Seminary of Classical Philology is to afford disci- 
pline in the methods of philological criticism and research with especial 
reference to the interpretation of classical authors. It is composed 
of all graduate students in Classical Languages, and is under the super- 
Vision of the Director, who is assisted by the other instructors of the 
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department in certain features of the work. The authors selected for 


criticism and interpretation are as follows : 
1907 -08. Greek, 40, Thucydides; Latin, 40, Tacitus. 
1908-09. Greek, 41, Homer; Latin, 41, Vergil. 
1909-10. Greek, 42, Attic Orators; Latin, 42, 


1910-11. Greek, 43, Aristophanes; Latin, 43. Plautus. 
Tu., Wed., at 4.50 


Cicero. 


Regular meetings of the Seminary are held on 
The University, through 


SCHOOL OF CLASSICAL STUDIES AT ATHENS. 
School of 


friends, is a contributor to the support of the American 
Classical Studies at Athens, and graduates of this University are 
entitled to all its advantages without expense for tuition. 
THE CLASSICAL CLUB. 
The University Classical Club, which 1s composed of instructors and 
atin and Classical Archeology, meets 


advanced students in Greek and L 
ancient 


monthly for the more detailed discussion of special topics in 
life. literature, and art than is ordinarily possible in the class-room. 
Teachers and patrons of the classics in Washington are 
| at open meetings the club avails itself, when 


admitted as 


associate members, ani 
possible, of the services of eminent scholars from other universities who 
may be temporarily in the city. 

Students in classical languages and members of the Classical Club 
are invited to attend the public lectures of the Washington Society of 
the Archaeological Institute of America, and the meetings of the Wash 


ington Classical Club organized February 29, 1905. 


ECONOMICS AND SOCIOLOGY. 


C. W. A. Vzprzz, Ph.D, LL.B................Professor of Economics 
Henry PARKER Wilis, Ph.D.... .....Professor of Finance 
Oscan P. AUSTIN ........,.... Professor of Commerce and Statistics 


NorE.—Advanced and special courses in Economics and Sociology 
will be offered in the College of the Political Sciences, concerning which 
a separate announcement is in preparation. 

First Section. Primarily for Undergraduates. 
An outline course in the principles of 


та. Principles of Economics. 
of production and 


political economy, devoted mainly to the study 
Three hours, first half-year. 


exchange under present-day conditions. 
Mon., Wed., Fri., at 11. Professor VEDITZ. 
tb. Principles of Economics. Parallel with Course 1a. Three hours, 
first half-year. Mon., Wed., Fri., at 4.50. Professor VEDITZ. 
24. The Economics of Distribution and Consumption. A continuation 


of Course та, devoted mainly to the problems of rent, interest, wages 
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and profits, and including an examination of competition, private prop- 
erty, luxury, saving and speculation, in their effects on human welfare. 
Three hours, second half-year. Mon., Wed., Fri, at 11. Professor 
VEDITZz. 

2b. The Economics of Distribution and Consumption. Parallel with 
Course 2a, and a continuation of Course 1b. Three hours, second half- 
year. Mon., Wed., Fri., at 4.50. Professor Venirz. 


3. Commercial Geography. A study of the resources of the United 
States and of foreign countries, together with a detailed account of our 
foreign and domestic trade, and the conditions of its recent develop- 
ment. Two hours, throughout the year. Professor AUSTIN. 


5. History of Commerce. The rise and progress of commerce from 
antiquity to modern times, with particular emphasis on the effects of 
commerce upon civilization and the relations between commercial and 
political development. Three hours, first half-year. Professor VEDITZ. 


6. Industrial History of the United States. A connected account of 
the rise and progress of economic activities in the English colonies of 
North America and of the agricultural, commercial, and industrial 


growth of the United States. Three hours, second half-year. Professor 
VEDITZ 


Second Section. For Undergraduates and Graduates. 


21. Money and Banking. The history and theory of money; the pro- 
duction of the precious metals; the theory of prices and measurement 
of price fluctuations ; monetary systems; the Treasury system; credit 
and banking; the banking systems of the United States and other coun- 
tries. Three hours, first half-year. Professor WILLIS. 


22. Theory and Practice of Statistics. The elementary principles of 
Statistics, with concrete examples of their applications; the graphic 
method ; the use of averages; index numbers; and the special applica- 
поп Of statistics to insurance: government statistical methods and pub- 
lications in the United States and in the principal foreign countries. 
Three hours, second half-year. Professor WILLIS. 


, 23. Corporation Finance. The various sorts of corporation securi- 
“es: methods of organizing and financiering modern industrial enter- 
Prises; the nature of investment and speculation; stock and produce 
exchanges; the effect of speculative and investment operations on the 
Staple industries, Three hours, first half-year. Professor WiLLis. 

24. Accounting. General principles of accounting; the more impor- 
tant forms of commercial paper and business methods. А text-book 
ЭП accounting and hand-books of business forms are used as guides. 
Гһе Course terminates with a study of the accounts of representative 
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kinds of business and the mi thods « f accounting and auditing applicable 
thereto. Three -ond half-year. Professor WILLIS 


25. Public Finance and Taxation. 


| - 
NOUTS, 5C 


The modern budget, with especial 
reference to the United States; analy sis of the theory of taxation, its 
legal problems which arise in connection 


he 


shifting and incidence. | 
studied through typical cases. Two hours, second 


with taxation will be 
half-year. Professor WILLIS. 


31. The Science of Society. А general course in theoretical sociolog) 
The nature of society; the factors of social evolution; the biological, 
chological interpretation of society ; 


Two hours, first half-year. Professor 


economic and ps) race, environment, 


and heredity й social progrt $5. 
VEDITZ. 
12 American Social Problems. 


32. 
the discussion of such topics as immigration, 


A course in practical sociology, for 


pauperism, unemployment, 
charity organization and poor relief, slums, intemperance, and crimi 
nality. Two hours, second half-year. Professor VEDITZ. 


Third Section. Primarily for Graduates 
Criminology and Penology. An advanced course in social philoso 
subjects: The concepit of 
ot 


40. 
phy for the consideration of the following 
crime: the necessity of legal compulsion; evolution of the idea 
crime: the lex talionis; the nature and purposes of punishment; st cial 
the individualization of punishment ; 
m: the indeterminate sentence, 
etc. Professor VEDITZ. 


defense ; capital punishment; duels 


and ordeals; reformat 
Bérenger; juvenile courts; prison systems, 
Economics and Sociology \ limited number 


"1 


{һе French lot 


т. Seminary in of 


advanced work ari organized into a 


students competent to undertake 
‘economics and Sociology. 


Seminary for the investigation of problems in F 
Two hours. Professor VEDITZ. 


EDUCATION. 


j Jem 
k. FOICSS 3 


Wistron S. Носсн, Ph.M......nnm nmm ttn 
WILLIAM CARL RUEDIGER, ET can s NEN Prof essol 
FrMER ELLSWORTH BROWN, ыз з CC OI i Sega aa а АДС КРИ 
GEORGE E. Myers, Ph.D........ Lecturer 
WILLARD S. SMALL, Ph.D..... 


WILLIAM W. BLACK, 2C ÉSPPESSETITETSUED К К ТҮ ТЫ, Lecture! 
т » |. Jw Lecturer 


Lecture! 


Let turer 


STEPHEN ELLIOTT KRAMER, B.S 
HARLAN UPDEGRAFF, NT... 
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Course 1 in Psychology must precede, or be taken parallel with, the 
first course in Education; but normal school graduates, or teachers of 
experience, may satisfy this requirement by taking Course 2 in Psy- 
chology either before or in conjunction with their first course in 
Education. Students may begin their work in Education with either 
the Principles and Psychology of Education (Courses т or 2), or the 
History of Education (Courses 20 or 21): but one or the other must 
precede, or be taken parallel with, all other courses in Education. 
( These requirements do not apply to Courses 10-15.) Candidates for a 
degree in the Teachers Course are required to complete before gradua- 
tion Courses I or 2, 20 Or 21, 22 or 24, 27 and 31. Students who are 
permitted to substitute Course 2 for Course 1 may also substitute an 
elective, counting 1 unit, for Course 31. Students desirous of special- 
izing in School Administration are advised to take also Courses 1 and 2 
in Economics and 20 and 21 in Sociology. 


First Section. Primarily for Undergraduates. 

I. The Principles and Psychology of Education: 

la. Principles of Education. It is the aim of this course to consider 
the place and function of education in the social organism as revealed 
by biological, sociological, and ethical principles, and to make explicit 
the relation of these principles to educational aims and values, to the 
selection of studies, and to the problems of school organization. Lec- 
tures and assigned reading. First half-year. Mon., Wed., Fri.. at 9.00. 
Assistant Professor RUEDIGER. 

Ib. Educational Psychology. It is the aim of this course to apply 
the principles of psychology to teaching. Among the topics considered 
are the fundamental instincts and capacities, individual differences, 
habit formation, apperception, inductive and deductive methods, lesson 
plans, moral training, motor training, formal discipline. Text-book and 
reference reading. Second half-year. Mon., Wed. Fri. at 9.00. 
Assistant Professor RUEDIGER. 

2. The Principles and Psychology of Education. (Parallel with 
Course I.) Designed for normal school graduates and for teachers in 
Service. Tw. Th. at 4.50. Assistant Professor RUEDIGER. 

3. The Psychology of the Teaching Process. The course includes the 
lence and art of the recitation and of school management in general. 
Specially designed for teachers. Tu.. Th.. at 4.50, or at an hour to 
be arranged. First half-year. (Not given in 1908-09.) Mr. BLACK. 
10. Theory and Practice of Teaching Principles of Design. Study of 
the General Principles of the Space Arts in terms of Line. Dark and 
Light and Color. Appreciation of Historic Ornament. Simple Furni- 
ture Designing. Stencilling and Wood Block Printing on Textiles. 
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Lettering. Mediums are Pencil, Charcoal, Water Color, Ink. Mr. 
MICHIE. 

тт. Arts and Crafts т. Freehand Drawing. Light and Shade Draw- 
ing. Principles of Perspective. Sketching of Plant Form, and Still 
life Groups. Simple Composition and Drawings from the Antique. 
The mediums are Pencil Brush and Ink, and Charcoal Miss 
THOMSON. 

12. Arts and Crafts 2. Water Color. Form, Values, Composition 
and Color Harmonies are considered through the medium of Water 
Color, using Plant Forms, Still-life and Landscape Subjects. Miss 
THOMSON. 

13. Arts and Crafts 3. Book-binding, Comprising Pulling, Mending, 
Sewing both on tapes and cords, Backing, Putting into Boards, Head 
banding, Paring the Leather, Covering both in Half-leather and Whole- 
leather. Tooling both in Blind and Gold, and Decorating with Inlay 
of Different Colors. Miss LANE. 

14. Arts and Crafts 4. Metal Work. Beaten Metal Work, Riveting, 
Soldering, Stone Setting, Repoussé, Modeling and Enameling. Mr. 
MICHIE. 

I5. Arts and Crafts 5. Rug-Making. Processes of making the 
Abnakee Rug, including instruction in Design, Stencils, Stamping, 
Dyeing, Color Harmonies, Hooking, Shading, and Finishing. Nov. to 
May only. Mrs. ALBEE. 

Instruction in Courses 10-15 is given in studio periods as follows: In 
Day Classes, two three-hour periods a week; in Evening Classes, two 
two-hour periods a weck; Special Course for Teachers, one three 
hour period a week. 


Second Section. For Undergraduates and Graduates. 

20. History of Education. The contributions of Plato, Aristotle, 
Bacon, Comenius, Locke, Rousseau, Pestalozzi, Froebel, Spencer, Hall, 
Dewey, and others. Attention will be given to the relations between 
the educational thought and the great social and political movements 
of the same period. Monroe’s Brief Course in the History of Education, 
with lectures. Sat, 10 to 12. Dr. MYERS. 

21. History of Education. A general course in the histor) of educa 
tion involving à study of those epochs during which fundami ntal prin 
ciples of education were conceived and formulated; the historic basis 
of present educational problems. Monroe's Brief Course in the History 
of Education and Painter's Great Pedagogical Essays, supplemented by 
assigned reading and reports. Tw, Th. at 11. Assistant Professor 
RUEDIGER. 
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22a. Child Study. The psychology, physiology, and hygiene of child- 
hood and adolescence with special reference to the problems of teaching. 
Kirkpatrick’s Fundamentals of Child Study, supplemented by lectures, 
assigned readings and reports. Sat., 10 to 12. First half-year. Dr. 
SMALL. 


22b. School Sanitation and Hygiene. This course will present such 
data and principles of hygiene and sanitation as are necessary for intel- 
ligent teaching. Special attention will be given to the study of the 
diseases and defects incident to school life, to instruction as related to 
fatigue, and to particular subjects and practices. Lectures, demonstra- 
tions, and reference work. Sat, 10 to 12. Second half-year. Dr. 
SMALL. 


23. Advanced Educational (Genetic) Psychology. A systematic course 
in those quantitive studies in psychology that bear upon education, fol- 
lowed by a review of the recent literature in educational psychology. 
Source material will be freely drawn upon. The course is especially 
designed for high school teachers, supervisors, and grade principals. 
Thorndike's Educational Psychology will be used as the basis of part 


of the work. Two hours. Not given in 1908-09. Assistant Professor 
RUEDIGER. 


24. Secondary Education. This course will begin with a brief out- 
line of the history of secondary education in America, followed by a 
consideration of the function of secondary education, recent tendencies 
in high schools, and adolescence. The major portion of the time will 
be devoted to an examination of the educational value and methods 
Of presentation of the high school branches and to the organization of 
courses of study. Lectures, reports and discussions. Mon.. W ed., 
at II, Throughout the year. Assistant Professor RUEDIGER. 


25. Elementary Education. The application of the principles of edu- 
cation and psychology to the elementary school; modern subjects and 
recent tendencies. The major portion of the time will be devoted to a 
discussion of the aims and methods pertaining to the elementary school 
Subjects, Lectures, assigned readings, and reports. Two hours. First 
half-year, Not given in 1908-09. Assistant Professor RUEDIGER. 


26. General Method. The logical and psychological factors as deter- 
mining the processes of learning and teaching. Mon., Wed., at 4.50. 
Second half-year. Not given in 1908-09. Mr. BLACK. 

27. School Administration. A general course including consideration 
of the different types of school control and support; political and admin- 
istrative elements in the conduct of schools; relative functions of school 
board, superintendent and teachers; relations of parents and citizens to 
these administrative agents; the budget; school buildings; grading, 
examinations, promotions; curricula; supervision of instruction; medi- 
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cal inspection ; education of delinquents; compulsory education and 
child labor; and extension of the work of schools. Lectures, assigned 
Wed.. at 4.50. Dr. UPDEGRAFF. 


reports, and discussions. 
introduction 


Five lectures comprising an 
ion, and ten lectures 


readings, 
28. Educational Theory. 
to the chief divisions of a general theory of educat 
on the principal epochs in the development of educational theory. 
Fri., at 4.50. First half-year. First буе lectures, Commissioner BROWN. 
Ten lectures, Professor HOUGH. 
29. Industrial Education. Definition of technical, manual, industrial 


relations. Brief historical survey of 


and trade training, and their inter 
f primitive, oriental, Greek, 
status of industrial train 


the industrial aspects o Roman and Medi- 


Full discussion of the present 
France, England, and America. 
Mon.. at 4.50 Dr. MYERS. 

Problems of Class 


«eval education. 
ing in Germany, Present tendencies, 
problems and dangers. Lectures. 

30. The Method of the Recitation and Practical 
Management. The purpose of this course is to bring the 
ation into touch with the actual problems of the class 


student of 


theoretical educ 

room, and to afford an opportunity 

of daily teaching by means of class 

discussions, lectures and assigned readings. Tu. Th., at 5.40, or at 
Second half-year. Mr. KRAMER. 


Classes in observation and teaching 


for persons actively engaged in 


teaching to consider the problems 


an hour to be arranged. 


31a. Observation and Practice. 


ganized with the aim in particular to sup 


in practice schools will be or 


plement the courses in elementary and secondary education. Two hours 


per week first half-year. Hours to be arranged. Assistant Profe 
RUEDIGER. 
31b. Observation and Practice. 


half-year. Assistant Professor RUEDIGER. 
students taking the Teachers Course, o! 


сег 
Parallel with Course 31a. Second 


(Course 31 1s open only to 
to graduates taking à major in Education.) 


32a. Method in Teaching Grammar and Composition 
instruction. Tu., at 4.50. First halí 


Designed for 


both elementary and secondary 
year. Mr. BLACK. 

32b. Method in Teaching 
Tw., at 4.50. Second half-year. Mr. BLACK. 


Individual problems worked 
7 h 


Reading and Literature. (In sequence to 
Course 32a.) 

33. Nature Study. Seminary Course. 
to the principles and methods of nature study. 


, 


out with reference 
at 4.50. Second half-year. Mr. BLACK. 
Health This course will con 


34. Education as а Factor in Public 
public health ; thi reseni 


А 
sider the function of education in promoting 
of health control in public education, and the 


Seminar open only to advanced students. 


administration 


Houl 


status 
problems involved. 


to be arranged. Dr. SMALL. 
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35. Foreign School Systems. А study of the school systems of Ger- 
many, England, and France, with a consideration of their bearing upon 
education in the United States. Lectures, assigned reading and discus- 
sions. One hour. Second half-year. Not given in 1908-09. 


Third Section. Primarily for Graduates. 

40. The Principles of Teaching. Seminar open only to graduates who 
have had at least three full courses in Psychology and Education. Lec- 
tures, topical reference-work, and discussions. Opportunity will be 
given for the presentation and criticism of thesis material. Tu.. at 4.30. 
Professor Ноосн. 


ELECTRICAL ENGINEERING. 


PHILANDER Betts, M.S, Е.Е...................... Assistant Professor 
CHARGES W. MogrneAm МІ... 2... Instructor 


First Section. Primarily for Undergraduates. 


I. Elementary Mathematical Theory of Electricity and Magnetism, 
With special attention to the needs of engineering students. Three 
hours a week, until January 1. Mr. MORTIMER. 


2. Direct-current motors and generators. Covers the laws of the 
magnetic circuit as applied to the dynamo. Students are required to 
design a direct-current machine. Text-books: Hawkins and Wallis's 
- The Dynamo.” Three hours a week, beginning January 1. Assistant 
Professor Betts. 

3. Elements of Electrical Engineering. Text-book: Tyson Sewell’s 
- Elements of Electrical Engineering." Two hours a week. Mr. 
MORTIMER. 

4. Electrical Measurements. A laboratory course for Juniors. 
Selected experiments. Foster’s hand-book and special laboratory notes 
“re used for reference. Six hours a week, first term. Mr. MORTIMER. 


‚ 5. Electrical Laboratory. Experiments and tests involving the opera- 
Поп of direct-current dynamos and motors, including tests of motors in 
Service, operating elevators, street cars, and machinery of various kinds. 
l'ext-book : Sever and Townsend's “Laboratory and Factory Tests in 
Electrical Engineering." Six hours a week, second term. Assistant 
Professor Betts and Mr. Mortimer. 

6. Industrial Electricity. А practical course intended for Juniors in 
Civil Engineering, embracing the selection and operation of electrical 
machinery, electric railways and other applications of electric motors. 

WO hours a week for the first term. Assistant Professor BETTS. 


7. Electrical Engineering. A course in theoretical and applied elec- 


tricity intended for Seniors in Mechanical Engineering. It embraces the 


— 


ААСО ЕО ЕГЕУ یکی د اة .سا ای‎ Ne وی‎ ae اک د ا‎ dt f ت‎ i e чыз» SE SACRE NE ED dms afr toram e cul Г-ы ny va 
b 4 е Уу Aae S E шы NA L URL 
* ч r oe ee < 


v9 


98 THE GEORGE WASHINGTON UNIVERSITY. 


selection and operation of electrical machinery, the location, construc- 
tion, and operation of power plants, electric railways and transmission 
lines, the use of electric motors for driving machinery, and the work- 
ing of storage batteries, elevators, hoists, and cranes. Three hours a 
week. Assistant Professor BETTS. 

8 Electrical Design. A course for Juniors in Electrical Engineering, 
embracing calculation and design of electrical machinery and acces 
sories, including switchboards, rheostats, instruments, and arrangement 
of same. One recitation period and one drawing period throughout the 
year. Assistant Professor Betrs, Mr. MORTIMER. 


Second Section. For Undergraduates and Graduates. 


21. Alternating Current Theory and Machinery. A course for 
Seniors in Electrical Engineering, covering the principles of single as 
well as polyphase currents, including study of machines, circuits, trans- 
formers, etc. Four hours a week, Senior year. Mr. MORTIMER. 


22. Electrical Distribution. A course for Seniors in Electrical En- 
gineering covering the whole field of distribution of electricity for light 
and power. Text-book: Crocker's “ Electric Lighting "; second volume, 
* Distribution System." Two hours à week. Assistant Professor BETTS. 

23. Electrical Applications. А course for Seniors in Electrical Engi- 
neering, covering the more important applications of electricity, such 
as motive power, including elevators, hoists and machine drive, tele 
phony, telegraphy, electro-metallurgy, etc. One hour à week. Assistant 
Professor BETTS. 


24. Advanced Laboratory Work for Seniors in the Electrical En- 
gineering Course. Covers test and experimental work with direct and 
alternating currents, tests of machines, circuits, transformers, circuits 
containing inductance and capacity, measurement of power in alternat- 
ing current circuits, plotting of curves, etc. Text-book: Sever and 
Townsend's * Laboratory and Factory Tests in Electrical Engineering," 
with Foster’s Electrical Engineer's Hand-book for general reference. 
Six hours a week. Assistant Professor Betts, Mr. MORTIMER. 

25. Inspection of Plants and Industrial Works. In the vicinity of 
Washington and Baltimore are а number of modern electric lighting 
and street railway plants, telephone exchanges, telegraph operating 
rooms, Government laboratories devoted to special work, etc, which 
afford students of Electrical Engineering an opportunity to familiarize 
themselves with nearly all types of apparatus in use. The visits are 
followed by class discussion based on written descriptions submitted 
by the students. 


26. Electric Lighting and Illumination. A course for Seniors in 
Electrical Engineering covering the subject of electric lighting and 
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illumination, including detailed study of different types of lamps, shades, 
arrangement of light sources, effect of walls, etc. Two hours per week 
first term. Assistant Professor BETTS. 

27. Electric Railways. A course for Seniors in Electrical Engi- 
neering covering the theory and practice of modern, direct and alter- 
hating current railways. Two hours a week second term. Assistant 
Professor BETTS. 


Juniors and Seniors in Electrical Engineering are required to attend 


the monthly meetings of the Washington Branch of the American In- 
stitute of Electrical Engineers held at the University. 


Third Section. Primarily for Graduates. 

41. Advanced Dynamo Design. This comprises the more rigid cal- 
culation of the magnetic circuit, the estimation of the electrical and 
mechanical losses, together with an exposition of the elements of 
mechanical design. Assistant Professor Betts, Mr. MORTIMER. 


42. Advanced Course in the Mathematical Theory of Alternating 
Currents. Assistant Professor Betts, Mr. Mortimer. 

43. Advanced Course in Polyphase Currents. Assistant Professor 
م‎ ۱ 
ВЕттз, Mr. MORTIMER. 


44. Advanced Laboratory Work, Alternating (including Polyphase) 
Current Apparatus. Assistant Professor Berrs, Mr. MORTIMER. 


ENGLISH. 
WILLIAM ALLEN WILBUR, AM: U pT ЕРИНИ 
DeWirr C. Caseseatet, A.B....... Kin tee eee Professor 
HARRIETT STRATTON 102286, A.B... 2% еге coed Up ИБ Cee 


First Section. Primarily for Undergraduates. 

I. Rhetoric. A study of the principles of self-expression in writing 
and speaking in three phases, in the science of rhetoric, in English 
literature, and in composition. Tu., Th., Sat., at 10. Professor WILBUR. 

2. Rhetoric. Parallel with Course т. Mon., Wed., Fri., at 4.50. Pro- 
fessor WILBUR. 

NoTE.—Credit for Course I or 2 is requisite for admission to any 
Other course in English. 

3. Prose. The history of prose to Robert Louis Stevenson, with 
Special reference to the development of form. Lectures and reading. 
Mon., Wed., Fri., at 9.00. Assistant Professor CROISSANT. 

5. American Literature. Lectures on the development of the litera- 


ture. Students taking this course are required to do wide reading, 
Which is discussed by the class. Tu., Th. at 5.40. Assistant Professor 


CROISSANT, 
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An historical development, with the design of 


6. English Literature. 
motive together with 


view and emphasizing the art 


giving a general 
‘nto the formation of the 


the various foreign influences that enter 
literature. Tu.. Th., at 11.00. Miss ELLIS. 


For Undergraduates and Graduates. 


Second Section. 
in 1908-09. Not given i 


22. Shakespeare. The Comedies. Given 
1907-08. Mon., Wed., Fri, at 1.30. Professor WILBUR. 

23. Shakespeare. The Tragedies. Given in 1907-08. Not given in 
1908-09. Professor WILBUR. 

The Temple edition of Shakespeare 
The history of the 
The course may be taken only 
Not given in 1905 


is recommended. 


26. English Romanticism. Romantic movement in 


England with studies in the literature. 
in conjunction with French 26. Given in 1907-08. 
o9. Professor WILBUR. 

28. Old English. A beginners course; the 
and readings from Old English texts. Bright’s Reader. ( Advanced 
work may be arranged for competent students.) Tu., Th., at 2.30. 
Assistant Professor CROISSANT. 

30. Middle English. Grammar and Reading. 
not be taken the same year. Emerson, Middle English Reader. (Ad 
vanced work may be arranged for h., at 
3.30. Assistant Professor CROISSANT. 

32. Elements of Literary Criticism. 
literary types. 


essentials of the grammar 


Courses 28 and 30 may 


competent students. ) Po 4 


Lectures on the general princi 

ples of literature, and on the Discussion of examples. 

Tu.. Th., at 4.50. Assistant Professor CROISSANT. 
33. Poetry. The development of poetry from the age of Elizabeth 

to the present. Lectures and readings. Mon., Wed., Fri, at 10.00 

Assistant Professor CROISSANT. 

Primarily for Graduates. 


Third Section. 
до. History of the English Language. Development of the sounds 
and inflections with some reference to the other Germanic dialects. A 
reading knowledge of German and previous study of Old and Middle 
Assistant Professor CROISSANT. 


English are prerequisite. 
Subject in 1907-08: The Poetry 


44. Seminary in English Literature. 


of Tennyson. Subject in 1908-09: The Short Story. Tu., 4.50-6.30 
Professor WILBUR. 
FRENCH. 
(See statement under Romance Languag: and Literatures. ) 
GEOLOGY AND MINERALOGY. 
Р (БОТ! 


George P. MERRILL, Ph.D.... 
TiMoruv W. STANTON, Ph.D........ ees 


R. S. BASSLER, DITE oca ds» чә 


Assistant Professor 


Assistant Professot 
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First Section. Primarily for Undergraduates. 

I. Mineralogy. Crystallographic, descriptive, and determinative 
mineralogy. This course is designed with especial reference to min- 
erals as rock constituents or segregated as ore deposits. It includes, 
therefore, a discussion of not merely the crystallographic and theoreti- 
cal, but the practical side of the subjects as well. Whenever possible, 
it should be considered as introductory to the courses in either system- 
atic or economic geology. Tu., Th., at 5.40. 


2. Geology. Systematic geology; dynamical, structural, and strati- 
graphical. The course is designed to form a part of a general-culture 
course, or a preliminary course for those intending to make a specialty 
of geology. It includes lectures, recitations, laboratory and field work 
so far as hours will permit. Paleontology is treated as a branch of 
geology, having especial reference to stratigraphy and correlation. Text- 
books: Scott's Introduction to Geology; Merrill’s Rocks, Rock Weath- 
ering and Soils. Mon., Fri., at 5.40. 


Second Section. For Undergraduates and Graduates. 

20. Economic Geology. The course consists largely of lectures upon 
the subjects comprised under: (1) Mineral veins and metalliferous de- 
posits, their mode of occurrence, origin, and classification; (2) the ores 
of iron, copper, lead, zinc, tin, silver, gold, mercury, antimony etc.; and 
(3) the non-metallic minerals as the coals and hydrocarbon compounds; 
salts and materials used in chemical manufactures; abrasive, refractory, 
and fictile materials, pigments, gems, ornamental stones, building stones, 
limes, cements, and mineral waters. Text-books: Ries’ Economic 
Geology of the United States; Merrill’s Stones for Building and Deco- 
ration and the Non-metallic Minerals. Mon., Fri., at 4.50. 


21. Paleontology. A course in lecture and laboratory work on the 
biological and geological relations of the more important types of ani- 
mals and plants, with especial reference to their value in stratigraphic 
geology. Two hours. 


Third Section, Primarily for Graduates. 

Advanced study in Geology, both systematic and applied, is arranged 
to cover two years. 

49. Advanced Geology and Paleontology. The student in this first- 
year course may devote his time largely, if necessary, to perfecting him- 
Self in methods: to general work in the laboratory and in the field; to 
the examination of geological materials, and to familiarizing himself 
With the literature of the subject. 

. 41. Advanced Paleontology and Stratigraphic Geology. А continua- 
"on of Course 2r. Besides the study of paleontological methods, the 
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student is expected to pursue some special line of investigation in order 


to fit himself for original research. 


GERMANIC LANGUAGES AND LITERATURES. 


HERMANN SCHOENFELD, PhD.. LL.D. ....cceeeee ..... Professor 
A. F. М. Ѕсимірт, A.M......... nmm mtn Assistant Professor 
WuiAM B. SCHULZ, AB...... et eee Instructor 


First Section. Primarily for Undergraduates. 
The essentials of German grammar; translation of 


I. Elementary. 
This course is open only 


prose and poetry; composition and dictation. 
to beginners, and the work done is equivalent to that of a two years' 
course in high schools and 
at 9. Assistant Professor SCHMIDT. 


2. Parallel with Course 1. Tu.. Th., Sat., at 4.50. Mr. SCHULZ. 


3. Selected texts from the 
read and one or more of the ! 
work in grammar and composition « 
continued on a more advanced plane, 
word-formation, and the relationship of German and English. This 
course is equivalent to the 
ments, and it is open only to 
or have satisfied the admission requirement in elementary German. 
Mon., Wed., Fri., at 11. Assistant Professor SCHMIDT. 

4. Parallel with Course 3. Mon., Wed., Fri., at 5.40. Assistant Pro 
fessor SCHMIDT. 

4a. Parallel with Course 4, but planned primarily for the students of 


the Washington College of Engineering. Tu., Th., Sat., at 5.40. Mr. 


academies of good standing. Tu., Th., Sat., 


foremost contemporary authors will be 
‘erman classics carefully studied. The 
lone in elementary German will be 


with special emphasis on syntax, 


advanced German of the admission require- 


ә 


students who have passed course I OF 2, 


SCHULZ. 
s. Advanced course in German syntax; principal difficulties of the 


language; idioms; synonyms; extensive translations of the best English 


prosaists into German; essays; 
ing and literature; German history. 


students in the historical and economic depártments. 
3 or have satisfied the admission requirement 


selected advanced prose; classical read- 
Special training for advanced 
Open to students 
who have passed Course 
in advanced German. Mon., Wed., Fri., ai 1.30. Professor SCHOENFELD. 
6. Parallel with Course 5. Mon., Fri., at 4.50. Mr. ScHuLz. 


Second Section. For Undergraduates and Graduates. 

the first half of the nineteenth century; 
special study of Kleist, Uhland, Heine; 
classicism till Goethe's death; essays, lectures, 
Professor SCHOENFELD. 


20. German Literature in 
its social and political aspects ; 
the Romantic School ; 
and collateral reading. Tw., 1 h., at IO. 
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21. German Literature of the Classic Period at its zenith; Goethe's 
and Winckelmann's influence on German art; Modern German drama; 
Hebbel, Ludwig, Freytag, Heyse, Sudermann, Fulda, Hauptmann. 
Mon., Wed., Fri., at 10. Professor SCHOENFELD. 

The intervening periods of Modern German Literature will be studied 
during the subsequent academic year. 

27. Advanced grammar and composition. This course is designed for 
students who intend to teach German. 2 hrs. Assistant Professor 
SCHMIDT. 


Third Section. Primarily for Graduates. 


40. German Literature in the sixteenth century.  Braune's Neu- 
drucke Deutscher Literaturwerke. Humanism and Reformation, with 
special reference to Italian and French influences and their historical 
basis. Original readings from the Humanists, Hans Sachs, Fischart, 
and Luther’s works. The reformatory projects of Cardinal Nicolaus 
Cusanus and of Erasmus, Hutten, and Reuchlin. Professor SCHOENFELD. 

41. German Literature in the twelfth and thirteenth centuries, with 
Special regard to the Nibelungen lay, the Gudrun saga, Wolfram von 
Eschenbach. The lyrics of Walther von der Vogelweide. The gram- 
matical aspects of the classics of the first period of bloom. Professor 
SCHOENFELD, 

The other phases of older German literature and philology will be 
Studied in subsequent years, so that the general range of the history of 
German Literature may be covered every three years. 

45. The emerging of the Germanic, Romance, and Slavic races in 
European History. The Migration of Peoples. The Evolution of 
European States to the rise of the Hapsburg House. Cultural elements 
influencing the three predominating races of Europe. (Selections from 
the historical sources are read and interpreted.) Professor SCHOENFELD. 

46. The Annihilation and Reconstruction of Prussia (Historical and 
literary sources will be searched). The Building up of the Modern 
German Empire (Archival studies, literary, social forces, Bismarck’s 
literary work.) Professor SCHOENFELD. 

47. Gothic. Introduction to comparative Indo-European grammar. 
Braune’s Gotische Grammatik and Streitberg’s Urgermanische Gram- 
matik. 2 hrs. Assistant Professor SCHMIDT. 

48. Old High German. The development of the German language. 
Braune’s Althochdeutsche Grammatik and Braune’s Althochdeutsches 
Lesebuch. Given in 1908-1909. 2 hrs. Assistant Professor SCHMIDT. 

49. Old Norse. The Eddas. 2 hrs. Assistant Professor SCHMIDT. 
Courses 48 and 49 will be given in alternate years. 

For notice of the Richard Heinzel Germanic library, see page 19. 
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GRAPHICS. 


EpwiN V. DUNSTAN, C.E.......... nnn nn nn ng [ssistant. Professor 
F. CHARLES STARR, B.S.. Instructor 


Instructor 


First Section. Primarily for Undergraduates. 


r. Mechanical and Freehand Drawing. A general course embracing 
the care and use of instruments; orthographic and isometric projec- 
tions; sections and intersections; curve plotting; sketching of simple 
machine details; freehand lettering; principles of working drawings. 
Six hours a week in the drawing-room. Mr. STARR. 

2. Advanced Mechanical Drawing. A course in working drawings 
especially designed for Electrical and Mechanical Engineering students. 
Drawing-room rules and practice; conventional forms and standards; 
arrangement of views and sections; freehand shop-sketches ; detailing 
from sketches, models and general drawings ; proportioning by empirical 
formule. Every effort is made to develop distinctness in delineation, 
accuracy in dimensions and professional style and finish in each draw- 
ing. Six hours a week in the drawing-room. Mr. SMALLWOOD. 


8. Descriptive Geometry. A study of the representation of lines, 
surfaces, and solids, and of their relations ; tangencies, intersections, and 
developments; warped surfaces; shades and shadows; original con- 
struction problems. Two lectures and one drawing period per week. 
Mr. STARR. 

10. Topographic Drawing. A general course in plotting, topographic 
symbols, and lettering to accompany the work in surveying. One draw 


ing period per week. Mr. STARR. 


Second Section. For Undergraduates and Graduates. 


20. Graphic Statics. Principles and methods, including the construc- 
tion and use of the force and equilibrium polygons; dead, live, snow, 
and wind loads; the graphic analysis of beams, girders, roof, and bridge 
trusses. Two lectures and one design period per week. Assistant 


Professor DUNSTAN. 


Third Section. Primarily for Graduates. 


40. Advanced Graphic Statics. A study of the graphical analysis of 
higher structures, with special reference to the method of influence 
lines. Assistant Professor DUNSTAN. 


GREEK. 


(See statement under Classical. Languages and Literatures.) 
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HISTORY. 
CHARLES CLINTON SWISHER, Ph.D., LL.D.................. Professor 
WILLIAM Ray MANNING, Ph.D.......... Assistant Professor 


Assistant Professor 


_.....dnstructor 


JAMES FREDERICK PEAKE, А.М............... 
GEORGE Morton CHURCHILL, A.M........ 

HANS Frep’K ARTHUR SCHOENFELD, A.B............-...-+--- Assistant 
Wmazaee- Hadinirom.- РЕЛ. гонад uo Chea PO ьс a 


First Section. Primarily for Undergraduates. 

r. Mediæval History. The conditions of ancient civilization that have 
been most potent in their influence upon later times; the migration and 
settlement of the Germanic tribes in the territory of the Empire; and 
the gradual blending of Roman and Teutonic institutions into the mod- 
ern state. Mon., Wed., Fri., at 2.30. Assistant Professor PEAKE. 

2. Modern European History. A general survey of the history of 
Europe from the close of the Middle Ages to the present, with special 
attention to the Reformation, the French Revolution, and the resulting 
conditions in government on the continent. Mon., Wed., Fri., at 3.30. 
Assistant Professor PEAKE. 

3a. English History, from the Roman Conquest to the end of the 
Tudor period, with emphasis on the growth of the idea of nationality 
and the origin and formation of the Constitution. Text-books, lectures, 
and readings from the sources. First half-year. Mon., Wed., Fri., at 
4.50. Assistant Professor PEAKE. 

3b. English History, from the accession of James I to the present 
time with special study of the progress of parliamentary government 
and incidental consideration of the colonial policy of England and the 
industrial revolution of the eighteenth century. Text-books, lectures, 
and collateral reading. Second half-year. Mon., Wed., Fri, at 4.50. 
Assistant Professor PEAKE. 

4. American Political History. A general survey of the whole field 
of American history, designed as a preparation for more highly special- 
ized work, and for students who have only a limited time to devote to 
the subject. Lectures, text-books, and reports on assigned readings. 
Tu., Th., at 5.40. Professor SWISHER and Mr. CHURCHILL. 


Second Section. For Undergraduates and Graduates. 
20. Ancient History. Thc Eastern nations and Greece to the period 
of the Roman Conquest. Mon., Fri., at 10. Mr. SCHOENFELD. 
21. Roman History. The political history of Rome from the estab- 
lishment of the Republic to the time of Constantine the Great. Two 
hours. In alternate years. Not given in 1908-09. Mr. SCHOENFELD. 
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22a. History of Mediæval Institutions. The principal institutions of 
the Middle Ages with special reference to Feudalism, the struggle be 
tween Empire and Papacy, and the resulting conditions in civilization 
and government. First half-year. Tu.. Th., at 11, and a third hour at 
the pleasure of the instructor. Assistant Professor PEAKE. 

22b. The Renaissance and the Reformation. The Revival of classical 
learning and the factors and consequences of the Protestant Revolution. 
Second half-year. Tu., Th., at 11, and a third hour at the pleasure of 
the instructor. Assistant Professor PEAKE. 

23a. European History, 1814 to 1850. A review of the French Revo- 
lution and the career of Napoleon, followed by a study of the con- 
flict between reaction and revolution and of the rise of the spirit of 
nationality, to the suppression of revolutionary movements at the 
middle of the century. This course should be preceded by History 1! 
and 2 or an quivalent. Three hours, first half-year. Assistant Pro- 
fessor MANNING. 

23b. European History since 1850. A continuation of 23a, discussing 
the unification of Italy, the foundation of the German Empire, the 
interference of the western powers to check Russia's advance on Con 
stantinople, and political development of Europe to the present day. 
Three hours, second half-year. Assistant Professor MANNING. 

24. English Constitutional History. A study of the English consti 
tution from its origin to the present day. This course should be pre 
ceded by History 3a and 3b or an equivalent. Three hours, throughout 
the year. Assistant Professor MANNING. 

25. History of European Colonization. A review of earlier colonial 
activity followed by a detailed study of the spread of European civi 
lization and domination during the nineteenth century, and of the 
growth of the great colonial empires in Africa, Asia, and Australasia. 
This course should be preceded by History 1 and 2 or an equivalent. 
Three hours, first half-year. Given in 1907-08. Not given in 1908-09. 
Assistant Professor MANNING. 

26. Russia and the Eastern Question, in the Nineteenth Century. 
The earlier phases of the contact between the peoples of Asia and 
Europe; Russia during the last century; the relations between Russia 
and Turkey; European intervention to prevent Russia from absorbing 
Turkish dominions. Should be preceded by History 1 and 2 or an 
equivalent. Three hours, second half-year. Given in 1907-08. Not 
given in 1908-09. Assistant Professor Manning. 

27. Spain as a World Power. The unification of Spain; her expan 
sion under Charles V and Philip V and her decay; her humiliation by 
Napoleon; the collapse of her colonial dominion. Should be preceded 
by History 1 and 2. Assistant Professor MANNING. 
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28. American Colonial History. The period of discovery and early 
settlement. А comparative study of French, Spanish, and English 
colonial development extending through the Conquest of New France. 
The first half-year will be devoted to the period 1492 to 1620; the 
second to the period 1620 to 1763. Tu., Th. at 2.30. Professor 
SWISHER. 


29. American Constitutional History. 1775-1804. The history of the 
evolution and development of the Federal Constitution from the meeting 
of the Second Continental Congress to the fall of the Federalist party. 
Lectures and reports upon assigned reading. Two hours, given in 
alternate years. Given in 1908-09. Tu., Th. at 1.30.. Professor 
SWISHER. 


30. American Constitutional History. The history of Constitutional 
interpretation from the Case of Marbury vs. Madison, to the Dred 
Scott Decision. А research course based on collateral readings from 
the speeches and writings of statesmen and jurists, and the decisions 
of the Supreme Court. Not given in 1908-09. Tu., Th., at 1.30. Pro- 
fessor SWISHER. 

31. American History since the Civil War. A general survey of the 
Civil War followed by a more detailed study of the conditions resulting 
therefrom up to the close of the nineteenth century. The first term 
covers the period 1860 to 1865; the second the period 1865 to 1900. Tu., 
Th., at 4.50. Mr. CHURCHILL, and Dr. HAMILTON. 


32. History of Party Government. The rise and development of the 
Party system and the influence of party leaders and party issues in the 
United States, based on a study of political platforms and campaign 
literature, The first term covers the period 1789 to 1860; the second, 
1860 to 1904. Mon., Fri, at 5.40. Professor SWISHER and Mr. 
CHURCHILL. 


33. Current History. Political questions of to-day with special refer- 


“nce to their origin and historical significance. Wed., at 11. Professor 
SWISHER 


Third Section. Primarily for Graduates. 


40. Europe and the French Revolution. The diplomatic relations 
between the European states occasioned by the French Revolution, 
based principally on the memoirs and correspondence of the diplomats 
Of the period. Assistant Professor MANNING. 

41. The War of Liberation and the European Congresses following. 
A study mainly diplomatic of the last European coalition against France, 
of the overthrow of Napoleon, and of the ensuing European con- 
Бтеззез, based principally on the memoirs and correspondence of the 
diplomats of the period. Assistant Professor MANNING. 
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The constitutional development 01 


1789 to 1848. 
Second Empire 


42. France from 
France from the meeting of the States General to the 
Assistant Professor PEAKE. 


(3. English History from 1783 to 1994. The reform movement in 


the American Revolution through t 
Not given in 1905-09. Professor SWISHER 


England from the close of he sec 


ond ministry of Gladstone. 


and Assistant Professor PEAKE. 
1789 to 1815. A sti 
Professor SWISHER and Dr. 


44. American History from idy of the policy and 


party methods of the Federalists. 


HAMILTON. 


45. Constitutional Constitutional inter 


History from 1801 to 1870. 
and the period of Reconstruction. Not 


pretation during the Civil War 
HAMILTON 


given in 1908-09. Pri fessor SWISHER and Dr. 

46. Historiography. A general surve) of the materials of histor) 
with special reference to the presentation and treatment of historical 
including comparative analysis of selections from historical 


evidence, 
students in investigation and 


literature. ; Designed to assist 
Not given in 1908-09. Professor SWISHER. 

47. Seminary in American History. А limited number of advanced 
i American history will torm a group 
essays, under 


research. 


students who plan to specialize 
for the weekly presentation and discussion of original 


the direction of the instructors in this department. 


48. Seminary in European History. Organized similarly to the sem 


inary in American history, for the study of topics in European history. 


HYDRAULIC ENGINEERING. 


Henry L. Аввот, LI.D........«.c. 0. .Professoi 


Third Section. Primarily for Graduates. 


in natural channels, in pipes, 
Underground flow as sources O! 


40. Laws of flowing water, and over 


weirs, with modes of measurement. 
supply, with modes of estimation. Relation of rainfall to run-off. Regu 
lation of river flow {от purposes of navigation, and for protection 
inundation. Slack-watet! navigation, 


Farth dams and river 


Effect of forests upon water supply. 


against including dams, canal 


locks, and waste weirs embankments, the 


and modes of construction 
INTERNATIONAL LAW AND DIPLOMACY. 
JAMES BROWN SCOTT, Ph.D., І | D Protessot 
.. Lecture 


Davip J. BREWER, LET. 
L.D.. Lecturer 


Joun W. Foster, LL.1 Seen 
JOHN BALL OSBORNE, A.M... d „Lectu 
ELLERY C. STOWELL, AB XE Bes. 3 ,. [Instructor 


Meba ta 
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NoTE.—Advanced and special. courses in International Law and 
Diplomacy are offered in the College of the Political Sciences, concern- 
ing which a special announcement is in course of preparation. 


First Section, Primarily for Undergraduates. 

The Elements of Diplomacy. A study of the genesis and organ- 
ization of the Department of State; the diplomatic service; diplomatic 
usage; the treaty-making power; methods and traditional principles of 
our foreign policy. Three hours, first half-year. Mr. STOWELL. 

2. Arbitration. The rise and growth of the principles of arbitration 
in the settlement and prevention of international disputes. One hour, 
second half-year. Mr. Justice Brewer. 


Second Section. For Undergraduates and Graduates. 

20. History of American Diplomacy to 1861. An historical review of 
the foreign relations and the principal diplomatic controversies of the 
United States from the foundation of the federal government to the 
Civil War; and the elevation of the United States to the rank of 
world power. Two hours, first half-year. Mon., Fri., at 2.30. Professor 
SWISHER. 

21. History of American Diplomacy, since 1861. A continuation of 
Course 20, down to the present time. Two hours, second half-year 
Mon., Fri., at 2.30. Professor SWISHER. 


22. History of European Diplomacy 1648 to 1814. After a few intro- 
ductory lectures reviewing earlier diplomatic intercourse, the inter- 
national relations of European countries from the Peace of Westphalia 
to the overthrow of Napoleon are studied, especial attention being 
paid to the international settlements of 1648, 1713, 1756, and the great 
coalitions of the European states against the French Revolution and 
Napoleon. Lectures, go readings, investigations, and reports by stu- 
dents, History 3 and 4, or an equivalent, should precede this course. 
Three hours, first half- year. Assistant Professor MANNING. 

3. History of European Diplomacy since 1814. A continuation of 
the preceding course. Especial attention is given to the numerous 
European congresses called to superintend the restoration and preser- 
vation of “legitimate” governments after the fall of Napoleon; to the 
concert of the European Powers in the Eastern Question; to the new 
intern; itional relations occasioned by the national movements, especially 
in Germany and It: ily; and to the various congresses for the considera- 
tion of humanitarian measures. Three hours, second half-year. Assist- 
ant Professor MANNING. 


24. International Law detailed course in the nature, sources and 
“anctions of international law, presented through lectures, assigned 
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readings, reference to cases, and reports. Three hours. Professor 
Scott. 
25. The Consular Service. The rise, development, 


of the Consular Service: the conventions, rights, duties, and 
Two hours, second half-year. Mr. 


of procedure of consular officers. 
OSBORNE. 


and organization 
methods 


Third Section. Primarily for Graduates. 
f International Law, with particular 


40. Origin and Development o 
The subject of this course will be a 


reference to writers of authority. 
“De Jure Belli ac Pacis,” with special atten 


detailed study of Grotius 
subsequent schools of thought. 


tion to its origin and influence upon 

Second half-year. Professor SCOTT. 
дт. International Conferences. The Hague Conferences: The nature 

their methods of procedure, a critical 


and purpose of the conferences ; 
adopted in 1899 and 1907. One 


examination and study of the texts 
Professor SCOTT. 


hour, second half-year. 
A careful and detailed study of 


42. Seminary in International Law. 
and resolutions of international conferences, 
lification and development 


Professor 


the texts of the com entions 


with due regard to their origin and the mox 
of international law. For a limited number of students. 


SCOTT. 
ITALIAN. 


(See statement under Romance Languages and Literatures.) 


LATIN. 


(See statement under Classical Languages and Literatures. ) 


MATHEMATICS. 
James HOWARD Gore. о he Rn PETELE s Professor 
PAUL Мов PECK. A.M.......e nnn nn nn n gn Assistant Professor 
Louis COHEN, В.5............ .. Assistant Professo! 


GEORGE ALBERT Ross, А.М........ . .. .. Instrsctor 
First Section. Primarily for Undergraduates. 


2. Plane and Solid Geometry : Gore's Plane and Solid Geometry ; 


Tu., Th., at 5.40. Assistant Professor PECK. 
Gore's Plane and Solid Geometry. Mon.. Wed., 
Assistant Professor PECK. 


Mon., Wed., at 


3. Solid Geometry ; 
Fri., at 9, October and November. 
4. Algebra : Ashton and Marsh College Algebra. 
4.50. Assistant Professor PECK. 
Ashton and Marsh College Algebra. Mon., Wed., Fri. 


s. Algebra : 
Assistant Professor PECK. 


at 9, December to March. 
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6. Solid Geometry: Gore’s Plane and Solid Geometry. Tw, Th., 
Sat., at 4.50, October and November. Assistant Professor PECK. 

7. Plane Trigonometry: Gore’s Plane and Spherical Trigonometry. 
Mon., Wed., Fri., at 9, April and May. Assistant Professor PECK. 

8. Algebra: Ashton and Marsh College Algebra. Tw, Th., Sat., at 
4.50, December to March. Assistant Professor PECK. 


9. Trigonometry: Gore’s Plane and Spherical Trigonometry. Mon., 
Wed., Fri., at 11, October to December. Professor Gore. 

10. Plane Trigonometry. Gore’s Plane and Spherical Trigonometry. 
Tu., Th., Sat., at 4.50, April and May. Assistant Professor PECK. 

Ir. Analytic Geometry: Nichols’ Analytic Geometry. Mon., Wed., 
Fri, at 11, January to May. Professor Gore. 

12. Trigonometry: Gore’s Plane and Spherical Trigonometry. Mon., 
Wed., Fri, at 5.40, October to December. Assistant Professor PECK 
and Mr. Ross. 

I4. Analytic Geometry: Plane and Solid; Nichols’ Analytic Geome- 
try. Mon., Wed., Fri., at 5.40, January to May. Assistant Professor 
Peck and Mr. Ross. 


Nore.—Courses 2 and 4 are intended for students who desire to review 
some parts of elementary algebra and plane geometry, in order to ob- 
tain that thorough and ready knowledge of these fundamental mathe- 
matical studies that is necessary for their proper use in other subjects. 
These classes are not intended for beginners. and only students who 
have studied elementary algebra and plane geometry are admitted. 


Courses 3, 5, and 7 are designed to occupy one year; likewise Courses 
2 and 4. 


Second Section. For Undergraduates and Graduates. 


20. Differential and Integral Calculus: Taylor. Mon., Wed., Fri., 
at 4.50, for six months. Professor Gore and Mr. Ross. 

21. Differential and Integral Calculus: Taylor. Mon., Wed., Fri., at 
9, for six months. Professor Gore and Mr. Ross. 

22. Differential Equations: Osborne. Mon., Wed., Fri, at 4.50, 
April and May. Professor Gore and Mr. Ross. 

23. Differential Equations: Osborne. Mon., Wed., Fri., at 9. Pro- 
fessor Gore and Mr. Ross. 

In all the above courses the text is supplemented by lectures and the 
Principles emphasized by proposing for solution a large number of 
Problems taken from the best European and American authorities. 

. While the disciplinary value of the study of mathematics is never lost 
Sight of, the importance of its practical application is insisted upon. 
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Third Section. Primarily for Graduates. 


41. Theory of the Complex Variable. Lectures with reference 
Not given in 1908-1909. 


> 
U 


Durege and Forsyth. Professor GORE. 
43. Differential Equations. Cohen’s Differential Equations. 
Gore. Not given in 1008-1000. 
4s. Elliptic Functions. Lectures with reference to Cayley, Tannery 


and Molk, and Koenigsberger. Professor GORE. 
Series Assistant Professor 


Professor 


47. Thermodynamics and Fourier s 
COHEN. 
MECHANICAL ENGINEERING. 
ARTHUR Cutts WILLARD, B.5........ nn nn ng Assistant. Professor 
PHILANDER Betts, E.E. NO Sor aiu a o ah Professor 
JULIAN C. SMALLWOOD, 
CHARLES W. MORTIMER, 


ЕР eds Dek ii hele S е co „с... 
M.E. Dire rat nae ел а gO 


First Section. Primarily for Undergraduates. 
‚ in the systematic study of the kinematics of 


t. Mechanism. А course 
to scientific 


machinery, in which mechanical movements are reduced 
analysis. Carefully developed problems and diagrams of changes of 
position and speed in mechanisms are constantly used. 

Some attention is given to the design of gear teeth, and valve gears 


for steam engines, and to the necessary theory for such design. Two 


lecture-recitation hours and two drawing hours per week during the 
Sophomore year. Mr. SMALLWOOD. 

4. Woodwork. "This course is intended to provide the student with a 
knowledge of the principles involved, rather than manual dexterity in 
such work, which can only be secured by prolonged practice. 

The work includes: (1) Exercises in planing, sawing, mortising, join- 
ing, framing, and other work involving the common carpenters tools ; 
(2) exercises involving the use of power machinery, circular saws, 
planer, scroll saw, lathe, etc. ; (3) exercises in pattern making, including 
patterns and core-boxes for various machine parts; (4) study of 


moulding, casting, and foundry operation. Four hours per week in the 


shops during the Sophomore year. Mr. SMALLWOOD. 

s. Metal Work. This course is intended to illustrate, by practical 
ork, the methods and principles underlying the best modern practice. 
The work includes: (1) Exercises in forging, heating, bending, weld- 
ing, annealing, hardening, tempering, etc., including toolmaking; (2) 
exercises in vise-work, including chipping, filing, scraping, polishing, 
etc.; (3) exercises in machine work in metals, including turning, planing, 
boring, grinding, etc. Six laboratory hours per week during the Junior 
year. Electrical Engineering students are given a modified course of 
three hours per week. Mr. SMALLWOOD. 


Ww 
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6. Enginering Drawing. This course provides for the application of 
the principles taught in the courses of Mechanism and Steam Engineer- 
ing to specific problems. Practice is given in the design of valve gears 
and quick return motions, and in the determination of velocity diagrams 
for special engine and other linkages. There is also included the com- 
plete working drawings for a steam boiler. Six drawing hours per 
week during the Junior year. Assistant Professor WILLARD, Mr. 
SMALLWOOD. 

7. Machine Design. This course is an application of principles already 
acquired to problems in design, each student being required to complete 
every detail of the design undertaken. | 

The subjects taken as design problems are: The design of a boiler ; 
permanent and temporary fastenings for machine parts; a crank; a large 
shaft with pulley and gear wheels, rotating and sliding pieces, etc. The 
constructive details and calculations are discussed and the limitations of 
theoretical and empirical formule pointed out. Results are made to 
conform with experience and the best practice. One lecture-recitation 
hour and three drawing hours per week during the Senior year. Assist- 
ant Professor WILLARD. 


9. Engineering Laboratory. A course of practical work in testing 
general engineering apparatus for efficiency. The work consists in 
indicating steam engines; determining the evaporative efficiency of 
boilers; tests on the strength of materials; measurement of the flow 
Of water; gas engine brake tests; refrigeration tests; and fuel value 
determinations. The student's observations and computations on any 
test are critically compared with those of the instructor. Six labora- 
tory hours per week for the last half of the Junior year. Assistant 
Professor WiLLARD, Assistant Professor Betts, Mr. SMALLWOOD, Mr. 
MORTIMER. 

This course is a completion of Course 9. 


10. Engineering Laboratory. 
Assistant Professor WIL- 


Six hours a week during the Senior year. 
LARD, Assistant Professor Berrs, Mr. SMALLWOOD. 

12. Elements of Steam Engineering. A course designed for the needs 
of Civil Engineering students. It deals briefly with valve gears, power 
plant accessories, thermodynamics, steam engines, steam pumps, and 
steam boilers. Two lecture-recitation hours per week during the 


Senior year, Mr. SMALLWOOD 


Second Section. For Undergraduates and Graduates. 

20. Steam Engineering. The first half year of the course deals with the 
Principles of Thermodynamics; the properties of gases and vapors, espe- 
cially steam; the flow of steam and other fluids, and the steam injector. 
The application of the above principles is discussed, and the simple, 
compound, and multiple expansion steam engines are studied. 
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The last half year of the course is devoted to the study of steam 
boilers and power plants, and their accessories. А design, with plans 
and specifications, for a power plant of industrial proportions is required 
from each student. Three lecture-recitation hours per week during 
the Junior year. Assistant Professor WILLARD. 


22. Internal Combustion Motors. This course will deal with the 
theory, design, and practice concerning gas, gasoline, and other engines. 

The work will include: (1) The fuels employed, their energy con- 
tent, and its conversion into mechanical work; (2) the cycle of opera- 
tions of the heat medium, with details of method of transforming heat 
into work, and types of motor; (3) the practical details of operation, 
mixing the charge, carburation, ignition, and governing; (4) the 
manipulation and practice, and a discussion of economy and perform- 
ance from tests. The design of some simple type of motor will be com- 
pletely worked out and discussed. Three lecture-recitation hours per 
week for the first half of the Senior year. Assistant Professor WILLARD. 

23. Hydraulic Machinery. This course provides for an elementary 
study of hydraulic prime movers and pumping machinery. It includes 
a discussion of the theory and design of turbines and turbine blades 
for low and high heads, and turbine governors. 

The course will also treat of impulse wheels; water motors of the 
piston type; machinery for the utilization of hydraulic pressure; 
hydraulic pressure pumps, and hydraulic presses; hydraulic tools; 
pumps operated by steam, electricity, or power; and high duty pumps 
and water meters. Two lecture-recitation hours per week for the first 
half of the Senior year. Mr. SMALLWOOD. 


24. Technical Machinery. This course is intended to provide the 
engineering student with a knowledge of the method of operation of 
various types of technical machinery and the essential accessories of 
the same. 

The fundamental features of each type will be discussed, the best 
practical example of each being used as a basis. In this way a correct 
conception of the proper manipulation and operation of such machinery 
will be secured. One lecture hour per week for the first half of the 
Senior year. Assistant Professor WILLARD. 

25. Compression and Refrigeration Machinery. A course in which the 
principles of thermodynamics are applied to the commercial methods 
of compressing air and securing artificial refrigeration. The work 
will also include the mechanical principles concerned in the design of air 
compressors as well as the transmission of air in high pressure piping. 

The relative advantages of refrigeration systems will be discussed, 
as brought out in the theory and practice of actual machines using 
ammonia, air, and other gases, and fluids. Three lecture-recitation 
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hours per week in the last half of the Senior year. Assistant Professor 
WILLARD. 


28. Industrial Management. А course dealing with the business sys- 
tems of manufacturing establishments. 

The work includes a study of the organization and relations of the 
various departments of an industrial establishment, both in the office 
and in the workshop. It also discusses the conduct of accounts, the 
methods of superintendence and of compensating labor, the determina- 
tion of the costs of production, and the effect on costs of different 
systems of distributing indirect expenses. One lecture-recitation hour 
per week for the last half of the Senior year. Assistant Professor 
WILLARD. 


Third Section. Primarily for Graduates. 
40. Advanced Gas-Engine Design, a short lecture course on multi- 
Cylinder engines. Assistant Professor WILLARD. 
41. Advanced Mechanical Engineering Laboratory, with fuel deter- 
minations, heat measurements, and gas analysis work. Assistant Pro- 
fessor WILLARD. 


42. Advanced theory of governors, planimeters, and dynamometers 
for Steam Engineering. Assistant Professor WILLARD. 

43. Advanced Engineering Drawing. Special problems. Assistant 
э , 
Professor WILLARD. 


METEOROLOGY. 
"NP Ame AM. DL... os Soe Professor 


Third Section. Primarily for Graduates. 


40. Experimental and Laboratory Work in Meteorology. The theories 
of instruments and the laws of atmospheric phenomena, so far as they 
are susceptible of elucidation by laboratory experiment. 


41. Practical Meteorology. Cartography; daily weather charts; 
methods of predicting the weather for a few days; long-range predic- 
tions for seasons, methods of verification; the climates of past geological 
ages; the methods of reduction and publication. 


42. Physical and Theoretical Meteorology. The present state of our 
knowledge of atmospheric phenomena as problems in thermodynamics 
and hydrodynamics, culminating in Bjerknes' treatment of the atmos- 
Phere as a field of force. Ап extensive course of reading and private 
Study is marked out for the pupil, and his thesis for the degree of Ph.D. 
must be in the field of physical meteorology. 
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PHILOSOPHY. 


\.М., СИАНИД оталари PRAET 


LANSING RAYMOND, Ret ae aaa Professor i 


OO Lectures 


(GEORGE AE sthetics 
WILLIAM T. HARRIS, LT.D) vocati Ex Vioc AU Уа» 


[руу АЕР ELLIOTT RICHARDSON, Dh o Узебез зе veda pups + КАИС y 


First Section. Primarily for Undergraduates. 
r The History of Philosophy: Ancient Philosophy, first term; 
Modern Philosophy, second term. Text-bo k with lectures and re 
quired readings. This will be made an historical introduction to philos 
It will aim to give the student an intelligent conception 


ophy proper. 
chief problems, opening up the 


of the nature of philosophy and of its 
‘dealism, materialism, agnos 


' 
| 


discussion of atheism, pantheism, theism, 
and optimism. Wed., Fri, at 9. Dr. RICHARDSON. 


ticism, pessimi m 
Text-book : Mackenzie's Manual of 


2 Introduction to Ethics. 
Ethics. | Mon., at 9. Dr. RICHARDSON. 
and the methods of the inductive sciences. Text 


3. Formal Logic 
Not given in 1905-09. 


hook: Minto's Logic, Inductive and Deductive. 
Second Section. For Undergraduates and Graduates. 
Ethics. This course covers a critical study and exposition 


of a number of Plato’s Dialogues the Crito, Protagoras, Gorgias, the 
1 ther dialogues and Aris 


Republic, bks. II-IV, with selections from oti 
totle's Ethics, bks. I-IV and X. First half-year. Mon., Wed., at 10. 


20. Greek 


Professor STERRETT. 
of the fundamental postulates 


21. Christian Ethics. An exposition 
Ethics. Second half ycar. 


and the distinctive principles of Christian 
Mon.. Wed., at 10. Professor STERRETT. 
22. The Philosophy of Plato and Aristotle. The larger part of the 
year is given to the critical study of the chief dialectical dialogues of 
Plato, including the Meno, Theatetus, Republic, bks. V-VII, and X; 
the Phedrus, Philebus, Phedo, Sophist, The Laws, bk X. The latter 


part of the year 1 given to the study ol selections from Aristotle's 


De Anima and M etaphysics. Not given in 1908-09 Professor STERRETT. 


24. The Philos yphy of Kant. Lecturi S with the study of the text of 
Kant's Critique of the Pure Reason. Knowledge of German desirable. 
First half-year. Tu., Th., at IO. Professor STERRETT. 

The Philosophy of Hegel. A critical and expository study of 


24. 
fo. Profssor STERRETT. 


Hegel's Logik. Second half-year. Tu., Th., at 


25. Lecture course on the hi LOT of the great religions, followed by 
a genetic account of the development of religion on its subjective side. 


Prescribed readings and thesis Not given in 1905-09. Professor 


STERRETT. 
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26. /Esthetics. Lectures on zesthetic theories, considered historically 
and philosophically, and their results as manifested in the different arts. 
First half-year. Wed., at 4.50. Professor RAYMOND. 


Third Section. Primarily for Graduates. 

40. The Philosophy of Nature. Seminary course. The fundamental 
concepts of modern physical science; prescribed readings, reports, and a 
thesis. Professor STERRETT. 

41. Metaphysics. The problems of Ontology, Cosmology, and Ra- 
tional Psychology. Professor ЅТЕККЕТТ, 

42. The Ethical Theories of Kant and Hegel. A seminary course 
covering Kant's Kritik der praktischen Vernunft and Hegel’s Philoso- 
bhie des Rechts. Professor STERRETT. 

43. The Philosophy of Religion. А lecture course with reports on 
prescribed readings and a thesis. Professor STERRETT. 

44. The Philosophy of History. Seminary course. Conferences, pre- 
scribed readings and thesis. Dr. HARRIS. 

45. Philosophy of History. Ten lectures with syllabus of readings. 
Professor Harris. 

46. Æsthetics. Seminary course. Aésthetics, considered philosophic 
ally, historically, and practically. Conferences, prescribed readings, and 


thesis. Professor RAY MOND. 


PHYSICS. 
Howard L. HopckiNs, РҺ.................. o Professor 
EAS B. Rosa, PhD... Oil saisi ee ERE END o1 Professor 
EDGAR BUCKINGHAM, Ph.D.......... ......Assistant Professor 
PERLEY С. NurriNG, Ph.D............ eene „Assistant Professor 
Everett W, Vanier. A.B....... 240... 4570€ 9o «RAB «094 e» « Instructor 
КЕШЕ: Мокин, ЖЕЛСЕ ЛУИ ЕЛАК ОГА Instructor 


First Section. Primarily for Undergraduates. 


I. General Physics. A recitation and lecture course, embracing the 
fundamental principles of mechanics, sound, heat, light, and electricity. 
he lectures are illustrated by experiments. This is a required course 
for Sophomores in Engineering, and may be elected by the general 
student who has had a college course in trigonometry. Mon., Wed., 
Fri., at 4.50. Professor HODGKINS. 

2. Laboratory Physics. A selected series of experiments, mainly 
quantitative. Two two-hour periods. Tu., Th, at 10. Professor 


HopckiNs, Mr. Varney, and Mr. MORTIMER. 
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3. Introductory General Physics. A lecture and recitation course, 
similar to Course 1, but less mathematical, and planned with reference 
to the needs of the general student. Mon., Wed., Fri., at то. Professor 


HODGKINS. 


Second Section. For Undergraduates and Graduates. 


21. Heat. A lecture and laboratory course, based on Preston’s Theory 
of Heat and Poynting and Thomson’s Heat. Three periods. Mon., 
Wed., Fri., at 11. Professor HODGKINS. 

22. Light. A lecture and laboratory course, based on Preston's 
Theory of Light and Schuster's Theory of Optics. Three periods. 
Mon., Wed., Fri., at 5.40. Professor HODGKINS. 


Third Section. Primarily for Graduates. 


40. Light. Advanced study, experimental and mathematical, of some 
one branch of the subject. Professor HODGKINS. 


41. Absolute Electrical Measurements. А course of lectures on the 
theory and practice of fundamental electrical measurements, including 
the more important methods for the measurement of resistance in 
absolute units, the absolute measurement of current and electromotive 
force, the determination of the ratio of the two systems of electrical 
units, the theory of various forms of condensers, the calculation of in- 
ductances from their dimensions, the experimental determination of 
capacities and inductances, and other important problems in electrical 
measurements. A brief history of the present electrical units and an 
account of the classical investigations by which their values have been 
determined will also be given. Professor ROSA. 


42. Advanced Laboratory Work in Electrical Measurements. A 
course in advanced laboratory work in electrical measurements, for 
those who are qualified to undertake it This may include a con- 
siderable range of work, or it may be research work on some impor- 
tant single subject. The amount and character of the work and the 
time and place at which it shall be done will be determined for each 
case separately. Professor ROSA. 

43. Thermodynamics. An introduction to the general principles of 
the subject will be followed by applications to Physics and Physical 
Chemistry. Students should be familiar with Preston’s “ Theory of 
Heat" up to Thermodynamics, or with its equivalent. ‘The course 
will be conducted by lectures with collateral reading. Assistant Pro- 
fessor BUCKINGHAM. 

44. Theory of Electricity. The course will be conducted by lectures 
with collateral reading in Maxwell, Heaviside and Gray. Students 
must have had at least two years’ training in Calculus, and be 


13. ot 
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familiar with the ordinary phenomena of electrodynamics. Assistant 
Professor BUCKINGHAM. 

45. Spectroscopy. An experimental study of the ‘flame, arc, spark 
and vacuum tube spectra of the chemical elements; variations in 
spectra produced by varying excitation; spectra of mixed gases and 
alloys; identification of elements; photography of spectra. Assistant 
Professor NUTTING. 


POLITICAL SCIENCE, 


W. И. - WILLOUGERY, Ph, e ETS ch da os ds Os Professor 
Hows Lae ‘McBain, РАДЭ. erus detache anus pees канае еї Instructor 


NorE.—Advanced and special courses in Political Sciences are offered 
in the College of the Political Sciences, concerning which a separate 
announcement is in preparation. 


First Section. Primarily for Undergraduates. 

га. The American Governmental System. An introductory course for 
the study of federal government in the United States, discussing the 
fundamental nature of the union and the relation of the national gov- 
ernment to the States, territories, and outlying possessions. Three 
hours, first half-year. Dr. McBarn. 

Ib. Actual Government. A continuation of Course та, with emphasis 
upon the actual organization and operation of the national government. 
A study of Congress and the executive departments in action, and of 
the organization and control of political parties. Three hours, second 
half-year. Dr. McBarx. 


Second Section. For Undergraduates and Graduates. 

20. Principles of Political Science. The nature of the State and the 
different types of political life. The fundamental political concepts, 
Such as sovereignty, suzerainty, government, law, etc. Centralized 
States; federal States; confederacies; personal and real unions; pro- 
tected, guaranteed, and administered States; colonies; spheres of influ- 
ence; etc. Two hours, first half-year. Professor WILLOUGHBY. 

21. Comparative Constitutional Law. An investigation of the govern- 
mental forms and the more difficult points in the systems of constitu- 
“ional jurisprudence of the leading nations. Especial attention is de- 
voted to those States which illustrate the federal form of political or- 
ganization- Germany, Switzerland, Canada, and Australia. Two hours, 
second half-year. Professor WILLOUGHBY. 

22. State and Local Government in the United States. A study of the 
Powers, organization, and operation of the State governments; a com 
Parative view of the State constitutions; a study of American types of 


patet Ашы» 


e oN - 
ر‎ mn. 
una ———MÁÀÁ P Py À— eae ead 


BRATZ 


— а 


Ee ee 
es 


a oti ar e 


—M— X Óá——Á(—áÓ n ر چ‎ dn € 


—— PP 


xoc SSeS 18—71. LS mame aa ee 


nl 


| H 120 THE GEORGE WASHINGTON UNIVERSITY. 
8 
| ps 
| | local government, exclusive of the city. [п alternate years; given in 
| | 1908-09. Three hours. First half-year. Dr. McBaiN 

States. A study of the 


23. Municipal Government in the United 


organization and administration of city governnk nt in the United States 


with some comparative study of European condition: [he growth ol 


cities: development of the legal position of the city; powers and liabili 
municipal problems, such as those 
relating to local transportation, police, light and water supply, charities, 
of public utilities. In alternate years; 
First half-year. Dr. McBain. 


ties of municipal corporations; 


education, municipal ownership 


not given in 1908-09. Three hours. 

24. The Theory and Practice of Legislation. А study of the methods 
local, State, and national and the 
of bills. The theory and 


years; given in 1908-09. 


» 


O1 procedure of legislative bodies 


preparation of the subject-matter and form 


к practice of parliamentary law. In alternate 
Three hours, second half-year. Dr. MCBAIN. 
under the Constitution. An ad 


— — —À o 
- e——— EE sale A pte nte 
Se ge ee ae 


25. Private Rights and Immunities 
vanced study of cases showing the development of federal protection of 


private rights and immunities as against the powers of the States 


;: limitations on the powers of 


Remedies against the powers of the Stat 
the States to deprive a person of life and liberty, to define and regulate 
B the uses of property, to impose taxes, to impair the obligation of con 
| tracts, etc. Two hours, second halt-year. Dr. McBAIN 
f 26. American Constitutional Law. An utline of the principles of the 
Federal Constitution as established and developed by judicial interpreta 
Aa tion. Two hours. Professor HARLAN. 
| 
i i PREVENTIVE MEDICINE. 
| GEORGE M. STERNBERG, M.D., LL.D.......... eee SO Professot 
: Third Section. Primarily for Graduates. 
| 40. Food preservatives in relation to the Public Health. The hygienic 
results of milk sterilization. ‘The hygienic results of filtration of mu 
aM nicipal water supplies. The use of chemical agents for the sterilization 
j of water supplies, municipal or domestic. The results of legislative and 
B philanthropic efforts to arrest the progress of tubs rculosis in the United | 
Я States, and especially in the principal cities. 
í 
i PSYCHOLOGY. 
Watston S. Hoven, PhM...... mme Prof esso! 
SHEPHERD IVORY КЕЛИБ ТРИ. К. оен б ..Professo! 
i | WILLIAM CARL Ruepicer, Ph * ОД s odiis vi | Issistant. Professor 


Course 1 or Course 2 must precede all other courses in. Psycholog) 


Students intending to pursue advanced courses 1n Psychology, or courses 


DEPARTMENT OF ARTS AND SCIENCES. 1?1 


in Education, are recommended to take Course I (or Course 2) in their 


Sophomore year. 


First Section. Primarily for Undergraduates. 


1. General Psychology. This course is designed as a comprehensive 
introduction to the principles and methods of scientific psychology. 
Text-book, lectures, and reference-work. Mon.. Wed.. Fri. at то. 


Professor Hovcn. 

2. General Psychology. (Parallel with Course r.) Designed specially 
for teachers. Experimental demonstrations and concrete problems will 
be freely introduced.  Text-book and assigned reading. Tw, Th., 
at 3.30, or at an hour to be arranged. Assistant Professor RUEDIGER. 

Normal school graduates, and teachers of experience, may take Course 
2 instead of Course 1 as the required course preliminary to the courses 
in Education. 


Second Section. For Undergraduates апа Graduates. 

20. Comparative Psychology. The evolution of mind in the animal 
series and in man, including reference to the contributions of race 
psychology and abnormal psychology.  Text-book, lectures, and re- 
ports upon assigned reading. Tu., Th., at то. Professor Ноосн. 

21. Psychology of Conduct. Ап analysis of the causes of human 
action. Lectures and assigned reading. First half-year. Not given in 
1908-09. Professor HOUGH. 

22. Social Psychology. An analysis of the social self and of the psy- 
Chological factors in the life of society. Lectures and reference-work. 
Second half-year. Not given in 1908-09. Professor Hoven. 

23. Experimental Psychology. An introductory laboratory course. 
Experiments on sensation, movement, effects of practice, fatigue, at- 
tention, memory, association, emotional manifestations, etc. Two two- 
hour periods. Hours to be arranged. Assistant Professor RUEDIGER. 

24. Abnormal Psychology. A course in which variations from normal 
Mental processes and their bearing upon problems of normal psychology 


are discussed. This includes: Hallucinations and illusions; defects 
Of the sense organs; disorders of attention, memory and apperception, 
hypnotism. Lectures, demonstrations, and assigned readings. One 


two-hour period each week. Professor FRANZ. 

(This course will be given at the Government Hospital for the 
Insane.) 

25. History of Psychology. Special study of selected masterpieces, 
together with an outline of the whole course of development. One 


hour. Not given in 1908-09. Professor Ноосн. 
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Third Section. Primarily for Graduates. 

40. Experimental Psychology. A laboratory course, treating special 
topics in psychology, such as memory, time of mental processes, move- 
ment, sensation, emotion, abnormal psychology, and physiological psy- 
chology. The topics selected for consideration in any year will be de- 
termined by the need of the students electing the course. Open only to 
students who have taken or are taking the course in general psychology, 
and the introductory course in experimental psychology, or their equiva- 
lents. Hours to be arranged. Professor FRANZ. 

41. Experimental Psychology. А research course. Open only to 
students who have taken Courses 23 and 40, or their equivalents. Stu- 
dents will take up topics for original investigation in some field of 
experimental, physiological, comparative, or pathological psychology. 
(Courses 40 and 41 will be given in the psychological laboratory of the 
Government Hospital for the Insane, which is well equipped for psy- 
chological teaching and research.) Hours to be arranged. Professor 
FRANZ. 

42. Crucial Problems in Psychology. Designed for graduates taking 
a major in Psychology. Professor Houcn. 

Educational Psychology. (See Course 40 under “ Education.") 


ROMANCE LANGUAGES AND LITERATURES. 


GEORGE N. HENNING, A.M........ een n nmn .Professor 
Henri BAULIG, Licencié és 1е{йїтез.......... nn 6n 6n Instructor 
BENJAMIN M. WOODBRIDGE, hd ou sir dusq en ТОТ л MERE 


FRENCH. 
First Section. Primarily for Undergraduates. 

т. Grammar, composition, drill in pronunciation. Fraser and Squair's 
French Grammar. Translation and reading of nineteenth century fic 
tion and history. (400-500 pages.) For beginners. Tu., Th., Sat., at 
9.00. Mr. BAULIG. 

2. Parallel with Course 1. Tu., Th., Sat., at 5.40. Mr. BAULIG. 

3. Translation and reading: Feuillet, le Roman d'un jeune homme 
pauvre; Dumas fils, la Question d'argent; Daudet, Trois Contes; Sar- 
сеу, le Siège de Paris; A. France, Sylvestre Bonnard; Molière, Р Avare; 
Loti, Ramuntcho; Coppée, le Pater; for outside reading, Zeller, Henri 
IV ог Richelieu. Grammar, composition, conversation; Fraser and 
Squair’s French Grammar. Open to students who have passed in 
French 1 or 2, or have fulfilled the admission requirements in Elemen- 
tary French. Mon., Wed., Fri, at 10. Mr. BAULIG. 

4. Parallel with Course 3. Tu., Th., Sat., at 4.50. Mr. BAULIG. 


DEPARTMENT OF ARTS AND SCIENCES. 


5. A third-year course for afternoon students who do not intend to 
pursue further the study of French. Open to students who have passed 
in Course 3 or 4, or have fulfilled the admission requirements in Ad- 
vanced French. Mon., Fri., at 5.40. Mr. BAULIG. 


6. General survey of French literature, seventeenth to nineteenth 
centuries. Translation, collateral reading and reports thereon, lectures 
on literature and the history of the language, composition. Warren’s 
French Prose of the Seventeenth Century, Canfield's French Lyrics, 
Lacombe's Petite Histoire du peuple francais, Crane's la Société fran- 
caise au XVIIe siècle, Corneille, Molière, La Fontaine, Racine, Saint- 
Simon, Montesquieu, Marivaux, Voltaire, Rousseau, Beaumarchais, 
Hugo, Musset, Michelet, Balzac, Augier, Maupassant, Pailleron, A. 
France, Bornier, Daudet. Open to students who have passed in Course 
3 or 4, or have fulfilled the admission requirements in Advanced French. 
Mon., Wed., Fri., at 2.30. Professor HENNING. 


Second Section. For Undergraduates and Graduates. 


Courses in this group are open to students who have passed in Course 
6, or who otherwise satisfy the instructor of their fitness to take them. 


ә 


21. Seventeenth century literature; history, philosophy, criticism, 
memoirs, letters, eloquence, drama, fiction, poetry. Balzac, Descartes, 
Pascal, La Rochefoucauld, La Bruyére, Boileau, Saint Simon, Mme. de 
Sévigné, Bossuet, Corneille, Racine, Molière, Fénelon, Malherbe, La 
Fontaine, etc. Translation, collateral reading and reports thereon, lec- 
tures on literature and history. Thesis. Given in 1908-09. Not given 
In 1909-10. Tu., Th., at то. Professor HENNING. 

23. Eighteenth century literature; history, philosophy, criticism, let- 
ters, drama, fiction, poetry. Montesquieu, Diderot, Rousseau, Voltaire, 
Marivaux, Destouches, Sedaine, Beaumarchais, Bernardin de St. Pierre, 
André Chénier, etc. Translation, collateral reading and reports thereon, 
lectures on literature and history. Thesis. Not given in 1908-09. 

25. Nineteenth century literature; history, philosophy, criticism, 
memoirs, travels, fiction, drama. lyric poetry. Thierry, Michelet, Mi- 
Bnet, Thiers, Taine, Sainte-Beuve, Brunetiére, France, Lemaitre, Renan, 
Gautier, Mme. de Staël, Chateaubriand, Hugo, George Sand, Mérimée, 
Balzac, Flaubert, Daudet, Maupassant, Loti, de Musset, Dumas fils, 

ugier, Maeterlinck, Rostand, Lamartine, de Vigny, the Romantic 
Poets, the Parnassians, the Symbolists, etc. Translations, collateral 
reading and reports thereon, lectures on literature and history. Thesis. 
Mon., Wed., Fri., at 11. Professor HENNING. 

26. French Romanticism: lyric poetry, fiction, drama, history, criti- 
csm, Translation, reading, lectures. This course may be taken only 
In conjunction with English 26. Not given in 1908-09. 


` 


-y wt m mote e 
С^. ү 


à 
i 
j 
| 
i 
І 
І 
i 
1 


124 THE GEORGE WASHINGTON UNIVERSITY. 


Third Section. Primarily for Graduates. 


and philology. Darmesteter's Historical French 


43. Old French 
Professor HENNING. 


La Chanson de Roland, etc. 
Professor HENNING. 


Grammar. 
47. The comedies of Molière. 
with some т‹ fc rence to the 


so. The Romantic Movement in France, 
Professor HENNING. 


ment in England and Germany. 


same move 
| for competent graduates. 


Other courses may be arrange 


SPANISH. 
First Section. Primarily for Undergraduates. 
Hills and Ford's Spanish Grammar. 
Translation and reading of nineteenth century fiction and drama, Open 
to first-year students only by permission of the instructor. Open only 
to students who have had at least one year of French or Latin. Students 
may not elect Spanish and Italian in the same year. Mon., Wed., Fri., 


at 4.50. Mr. WOODBRIDGE. 


I. Grammar, comp siti 1. 


For Undergraduates and Graduates. 

and seventeenth century 
Lectures on literature and 
with at least 


Second Section. 

20. Translation and reading of nineteenth 
works: history, fiction, drama, lyric poetry. 

history. Open to students who have passed in Course 1 

the grade of C, or who otherwise satisfy the instructor of their fitness 

to take the course. Given in 1908-09. Two hours. Professor 


HENNING. 


ITALIAN. 

First Section. Primarily for Undergraduates. 

Grandgent’s Italian Grammar, 
Italian Reader. Translation and reading of nineteenth century fiction 
and drama. Open to first-year students only by permission of the in- 
structor. Open only to students who have had at least one year of 
French or Latin. Students may not elect Italian and Spanish in the 
same year. Given in 1908-09. Not given in 1909-10. Tu., Th., at 11. 


Professor HENNING. 


1. Grammar, composition. Bowen's 


FRENCH CLUB. 
The French Club, composed of instructors and a¢ 
has for its objects the study of French 
Meetings 


lvanced students in 


the department, and of alumni, 


life. customs and history, and the use of the spoken language. 


are held monthly. 


Жы «і 
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SEMITIC LANGUAGES AND LITERATURES. 


FRANK LEIGHTON Day, Ph.D........... ..... Professor 


First Section. Primarily for Undergraduates. 


І. History of the Hebrews. This course covers the history of Israel 
from the beginning to the Maccabean Age, in successive steps: (a) 
From the beginning to Solomon. (b)From Solomon to Nehemiah. 
Tw., Th., at то. 


2. New Testament Times. Including the political, social, and re- 
ligious life from B. C. 175 to А. D. 70. Tu., Th., at 11. 


Second Section. For Undergraduates and Graduates. 


20. А Course for Beginners in Hebrew. Including the acquisition 
of the grammatical principles of the language, the vocabulary, and care- 
ful reading of Genesis, chapters I-VIII. Harper's Introductory Hebrew 


Method and Elements of Hebrew are used as text-books. Tw, Th., 
Sat., at 9. 


22, Prophecy. Its History and Development. This course includes 
the special study of some of the prophetic books, with the life and 
times of the writers. Mon. W'ed., at 1o. 


23. Priestly Element in the Old Testament. Mon.. Wed.. at 9. 


Third Section. Primarily for Graduates. 


40. The Minor Prophets. A course for advanced students in He- 
brew, including Hebrew lexicography, etymology, and syntax. 


41. Jeremiah. The life and times of the writer and critical study 
Of the book. 


42. Religion of the Semites. 
Other courses may be arranged for competent graduates. 


SOCIOLOGY. 


(See statement under Economics and Sociology. ) 


SPANISH. 


(See statement under Romance Languages and Literatures.) 


ZOOLOGY. 
THEODORE Nicnoras Спл, M.D, PhD, LLD............ Professor 
PAUL BARTSCH, M.S, PRIDE Leute ee esee coss of WOfOSSOF 
C. Dwicurt, Malsn, PRD... TOONS oo nee eee 
Juria T, Macumzasm, BS. isi 75 uiscera DANA 


* Absent on Leave. 
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First Section. Primarily for Undergraduates. 


І. Systematic Zoology. I. Invertebrates. This includes lectures and 


work. The lectures in their scope cover all the branches of 
ctures is the study and dis- 


This course is intended 


laboratory 
Invertebrates, and correlated with these le 


section of typical specimens in each group. 
to familiarize the student with biological characters, classificatory laws, 
and the general principles of evolution. Lecture, one hour; laboratory, 
two two-hour periods. Mon. Wed., Fri., at 5.40. Professor BARTSCH. 


2. Systematic Zoology. II. Vertebrates. This includes lectures and 
laboratory work. The lectures will cover the various branches of Verte- 
brata and correlated with these ‘s the study and dissection of typical 
specimens of each group. Open only to students having completed 
Course 1. Mon., Wed., Fri., at 4.50. Professor BARTSCH. 


Second Section. For Undergraduates and Graduates. 


20, Practical Zoólogy. A lecture course illustrated with lantern slides 
and demonstrations. In this course only beneficial and injurious animals 
of all classes will be considered, especial stress being laid upon the 
problems of preservation and extermination. The course aims to ex- 
pound the economic side of zodlogy. Open to all students. One hour. 
Professor BARTSCH. 


23. Ornithology. А systematic course embracing lectures and labor- 


atory work. The lectures are illustrated with lantern slides, showing 
the home life of birds. The laboratory work consists in classifying 
bird skins, of which the University possesses an excellent series. Special 
attention is directed to the study of the birds of the District of Columbia, 
and frequent field excursions are made to familiarize the student with 
the haunts and habits of these forms. Lecture, one hour; laboratory, 
one two-hour period. Tu., Th., at 4.50. Professor BARTSCH. 


Laboratory courses in histology and physiology will be arranged for 


competent students. 


Third Section. Primarily for Graduates. 


40. A general course of lectures on the principles of zoology, in- 
cluding a consideration of the philosophy, the methods of investiga- 
tion, and the systems of zoology as determined by comparative anat- 
omy. The lectures are supplemented by work in the laboratory, 
embracing histology, microtomy, and dissection. The student is re- 
quired to take up some subject or group for original investigation. 
Professor GILL. 

The collections of the United States National Museum and the 
Smithsonian Institution are consulted in connection with all these 


courses. 


zt, e 
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THE JAMES CRICHTON COLLECTION. 


An accession of value and interest to the Zoólogical laboratory is а 
recent gift to the University of a collection of butterflies, made by Mr. 
James Crichton, who died at the age of 27, on March 1, 1907. This 
collection containing many rare and beautiful species, is the third that 
he had made. It is given to the University by the friends of Mr. Crich- 
ton as a memorial to him, and it will be known as the " James Crichton 
Collection.” 


EXAMINATIONS. 


Examinations are conducted under the following rules of the Board 
of Trustees: 

Examinations for degrees shall close at least three weeks before the 
end of the scholastic year, and the names of all candidates for degrees 
who have passed a successful examination shall be officially reported 
to the President at least two weeks before the date of the 
commencement. 


No student shall be credited with an examination for promotion from 


a lower to a higher class or to a final examination who is in arrears for 
tuition. 


LIBRARY FACILITIES. 


A well-equipped reference library and reading-room is open to 
Students from 9 a. m. to 7 p.m. It contains encyclopedias, dictionaries, 
standard works in the various departments of study comprised under 
University Subjects, and the leading literary and scientific magazines 
and reviews. This is the general library of the Department of Arts 
and Sciences and includes the Germanic Library of the late Professor 
Richard Heinzel, of the University of Vienna, recently acquired by the 
University, contains 7200 volumes and pamphlets bearing on Germanic 
philology and literature, and a large number of works and periodicals in 
Pd branches, especially Anglo-Saxon, Old English, the Ro- 
mance languages and Slavic, and the divisional libraries in Engineering, 
Architecture, and Education. 

The Library of Congress is steadily perfecting its collections of 
Standard works in the various branches of University study, and ad- 
vanced and graduate students are there given every facility for pur- 
suing their investigations. The Public Library of the District of 
Columbia is being rapidly equipped with books of especial importance 
А Students, and its facilities are available under the most favorable 
Conditions. Under certain restrictions, the libraries of the governmental 
departments may also be utilized. All these libraries are within casy 
reach of the University. 
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FEES. 
ARTS AND SCIENCES. 
t. Matriculation fee (payable once)..... «tnt EA 


2 Annual library fee......... ней • 54 
з. Tuition fee рег annum for graduate cours leading to the 
degrees of M.A., M.S,, EC E.E., M.E., Jur.D., and Ph.D. 150 
4. Tuition fee per annum for each hour per week « f undergrad 
degrees of B.A. and B.S., and 


uate courses leading to the 
the degree of M.Dip. sees IO 


for graduate courses leading to 
s. Late registration fee in the case of 


the first term after October 20, or 
courses which do not 


students registering for 
for the second term 


after February 20, except for 


begin with the terms... 2 
6. Laboratory courses: 
Material fees: 
Mineralogy А ОНООР ЧАРО СР 5 
Chemistry 2, 3, and 7; Flectrical Engineering ; Physics, 
each 10 
Chemistry, 4 (Assaying)... «nnn 0t nn 20 
Chemistry, except 2, 3, 4 and 7, each. .... ·. 25 
Deposits to cover breakage of apparatus issued, the amounts 
paid in excess of breakage to be returned : 
Chemistry, 2, 3, and 7, еасћ....... 10 
Chemistry, except 2, 3, 4, and 7, each. .... n n 6n 25 
7. Fee for graduation TRI cU PUT TTE T 10 
8 Tuition fee for each of the following special courses, not 
taken by candidates for a degree..... 10 
Architecture, Courses 37 and 38. 
Chemistry, Course 4 ( Assaying). 
9. In determining tuition fees, four hours of laboratory work in 
Architecture, three hours of laboratory work in Chem 
istry, and two hours of laboratory work in other subjects 
count as one hour. 
ro. Fee for a certificate under the seal of the University. ......--- 2 


No change will be made in the fees fixed at the time of registration 
except in the case of a change in or withdrawal from a course of 
studies, and then only upon notice in due form and from the end of the 
current quarter session when such change or withdrawal shall be ap- 
Applications for permission to change a course of studies OT 
of a withdrawal should be made on the prescribed 


will only be received at 


proved. 
for the granting 
form to be obtained from the Registrar and 


the end of a quarter session. 


DEPARTMENT OF ARTS AND SCIENCES. 


PAYMENT OF FEES. 


АП fees are to be paid to the Treasurer. Tuition fees are payable 
quarterly in advance. Matriculation, library, and laboratory fees are 
payable in full in advance. 


BOARD AND ROOMS. 


A register of approved boarding houses is kept by the Treasurer. 
Accommodations cost from $25 to $40 a month. Board and rooms for 
women students are offered in the Women's Building at $30 to $35 per 
month. Women students may apply to the Dean of Women. 


HONORABLE DISMISSION. 


An honorable dismission will always be issued to any student who 
has been granted a withdrawal from the University in good standing. 


For catalogues, application blanks, and further information, address 
THE REGISTRAR, 
The George Washington University, 
Washington, D. C. 


чө „өз е اس‎ 


س Tera Tem‏ ا ج 


A 4 


"L 


„ کے 2٦‏ ہک —— —— 


— M: 


ieee PIS c^t o 


ж» Seet 


n T E 
рау Va e ID LO TR = 
€ ~ 


oe —— 


"Weser 


vw W——— ро e, 


Y 


MR 
= 


LL 


"iot 


Ризат 


CSI: 


EL iid 


————— +. 


E 


нобат ciment sri Atia 


à ee TOR ah = 


Professional Departments. 


—— 


DEPARTMENT OF MEDICINE. 


FACULTY. 


( Arranged, with the exception of the President and the Dean, in the 
several groups in order of collegiate seniority.) 


CHARLES WILLIS Менам, LL.D........PRESIDENT OF THE UNIVERSITY 
WILLIAM Е. R. Рниллрѕ, M.D... "Dean and Professor of Hygiene and 
of Practical Anatomy 


J. Foro THOMPSON, M.D........ Professor Emeritus of Surgery 


ALBERT F. A. KING, A.M., M.D., LL.D... .Professor of Obstetrics and 
Dean Emeritus of the Faculty 


Grorce N. ACKER, A.M., BETS uuo РОБОТ of Pediatrics and 
of Clinical Medicine 


Henry C. Yarrow, М.)............... "Professor of Dermatology 
D. Кекғоот SHUTE, A.B, М.р...........·: "Professor of Anatomy and 
of Clinical Ophthalmology 

STERLING RUFFIN, M.D.......... Professor of Theory and Practice of 
Medicine and of Clinical Medicine 

WILLIAM K. BUTLER, A.M., М.р......... Professor of Ophthalmology 


JoHN VAN RENSSELAER, A.B., M.D......Professor of Clinical Surgery 
CHARLES EDWARD MUNROE, Ph.D....-«+-+++++** Professor of Chemistry 
CHARLES W. RICHARDSON, M.D. Professor of Laryngology and Otology 
GEORGE WYTHE Соок, М.)...........:: Professor of Clinical Medicine 
J. WESLEY Bove, ` ® › Saar” |... Professor of Gynecology 


Tuomas А. CLAYTOR, М.П........... "Professor of Materia Medica and 
Therapeutics and of Clinical Medicine 
A. R. SHanps, M.D....... —..... Professor of Orthopedic Surgery 


RANDOLPH B. CARMICHAEL, M.D....Professor of Clinical Dermatology 


Francis R. Hacner, M.D....... "Professor of Genito-Urinary Surgery 
and Venereal Diseases 


Joun B. NICHOLS, BEEN rri. rene cc oa ue ee ERE of Histology 


WILLIAM C. WOODWARD, M.D., ELS. oie ovre E RUDODUDE of Medical 

Jurisprudence 
ALBERT Ls STAVELY, BEEN FR vena Clinical Professor of Gynecology 
WiLLIAM А. WHITE, М.О........... Professor of Mental Diseases 
I. W. BLACKBURN, M.D.. .... Professor of Morbid Anatomy 
ARTHUR А. SNYDER, А o E e P Ee | linical Professor of Surgery 
SHEPHERD Ivory FRANZ, DAT): oc ccc cece aca РГгОбевгог OI Physiology 
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JOSEPH JAMES KINYOUN, M.D., Ph.D..Professor of Bacteriology and 


Pathology 

Epwarp E. Morse, M.D............. .Assistant Professor of Obstetrics 
EDWARD G. SEIBERT, M.D........... .. Assistant Professor of Chemistry 
ЈллАМ M. Capett, M.D............. .Assistant Professor of Obstetrics 
D. WEBSTER Prentiss, M.D...........Assistant Professor of Histology 
o». Warm, MED Sass a Professor of Surgery 
EDGAR P. COPELAND, M.D... . Assistant Clinical Professor of Pediatrics 
T. S. D. Grasty, M.D.......... Assistant Professor of Bacteriology and 
Pathology 

ЈОЅЕРН M. Hetzer, M.D............Lecturer on Diseases of the Tropics 
L. Н. Тлутов, M.D......... . .... Assistant Professor of Surgery 
Joun В. WELLINGTON, M.D............Assistant Professor of Surgery 
JOHN Н. Linpsey, M.D...... .Assistant Professor of Clinical Medicine 
and Curator of Pathological Museum 

Noste P. Barnes, M.D. ..................Lecturer on Materia Medica 
Durr С. Lewis, M.D. ..........Assistant Clinical Professor of Surgery 
Јони T. Килу, M.D........... Assistant Clinical Professor of Surgery 
H. H. DoNNALLY, A.M., M.D, Assistant Professor of Clinical Medicine 
Huron W, Lawson, M.S., M.D....Assistant Professor of Bacteriology 
and Pathology 

FRANK FREMONT-SMiTH, M.D........Assistant Professor of Pediatrics 


..... Instructor in Anatomy 
2. Instructor in Obstetrics 
, Instructor in Medicine 
AVE coL QE do ОНИН S ERU SE С Instructor in Anatomy 

..... .Înstructor in Medicine 
......Instructor in Gynecology 


V. A. FRANKLAND, M.D..........Instructor in Clinical Gynecology and 
Assistant Demonstrator of Anatomy 

THomas ma Pete, PRD ick ck alee Instructor in Bio-Chemistry 
wed Swart, BSL пано: Instructor in Chemistry 
Henry R. Былзотт, M.D.............+++++++-Instructor in Physiology 
WALTER Н. MERRILL, M.D........... Instructor in Electro-Therapeutics 
. M. а EDE Instructor in Pharmacology 


О. A. M. МсКіммів, M.D..........Clinical Instructor in Laryngology 
and Ophthalmology 

.. Clinical Instructor in Laryngology 
and Ophthalmology 

H. C. en IMD A WA IW Instructor in Physical Diagnosis 
Barnes Floor, M.D............ eese Instructor in Gynecology 
ILBUR R, BRANDENBURG, M.D........... Demonstrator of Bacteriology 
and Pathology 


ES МИЗ oer о 


ж LI Е 7 * T DES [* 
a TTD TE ata ram e r o ig r be pru i. dp m8 m mms 


M PP SEU 


— e — 


neu 


— - 


Eque DL men. Ад jmd — n; 


sma 


EAEN caa 


فن 
E‏ 


4 аҹ ғ 24 
е фы n. ich UR PN Mast — mte сае uem ques 9 m 


y 


С РЕЧ 


= 
Y 


“Sat 
ч 
€ 


ae 


[lel e ow 


wow T 
f Las TZ 


132 THE GEORGE WASHINGTON UNIVERSITY. 


aD Instructor in Physiology 
"Assletent Demonstrator of Anatomy 
Sodio. Instructor in Surger) 

"Instructa r in Physical Dt: 1910515 
.Assistant in Surgery 

‚ Assistant in Surgery 


TRUMAN ABBE, M.D...... 
Grorce B. HEINECKE, M.D. 
J. LAWN THOMPSON, M.D. 
W. W. WILKINSON, M.D. 
CHARLES W. HYDE, M.D.. 
A. L. HUNT, EM ORE йа 
E. T. M. FRANKLIN, M. › Же ТИТ ЕРЕКШ O s UM 
W. J. FRENCH, M.D. СА 
E. Р. MAGRUDER, A. M., M. D ie жашы: 
DANIEL T. BIRTWELL, M.D... 
GLENN I. Jones, M.D........-- 

W. O. Owen, M.D. 


Asaini Demonstrator of Anatomy 
Assistant Demonstrator of Anatomy 
Assistant Demonstrator of Anatomy 
Assistant Demonstrator of Anatomy 
Assistant in Chemistry 


Oc vu 9 РАНЧО ОУУ LE Бони 
F. A. HoRNADAY, 9^ MAS ENS Assistant in ( “hemistty 
C. S. Luptow, Ph.D... اا‎ trator of Histology ' and Embryology 


UNIVERSITY HOSPITAL. 
VISITING STAFF. 
SrERLING Rurrin, M.D.... _ Visiting Physician 


Tuomas А. CLAYTOR, M.D....... nn  Ànszn8n Visiting Physician 
Visiting Pediatrician 


Grorce N. ACKER, М.П............. 0..7. 
A. F. A. KING, A.M. M.D., AN: ҖИР рҮ Visiting Obstetrician 
Henry C. Yarrow, M.D....... nnn n ]áÀ8n8z ` Visiting Dermatologist 


D. Kerroot SHUTE, M.D....... . Visiting Ophthalmologist 


CHARLES W. RICHARDSON, M.D.....-- ..Visiting Lary ngologist 
J. WESLEY BOVEE, e < ре cay caees ees . Visiting Gynecologist 
]онх К. WELLINGTON, 6 ABOUT КТУ Т T EE LAT .Visiting Surgeon 
L. H. TAYLOR, M.D. Visiting Surgeon 
W. а M. SowERS, А. B., M. D.. , .Visiting Surgeon 
W. К. Butter, M.D. 222025 L RE: "Visiting Ophthalmologist 
ah M. CABELL, MD. abe sq OP 4 Associate Visiting Obstetrician 


OUT-PATIENT DEPARTMENT. 
SURGICAL DISPENSARY. 
J. L. RIGGLES, M.D.... 
Assistant 


ARTHUR L. Hunt, M.D. 
nus o Jona к, ДОРА + 02 sence recedes contre tem Assistant 


.In charge 


MEDICAL DISPENSARY. 
In charge 


Joun H. LINDSEY, CE TERME O O TT TE ТҮ LY de 
E. Р. COPELAND, M.D.. Ü НИЕ et E a 
W. А. FRANKLAND, MD... peris 
S. Н. Greene, JR, M.D...... -— 

Assistant 


Н. C. Cosurn, M.D......... 
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С Ri, MJ ok AER CER UE гаен Assistant 
UR В Ee" hs PAE SEN NR dr ERE E eR PE ЛИЙ Assistant 
H. H. DoNNALLY, BM "ОИС Ж a СУЛАРЫ оа c О 
C. W. Hype, BE uos (i bn obs ЛЛ o E AES IT ORO 


GYNECOLOGICAL DISPENSARY. 


POM HON MED IL, es ab bance eoru e PR In charge 
AW. Pia, мр 06 Ег E Assistant 
SAMUEL Fry, л: Др PAE ТҮКҮР И Н аа С 
ADAM KEMBLE, я ДТЧ sa qi uo AA LIES 600s 3 HEURE шн зз 


EYE, EAR, THROAT, AND NOSE DISPENSARY. 


E. G. SEIBERT, „А: E PE AP E ОО REIS LEER D charge 
э MEAN, АБД; cca es vibe eL PER RE. Assistant 


GENITO-URINARY DISPENSARY. 


"y 0, Busia MD... Lorie suci ir .In charge 


SKIN DISEASE DISPENSARY. 


RANDOLPH B. CARMICHAEL, M.D......... ......In charge 


CHILDREN'S DISEASES. 


FRANK FREMONT-SMITH, M.D............. ......In charge 


GENERAL STATEMENT. 


In the chronological order of establishment the Department of Medi- 
cine of The George Washington University is the seventeenth Medical 
School in the United States. The first course of lectures began in 

Tarch, 1825. For many years the school was known as the National 
Medical College: subsequently as the Department of Medicine of the 

olumbian University. By virtue of an Act of Congress approved 
January 23, 1904, the Columbian University changed its name to " The 
orge Washington University." 

| When first established, and for many years thereafter, this school, 
like most others in this country, gave only a two years' course of five 
months each, In 1878 the course was lengthened by the establishment 
of a Spring Session, devoted to lectures in certain special subjects. 

gain in 1879 the course was lengthened to seven months and attendance 
"Pon three annual sessions required; in 1893 attendance upon four 
regular courses was made obligatory upon all candidates for the degree 
9f Doctor of Medicine. The present course of instruction for the 
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t 


degree of Doctor of Medicine extends through four years of eight 
months each. In order to increase the facilities for actual bedside teach- 
ing, the University Hospital was established in 1898 and made a part of 
the Department of Medicine. In 1902 the old building, in which the 
exercises had been held since 1867, gave place to the present enlarged 
and commodious structure. 

The academic year begins on the last Wednesday in September and 
ends on the second Wednesday in June. The next session, the eighty- 
eighth, begins September 30, 1908, and ends June 9, 1909. Students 
must register promptly at the beginning of the session, in order that 
their time of study shall count as a full year. Degrees are conferred at 
Commencement, the first Wednesday in June; at the Fall Convocation, 
the third Wednesday in October, and at the Winter Convocation, Feb- 
ruary 22. 

For catalogues and other information address either the Registrar 
of the University or the Dean of the Department of Medicine, The 
George Washington University, Washington, D. 5 


ADMISSION. 


Candidates for matriculation must show that they are fitted by 
previous education tO study medicine. The requirements are as fol- 
lows: 

Advanced Requirements After 1909. 


Beginning with the session of 1909-10 no student will be matriculated 
for the degree of Doctor of Medicine (a) who has not completed satis- 
factorily in an approved college or scientific institution two years of 
work of a regular course for a baccalaureate degree or (0) who does 
not possess equivalent educational training and acquirements. 

Applications for matriculation will be required (a) to submit certifi- 
cates, duly authenticated, of the college or scientific institution in which 
their work was done, setting forth the courses taken and the grades 
attained or (b) to pass satisfactorily examinations equivalent to the 
final examinations in subjects of the sophomore year of approved col- 
leges or scientific institutions and aggregating fifteen units. In both 


cases, (a) and (b), one unit must be in physics and one unit in 


chemistry. 


Admission Requirements for the Session of 1908-09. 


Admission Without Examination. 


Candidates are admitted without examination : 
(1) Upon presenting a diploma or certificate of an approved college 


conferring on them the degree of A.B. or B.S., or an equivalent degree 


in the arts and sciences. 
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(2) Upon presenting a diploma or certificate of graduation from a 

T high school, academy, or preparatory school approved by the University 
as maintaining an adequate standard. 

(3) Upon presenting a certificate of admission to the freshman class 
of an approved college. 

(4) Upon presenting a medical student’s certificate issued by a State 
board. 

(5) Upon presenting a certificate of admission to another medical 
school approved by the University as maintaing an adequate standard. 


Admission by Examination. 


Candidates unable to comply with the foregoing requirements are ad- 
mitted upon passing an examination based upon the general require- 
ment for admission to the Freshman Class of Columbian College 
of the University, which is a four-year high school course, or its 
equivalent. This examination comprises subjects selected from the 
annexed list equal to 15 units. For admission to the Department of 
Medicine nine (9) of the 15 units are required in the following subjects: 


U nits. 
‚о, Ж КИЕРӘ ЕНЕ КӨ AAA EIE EAS gee a y o 4 
Pentaho osc uve evans cba 4dwuné dest FAMEM RARE RES 3 
с. ДАРРЕН edic pene veo ae a a r e I 
Latin, French. or Geri г. сестене еа I 
AO0UÍ. «е» өө» аб элә aa VA ada ERES 9 


The other 6 units may be selected from the other subjects. А unit 
IS considered the equivalent of one year's high school work іп a subject. 


List of Subjects. 


| English : Units. 
4, A O естон оне ГОК I 
(b) Rhetoric and Composition ............. eee I 


(c) Literature—a knowledge of the form, subject- 
matter, and literary history of prescribed works 
las toquited cdi aa o aa <s 2 


The following are the works prescribed for 1907-08: Burke's Speech 
0n Conciliation, Macaulay's Essay on Addison, Macaulay's Life of John- 
son, Milton's L’Allegro, Il Penseroso, Comus, and Lycidas; Shake- 
Speare’s Julius Cæsar. Equivalent readings may be offered. 
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Latin : Units. 
(a) Elementary Сгаттаг.......... 5555 I 
(b) Czsar’s Commentaries, Books І-ІУ............ I 
(c) Advanced Latin ....... eee tnm 2 

Greek : 
(a) Elementary Grammar .....«« n tnt 0 I 
(b) Xenophon or Homer .............. I 
(c) Advanced Greek ............... 880006 n I 

Modern Languages : 
(a) Elementary French Grammar ......... ее I 
(b) French, translation of easy ргоѕе................ I 
(c) Elementary German Grammar ...--+++++++*: I 
(d) German, translation of easy ргоѕе............:.::. I 

History: 
ер о ССМ ене ЖК АЛНУР toon I 
О wih bance Kesoeencusaswoes ane se cage serene tnn I 
Greek or Roman cacao жже бозо,» I 
ELEM oir дын ды р ее осно о coe T teqet e I 

Mathematics: 
(a) Algebra through quadratics .......... оон 1% 
(b) Plane Geometry ............. ененин I 
(c) Plane Trigonometry ........... n mmn. 1 
(d) Advanced Mathematics ..... nnnm mmm I 

Sciences : 
PIS on ccd has ee ctovrcewrenepecscessoncaceenece ses I 
Chemistry "dedu culito ss sper’ tie 
AStrONOMY. Cacao Coe неее ононе y 
снов 50+, #955455» оъ оеро тоа ttt I 
Geology Tac po ТНТ | 
А чу ЕРЙ АННАНЫН СЕРТ ТОЛК Л ЫККА I 
Physical Geography ........... ннн. y 
Physiology... eee eerte 4 
EUM ND aai sed hn casio EOS SEHD, y 
Economics прозна 47 38 


Тһе scope of the different subjects is indicated by standard high 


school text-books. 

Candidates may offer other subjects than those stated in the fore- 
going list of subjects, and if they are acceptable examinations will 
be arranged. А candidate may offer certificates of an approved school 
for work done in any of the foregoing subjects, and will be credited 
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with the units represented by such work. А candidate failing to pass 
in two of the subjects of his examination may be admitted to the first 
t year upon the condition that he make up the deficiency before entering 
the second-year class. The examinations are conducted by examiners 
appointed by the Superintendent of Schools of the District of Columbia. 
As the laws relating to the preliminary educational qualifications 
required of students of medicine differ in many of the States of the 
Union, candidates are advised to make themselves familar with the 
provisions of the medical statutes of the States in which they con- 
template applying for license to practice. Attention to this precaution 
may save future embarrassment. 
Examinations for admission to the first-year Medical class will be 
held in Hall No. 2 of the Medical Building, in accordance with the 


following schedules : 


May 25 and September 14, 10 a. m., English. 


May 26 and September 15, 


May 2 


May 
May 


28 


and September 10, 
and September 17, 


29 and September 18, 


IO 
IO 
IO 
IO 


a 


a. 
a. 


‚ m., Mathematics. 
m., Physics. 
m., Latin. 


а. m., Electives. 


ADMISSION OF STUDENTS FROM OTHER SCHOOLS. 


Students of other recognized and approved medical schools may be 
admitted to this school as follows: 

Those qualified to enter the second year of their own school may 
be admitted to the second-year class of this school; those qualified to 
enter the third year of their own school to the third year of this school, 
and those qualified to enter the fourth year of their own school to the 
| fourth years of this school: Provided, however, that the subjects pur- 
| sued by the applicants in their previous year ог years are reasonably 
equivalent to those required in the same year or years of this school. 
and that the requirements for advancement from class to class are the 
equivalent of those in this school Applicants may be required to 
submit to examination in all the subjects pursued by the previous class 


Y of this school. 


DEGREE OF A.B. AND M.D. IN SIX YEARS. 


Ihe degrees of Bachelor of Arts and of Doctor of Medicine may be 


х Obtained in six years by students, who, pursuing the appropriate courses, 
| take and complete in Columbian College of this University two years 
Work aggregating thirty units, of which five units must be in Physics 


Department of Medicine, 


and five in Chemistry, and then, entering the 
of Doctor of 


successfully complete the prescribed course for the degree 
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Medicine. The degree of A.B. will be conferred upon the completion 
of the second year's work in the Department of Medicine, and that of 
M.D. upon the completion of the fourth year's work. 


ADVANCED STANDING. 


No advanced standing can be given for degrees in Dentistry, Veterin- 
ary Medicine, or Pharmacy. 

Students holding degrees in Arts, Science, or Philosophy, who in 
the course of study for their degrees have pursued studies in chem- 
istry, physiology, anatomy, histology, bacteriology, or pathology, equiva- 
lent to the courses in these subjects in this school, may upon satisfactory 
evidence of their proficiency be credited with such studies. 


SPECIAL STUDENTS. 


Students, approved by the Dean, not candidates for the degree of 
Doctor of Medicine, may be admitted without examination to pur- 
sue any course they may elect. Such courses cannot, however, be sub- 
sequently considered as time spent in the course for the degree of 
Doctor of Medicine. Nor can such students enter upon the regular 
medical course without complying with all the regular requirements for 
admission. 


WITHDRAWALS. 


A certificate of work actually done will be given to any student wish- 
ing to withdraw or transfer to some other school during the session. 
Written notice of such withdrawal or transfer must be filed with the 
Dean at the time of requesting the certificate, and the student must 
have paid all fees and dues chargeable against him up to the end of the 
quarter in which he withdraws. 


CLASSIFICATION ОЕ STUDENTS. 


Students are divided into four classes, according to their proficiency, 
and the time spent, viz. first year, second year, third year and fourth 
year. Students cannot advance to a higher class with more than one 
major and one minor condition. Students failing in any subject or 
subjects may be permitted at the next examination period a re-examina- 
tion in the subjects in which they fail. The Faculty may dismiss any 
student from the school, if in its judgment such student be deemed an 
unsuitable person, intellectually or otherwise for the profession of 


medicine 
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ORDER OF INSTRUCTION. 

A change in the arrangement of the subjects of the curriculum went 
into effect with the session of 1905-06. This change was made in order 
to secure a more logical correlation of the subjects, enabling the stu- 
dent to utilize his time to better advantage. 

The subjects studied in each year are shown in the following table: 


First Year. Second Year. | Third Year. Fourth Year 
| 
Anatomy. Organic and Physio- | Practice. | Clinical Medicine. 
logical Chemistry. 
Histology. 
Bacteriology. Surgery. Clinical Obstetrics. 
Physiology. | Pathology. Obstetrics. | Clinical Surgery. 
General Materia Medica. Therapeutics. | Laryngology. 
Chemistry. | 
Pharmacology. Gynecology. | Otology. 
Hygiene. Medical Juris- | Ophthalmology. 
prudence. | 
s | 
Clinical Microscopy. | Clinics. | Dermatology. 
Physical Diagnosis. Psychiatry. 
Pediatrics. 
Neurology. 


Tropical Diseases. 


— 


‚ The greater part of the fourth year is devoted to clinical work 
in the hospitals. During this year, however. general instruction is 
also given in Mental Diseases, Neurology, Dermatology, Ophthal- 
mology, Laryngology, and Otology. Not less than 1000 hours of 
clinical work are required. 
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Optional Five-Year Course. 
Since the session of 1904-05 a five-year optional course has been 
offered for the benefit of students unable to do in the prescribed time 
the work of the regular four-year course. In this course the subjects 


are arranged as follows: 


First year. Second year. | Third year. Fourth year Fifth year. 
| | ; | 
Anatomy. Physiological | Bacteriology. | Practice. Clinical 
and organic | Medicine. 
а . | 
Chemistry. 
. è | " - . . 
Histology. Physiology. |Pathológy. Surgery. Clinical 
Obstetrics. 
General Materia Hygiene. Obstetrics. Clinical 
Chemistry. Medica. Surgery. 


Iha "mm : 
Pharmacology ‘Therapeutics. Gynecology. | Laryngology. 


| Medical Juris- | Otology. 
| prudence. | 
| Ophthal- 
|Clinical mology. 
| Microscopy. 
Dermatology. 
Physical i 
| Diagnosis. Psychiatry. 
| Pediatrics. 
| Neurology. 


{ 


Tropical Dis- 
| eases. 
| 
[his course requires an average of not less than 700 hours annually 
during the first, second, third and fourth years, and 1200 hours during 
the fifth year. 


ANATOMY. 


First Year. 
Hours. 


Lectures, 2 hours, Oct.-Jan. Professor уз... ЖЕЛ od xit ali Ke e GO 
Recitations, 1 hour, Oct.-Jan. Dr. RIGGLEs and Dr. GREENE. ...... 32 


Osteology, 15 hours, Oct.-Nov. Professor PHILLIPS and assistants, 120 
Dissections, 15 hours, Nov.-Mar. Professors SHUTE, PHILLIPS and 


assistants 300 
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Second Year. Hours, 


Lectures and Demonstrations, 1 hour, Oct.-May. Professor SHUTE, 32 


Text-books: Cunningham's Text-book of Anatomy, Gray's Anatomy, 
Cunningham's Manual of Practical Anatomy. 


Collateral reading: Quain's Anatomy, Spalteholz's Anatomy, Taylor's 
Applied Anatomy, Wiedersheim's Structure of Man. 


HISTOLOGY AND EMBRYOLOGY. 
First Year. Hours. 
Histology, Laboratory, 9 hours, Oct.-Dec. Professor NICHOLS and 
RENNES Co Loses n*amsoRendatsteenp3PaR e ENS TENERA TER» RN 100 
Embryology, Laboratory 9 hours, Jan. Professor NICHOLS and 
е OPENEN clades ase VEN Sui Eb nbs bib teste Ус гк улг бе 36 


Text-book: Nichols's Histology. 


Collateral reading: Bohm and von Davidoffs Histology, Stohr's 
Histology. 


PHYSIOLOGY. 


First Year. Hours. 


Lectures and Conferences, 3 hours, Feb.-May. Professor Franz, 48 
Recitations, 2 hours, Feb.-May. Professor Franz and Dr. ABBE.. 32 
Laboratory, 12 hours, Feb.-May. Professor Franz and Dr. ABBE.. 192 


Second Year. 
Pathological Physiology, 1 hour. Professor Franz and Dr. ELLIOTT, 32 
Pharmacological Laboratory, 2 hours, Oct.-Jan. Professor FRANZ 
and De. ELLIOTT ....ccccccc si ts kus тони d 40 cure x) a arteria d o ae 
Text-book: Tigerstedts Physiology; Howell's Physiology. 


Collateral reading: Schafer's Physiology, Landois’ Physiology, 
American Text-book of Physiology, Stewart’s Physiology. 


CHEMISTRY. 


First Year. Hours. 


Lectures and Recitations, General Chemistry, 3 hours. Professor 
Munroe and Mr. SWEETIE nines horto 
Laboratory Work, 4 hours, Feb.-May. Assistant Professor SEI- 
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Second Year. Hours. 
Lectures, Organic Chemistry, 2 hours, Oct.-Feb. Professor MUN 
nM CLE li peso Minin. 4, е dup HEN GOS 0 оо di hA PASE CESS. tat жэие 32 
Laboratory Work, 2 hours, Oct.-Feb. Assistant Professor SEIBERT, 32 
Physiological Chemistry, lecture 1 hour, Oct.-Feb. Assistant Pro 


fessor SEIBERT ......--. e ehh tntn 16 
Physiological Chemistry, laboratory 2 hours, Oct.-Feb. Assistant 
Professor SEIBERT .......... nnnm hn 32 


Text-books: Holland’s Medical Chemistry and Toxicology, Long's 
Text-book of Physiological Chemistry, Platt's Manual of Qualitative 
Analysis and Medical Chemistry. 

Collateral reading: Simon’s Manual of Chemistry, Hammarsten's 
Physiological Chemistry, Richter's Organic Chemistry, Barker's Text- 
book of Elementary Chemistry. 


MATERIA MEDICA AND THERAPEUTICS. 


Second Year. Hours. 
Lectures and Recitations on Materia Medica, 3 hours. Dr. BARNES, 90 


Third Year. 


Lectures on Therapeutics, 2 hours. Professor СІ.АҮТОК........... 64 

Recitations, 1 hour. Dr. RANDOLPH....... een tt nm ntn. 32 

Lectures and Demonstrations. Electro-Therapeutics 1 hour, Feb. 
May. Dr. MERRILL ......ee nn HH 16 


Pharmacology. (See under Physiology.) 


Text-books:  Wood's Therapeutics, Wilcox's Materia Medica and 
Pharmacy. 

Collateral reading: Hare’s Practical Therapeutics, Culbreth's Materia 
Medica and Pharmacy, Cushney's Pharmacology, Osborne's Introduction 
to Pharmacology and Medicine. 


BACTERIOLOGY AND PATHOLOGY. 


Second Year. Hours. 
Bacteriology, Laboratory 12 hours, Oct.-Jan. Professor KINYOUN 
and assistantS 2...0... eooeeespooprossssoocosoeccosotovett 194 
Pathology, Laboratory, 12 hours, Feb.-May. Professor KINYOUN 
and assistants ......... eese hhetobeseesoe hte eoo 194 
Clinical Microscopy, 4 hours, May. Professor KINYOUN and as 
sistants 16 


Text-books:  Abbott's Principles of Bacteriology, Delafield and 


Prudden’s Pathology. 


g^ 
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HYGIENE. 
Second Year. Hours. 


Recitations and Demonstrations, 2 hours, Feb.-May. Professor 
ОСАО YE du te ee ele le OS СОМУ ЭРЕ ТТЛ, КЫС, 34 


Text-book: Harrington’s Hygiene. 
Collateral reading: Notter and Firth’s Hygiene. 


SURGERY. 
Second Year. Hours. 
Surgical Technique and Bandaging, 3 hours, Feb.-May. Assistant 
Professor WHITE and assistants. 48 
Third Year. 
Lectures, 2 hours. Assistant Professor WELLINGTON.............. 64 
Surgical Pathology, 1 hour. Assistant Professor SOWERS....... 32 
Recitations, I hour. Assistant Professor TAYLOR, and Drs. Cors: 
rawe and TEOMPSONE LL.pvueusatewso dct penser E TY 5445 32 
Fourth Year. 
Fractures and X-Ray, 1 hour. Assistant Professor WHITE........ 28 
Opthopedics, 1 hour, Oct-Dec. Professor 5НАМр5............... 12 


Genito-Urinary Surgery, 1 hour, Jan.-Mar. Professor HAGNER... 12 
Text-book: Da Costa's Surgery. 
Collateral reading: von Bergmann's System of Surgery, Park's 
Surgery. 
CLINICAL SURGERY. 
Third Year. Hours. 
Amphitheatre Clinics, 1 hour. Assistant Professors TAYLOR, 
SOWERS, WELLINGTON. .......ccccc cece hh hh rm res 32 
Fourth Year. 
Clinics, Professors VAN RENSSELAER, SNYDER; Assistant Profes- 


sors WELLINGTON, TAYLOR, Sowers, WHITE. ETAGE 

Ward Classes, 4 hours. Assistant Professors Sows ERS ид TAYLOR, 120 

Case Teaching, 2 hours. Assistant Professor TAYLOR. ........-**- 64 
OBSTETRICS. 

Third Year. Hours. 

Lectures, 2 hours. Professor KING. ......... eee nnn rmn 64 

Recitations, 1 hour. Dr. MEDFORD. ...... n n tn 32 

Mannikin Demonstrations. Assistant Professor MorsE....------> 5 

Clinics (third and fourth year classes). Assistant Professors : 


CABELL, Morse, and Dr. MEDFORD..... 


* Time variable, depending upon cases. 
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Text-book: King’s Manual of Obstetrics. 
Collateral reading: Hirst’s Obstetrics, Williams’ Obstetrics, Jewett's 


Practice of Obstetrics. 


THEORY AND PRACTICE OF MEDICINE. Hours. 
Lectures, 3 hours, Third and Fourth Year. Professor RUFFIN.... 90 
Recitations, t hour, Fourth Year Class. Dr. REICHELDERFER....... 32 
I TUI SA T De MACAE Aon On 
Clinics, 1 hour. Fourth Year Class. Professor RUFFIN.......... 3? 
Lectures on Tropical Medicine, 1 hour, Jan.-Mar. Dr. HELLER.... 12 


Second Year. 
Physical Diagnosis, 2 hours, Feb.-Mar. Dr. WILKINSON......... 32 
Text-books and works of reference: Osler’s Practice of Medicine, 
Tyson's Practice of Medicine, Anders’ Practice of Medicine, Sahlinger 
and Kalteyer's Modern Medicine, Hare's Practical Diagnosis, Musser's 
Clinical Diagnosis, Simon’s Clinica] Diagnosis, Klemperer’s Clinical 
Diagnosis, Cabot’s Clinical Examination of the Blood. 


CLINICAL MEDICINE 
Third Year. Hours. 
Ward and Section Classes. Assistant Professors FREMONT SMITH, 
MT SN os АУ ce te tdhe e) upesventenowechestáns OM 
Fourth Year. 


Ward Clinics, 4 hours. Professors Rurrin, ACKER, CLAYTOR, COOK, 


and De. COPELAND: coco b оноон оона osse sed rtoo ooo нао и, 220 
Case Teaching, 2 hours. Assistant Professor LINDSEY............ 04 
GYNECOLOGY. 

Third Year. Honre. 
Lectures, I hour, Oct.-May. Professor ВоуЕЕ.................... 32 
Recitations, т hour, Oct.-May. Drs. MILLER and HooE............ 32 


Fourth Year. 
Clinics (in sections). Professor Bover, Drs. MILLER, FRANKLAND, 
and НооЕ ер Ч Ч EE) PO TE ee bbs ee eee OE TET WO 38 


Text- books: Bovée's Practice of Gynecology, Hirst's Diseases Of 
Women. 

Collateral reading: Dudley's Gynecology, Penrose's Diseases of 
Women, Montgomery's Text-book of Gynecology. 
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NERVOUS DISEASES. 


Fourth Year. Hours. 
Lectures, т hour. Professor tie ake v Wadi p Med came өф osname 
Clinics, | hour. Professor -—— „ее dea e's aes 66 O00 oe 6 89508 32 


Text-book: 
LARYNGOLOGY AND OTOLOGY. 


Fourth Y ear. Hours. 
Lectures, 3 hours, Oct.-Nov. Professor RICHARDSON.........+++++ 24 


Clinics. Professor RICHARDSON, Dr. Dye, Dr. McKIMMIE........- 24 
Text-books: Kyle’s Diseases of the Nose and Throat, Dench’s Dis- 
eases of the Ear. 


OPHTHALMOLOGY. 


Fourth Year. Hours. 
Lectures, 1 hour, Jan.-Mar. Professor BUTLER. ......... eee i2 
Clinics. Professors BUTLER and SHUTE, and Dr. SEIBERT.......... 12 


Text-book: May’s Diseases of the Eye. 


DERMATOLOGY. 
Fourth Year. Hours. 
Lectures, т hour, Oct.-Dec. Professor YARROW....... nnn nn ng I4 
Clinics, Oct.-Dec. Professors YARROW and CARMICHAEL........... 12 


Text-book: Jackson's Diseases of the Skin. 


MENTAL DISEASES. 

Fourth Year. Hours. 

Lectures and Clinics, 1 hour, Jan.-May. Professor WHITE.......- 20 
Text-book: White’s Outlines of Psychiatry. 

Collateral reading:  Paton's Psychiatry; Kraepelin's Clinical Psy- 

chiatry. 
MEDICAL JURISPRUDENCE. 
Third Year. Hours. 
Lectures, 1 hour, Feb.-May. Professor WOODWARD... ttt mno 


Text-book: Reese’s Medical Jurisprudence and Toxicology. 


PEDIATRICS. 
Fourth Year. Hours. 
12 


Lectures, [ hour, Jan.-M Ir. Professor ACKER. yuk 
Clinics. (See Clinical Medicitre. ) 
Text-book: Holt’s Diseases of Infants and Children. 
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MORBID ANATOMY. 
Fourth Year. Hours. 


Post-Mortem Demonstrations, 1 hour, Jan.-May. Professor BLACK 


EXAMINATIONS. 


Examinations are held at the end of the course in each subject. Stu- 
dents failing in examination will be permitted to be re-examined at 
the next regular examination period. Students failing in re-examina- 
tion in a major subject must repeat the subjects in which they do not 
attain a grade of 80 or more. Students failing to appear at the regular 
examinations will not be examined until the next regular examination, 
except by special permission of the Faculty, and in this event an extra 
fee of $5.00 will be charged. Students failing to pass satisfactorily their 
practical laboratory examinations will be required to repeat the labora- 
tory courses and pay the regular laboratory fees. Students will not be 
admitted to examination unless they have paid all fees due at the time or 
present a permit signed by the Treasurer. In order to avail themselves 
of the privilege of re-examination students must file their applications 
with the Dean not later than fifteen days before the date set for the 
examinations. 

In addition to the foregoing examinations students are required: 
to dissect satisfactorily one lateral half of the cadaver; to report satis- 
factorily an analysis of a specimen of urine and a clinical examina- 
tion of a specimen of blood; to examine and report upon six 
clinical cases in general medicine and two cases in surgery; to per- 
form satisfactorily two major surgical operations upon the cadaver; 
to work not less than two weeks in the Dispensary Service of the 
University or other hospitals; to work not less than two weeks in the 
Clinical Laboratory of the University or of some other hospital ap- 
proved by the Dean; to take charge of one or more obstetrical cases 
and to report thereon; to examine and report on one case in either 
ophthalmology, laryngology, otology, dermatology, or orthopedics; to 
report upon one case in gynecology. 

Proficiency is marked upon a scale of тоо. А grade of 70 is required 
to pass an examination. 

Students do not receive their numerical grades, but are notified that 


they have attained grades A, B, C, D, E, or F, as the case may be. А 
signifies 96 to 100; B signifies 90 to 95; С signifies 80 to 89; D signifies 
70 to 79; E signifies failure; F signifies failure to appear for examination. 
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REQUIREMENTS FOR DEGREES. 


Every candidate for the degree of Doctor of Medicine must be of 
reputable character, must have passed all his examinations, and be at 
least twenty-one years of age at the time of graduation. He must have 
complied with the admission examination and other requirements herein 
set forth. He must file with the Dean, at least 30 days before the dates 
fixed for conferring of degrees, a notice of his intention to appear for 
graduation, and he must be present at the time specified for examina- 
tion, and also at Commencement or Convocation. The degree is not 
conferred in the absence of a candidate except by special consent of the 
President's Council. Graduates of other accredited colleges must spend 
one year in residence at this school. 

Candidates who have completed their courses, but have not passed 
their final examinations, may take the fall or the winter re-examinations 
upon payment of a fee of $10, and, if successful, receive their diplomas 
at the Fall or Winter Convocation, as the case may be, upon the payment 
of the diploma fee. 

А student who has failed of graduation after repeating his final 
year will not be permitted to maintain his connection with the school. 

Candidates who in their work and examinations attain general averages 
of 8o or more will be presented to the Faculty for consideration with 
reference to being designated as "having graduated with distinction." 
If in the opinion of the Faculty such candidates have shown themselves 
to be possessed of more than ordinary merit, they will have inscribed 
upon their diplomas beneath their degree the words “ with distinction,” 
and the names of such graduates will be distinctively printed at the 
head of the list of graduates of the year. 


COURSES IN ARTS AND SCIENCES. 


Students taking a full course for the degree of Doctor of Medicine 
may, if otherwise qualified, be admitted without additional fee, except 
laboratory fees, to courses in the Department of Arts and Sciences, 
provided such courses do not exceed in the aggregate six hours a week. 


SCHOLARSHIPS. 


Applications for scholarships should be filed with the Dean not later 
than September то. Students holding scholarships pay the matricu- 
lation, library, laboratory, and graduation fees, and make the deposit 
to cover breakage. Holders of scholarships must also maintain à 
satisfactory scholastic average. 

Corcoran ScHOLARSHIPS.—In recognition of the liberality of the late 
W. W. Corcoran, the University has established in this department six 
free scholarships. 
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Two of these scholarships are open for competitive examination to the 
graduates of the several high schools and the manual training school 
of the District of Columbia. These two scholarships are awarded to 
the two students whose averages are highest. 

Two of the scholarships are open for competitive examination to 
graduates of any reputable high school or college who shall give satis- 
factory written evidence of pecuniary inability and certificates of good 
moral character and industry. These two scholarships are awarded to 
the two graduates whose averages are highest. 

The remaining two scholarships are open for competitive examination 
to students who, though not graduates of any high school or college, 
give satisfactory evidence that they are fitted by previous education for 
the study of medicine, and at the same time give satisfactory written 
evidence of pecuniary inability and certificates of good moral character 
and industry. These two scholarships are aw arded to the two students 
whose averages are highest. 

In establishing these averages professional aptitude and general quali- 


f&cations are considered along with scholastic ability. 


MEDICAL MISSIONARY SCHOLARSHIPS. Two Medical Missionary 
Scholarships will be given to such applicants as are judged by the Presi- 
dent of the University best qualified to enter upon the study of medicine 
for the purpose of becoming medical missionaries. These scholarships 
are awarded for one year only, but they may be renewed. 


PRIZES. 


A general examination prize of $50 is annually awarded to the candi- 
date for graduation who attains the highest average grade in all 
subjects. 

Professor H. C. Yarrow gives a prize for the best examination in 
Dermatology. 

Professor CHARLES W. RICHARDSON gives à prize for the best ex- 
amination in Laryngology and Otology. 

Professor ACKER gives a prize for the best examination in Pediatrics. 

Professor BUTLER gives a prize for the best examination in Ophthal- 


mology. 
HOSPITAL APPOINTMENTS. 


Three interns are annually appointed in the University Hospital. They 
are appointed from graduates who have served as externs. Seven 
externs are also appointed from graduates and from the fourth-year 
class. These appointments are made upon competitive examinations 


under conditions determined by the gov: rning authorities of the Hos 


pital. Appointments to similar positions аге ор n tO the eraduates and 


Pyme 
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undergraduates of this school in the following other hospitals of the 
city: Garfield Memorial Hospital, Emergency Hospital, Columbia 
Hospital for Women, Casualty Hospital, Providence Hospital, Wash- 


ington Asylum Hospital, Children's Hospital, Episcopal Eye, Ear, 


Throat, and Nose Hospital. 


CLINICAL FACILITIES. 


The following hospitals are open to the students of this school for 
clinical study. 


University HosPiTAL.— This hospital is a part of the educational 
equipment of this University, and is intended to be used primairly in 
instructing the students in clinical medicine, surgery, and obstetrics. 
It has also in connection with it an out-patient or dispensary service in 


all departments. 


GARFIELD MEMORIAL HosPrrAL.—This institution has 118 charity beds. 
Clinics are given regularly throughout the session by members of the 
Faculty connected with the visiting staff of the hospital. There is also 
an out-patient department, giving good opportunities for experience in 
the practice of physical diagnosis. 


CHILDREN’S HosPrrAL.—Regular clinical instruction is given in the 
medical and surgical wards by members of the Faculty on the visiting 
staff of the hospital. This institution has 100 charity beds. There is 
also a large out-patient department. 


EMERGENCY HOSPITAL AND CENTRAL DisPENsARY.— This hospital has 
36 charity beds, and has a very large out-patient service. The large 
emergency service gives exceptional facilities in clinical surgery. Sev- 
eral members of the Faculty are on its visiting and dispensary staffs and 
give clinical instruction to the students. 


COLUMBIA HosPrrAL ror WowEN.— This hospital has 68 charity beds 
for diseases peculiar to women and 50 charity maternity beds. Members 
of the Faculty are connected with its service and use its facilities for 


clinical instruction 


PROVIDENCE HospitaL.—This institution has a large charity service— 
100 beds for medical and surgical cases and 30 maternity beds. 


THE GOVERNMENT HOSPITAL FOR THE INSANE.— This hospital is main- 
tained by the United States Government. It has 2,500 beds. Clinical 
instruction in mental diseases is given by the superintendent of the 
hospital, who is a member of the Faculty of this school. 
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FprscopaL Eve, Ear, THROAT, AND Nose HosrrrAL.—Excellent oppor- 
tunities for clinical instruction in ophthalmology, otology, laryngology, 
and rhinology are offered by this hospital. Members of the Faculty are 
on its staff. 


LUTHERAN Eve AND Ear Dispensary.—This dispensary affords good 
opportunities for clinical study of diseases of the eye, ear, throat, and 
nose. Clinical instruction is given by a member of the Faculty. 


CasuaLTY Hosprrat.—Opportunities in emergency and dispensary 
work are afforded by this institution. 


LocATION OF HOSPITALS. 


University Hospitat, H street between Thirteenth and Fourteenth 
streets. northwest, and adjacent to the Medical Building. Visiting staff : 
Members of the Faculty of the Department of Medicine. 


Garfield Memorial Hospital, Florida avenue and Tenth street, north- 
west. Members of the Faculty on the visiting staff: 

Professor CLAYTOR, Clinical Medicine; Professor Coox, Clinical Medi- 
cine; Professors VAN RENSSELAER and SNYDER, Clinical Surgery; Pro- 
fessor SrAvELY, Clinical Gynecology; Professor CARMICHAEL, Clinical 
Dermatology; Professor BUTLER, Clinical Ophthalmology; Professor 
Hacner, Clinical Genito-Urinary Surgery. 


Children's Hospital, W street between Twelfth and Thirteenth streets, 
northwest. Members of the Faculty on the visiting staff: 


Professor WELLINGTON, Clinical Surgery; Professor ACKER, Clinical 
Medicine. 


Emergency Hospital and Central Dispensary, Fifteenth street and Ohio 
avenue, northwest. Members of the Faculty on the visiting staff: 

Professor Hacner, Clinical Genito-Urinary Diseases; Dr. MACATEE, 
Clinical Medicine: Professor CARMICHAEL, Clinical Dermatology; Dr. 
MILLER, Clinical Gynecology; Professor SHANDS, Orthopedics. 


Columbia Hospital for Women, Twenty-fifth street and Pennsylvania 
avenue, northwest. Members of the Faculty on the visiting staff. 

Professor Воуќе, Clinical Gynecology; Professor CABELL and Pro 
fessor Morse, Clinical Obstetrics. 


Providence Hospital, Second and D streets, southeast. Members of 
the Faculty on the visiting staff : 

Professor RICHARDSON, Clinical Laryngology and Otology; Professor 
Suute, Clinical Ophthalmology. 
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Episcopal Eye, Ear, Throat, and Nose Hospital, Fifteenth street be- 
tween L and M streets, northwest. Members of the Faculty on the visit- 
ing staff: 

Professor RICHARDSON, Clinical Otology and Laryngology; Dr. Mc- 
Kimmie and Dr. Dye, Clinical Otology and Laryngology. 


Lutheran Dispensary, Fourteenth and N streets, northwest. Member 
of the Faculty on the visiting staff : 


Professor BUTLER, Clinical Ophthalmology. 


Government Hospital for Insane, Anacostia, D. C. Members of the 
Faculty on the visiting staff: 
Professor WHITE, Mental Diseases. 


Casualty Hospital, Massachusetts avenue, northeast. Members of the 
Faculty on the visiting staff: 

Professor WELLINGTON, Clinical Surgery; Dr. FRANKLAND, Clinical 
Gynecology; Dr. NOBLE P. Barnes, Clinical Medicine. 


LABORATORIES. 


The different laboratories of the Department are all modern and 
equipped with the necessary apparatus for thorough work. 


PATHOLOGICAL MUSEUM. 


A great many valuable and interesting specimens are contained in 
the Pathological Museum of this school. Their number is increased by 
additions from time to time. These specimens are particularly valuable 
to the students as illustrating the changes produced by disease. 


OTHER MUSEUMS. 


The Army Medical Museum affords an unrivaled opportunity for 
studying the conditions met with in military surgery. It contains on 
exhibition a collection of anatomical and pathological specimens un- 
equaled by any other museum. Other Government museums are the 
Museum of Hygiene, in connection with the Medical Department of the 
Navy. The National Museum contains the most complete and best 
arranged collection of materia medica in the world. The drugs are 
Shown in all their processes of manufacture. The Botanic Gardens, 
the Smithsonian Instutition, the Fish Commission, the Department of 
Agriculture all afford opportunities for study both in medicine and its 
Collateral sciences. 
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THE UNIVERSITY MEDICAL LIBRARY. 


The Medical Library is open for study and consultation from 9 a. m. 
to 10.30 p. m. It contains at present more than 1,400 volumes, and pro- 
vision is made in the annual library fee charged every student to add 
to it as published the important new works on medicine. As the library 
stands at present, it is an excellent working collection for the medical 
student. 


OTHER LIBRARIES. 


Washington contains the Library of the Surgeon General's office of 
the United States Army, the most complete medical library in the 
world. This library, as all other libraries of the Government, is open 
to the public between the hours of 9 a. m. and 4.30 p. m. There is 
also the Library of Congress and the many excellent libraries of the 
various other Government offices. 


FEES AND CONTINGENT EXPENSES. 


т. Matriculation fee (payable once)....... $5 
2. Annual library fee............. enn nnn 2 
3. Tuition fee per annum, including all charges for materials..... I 50 
4. Late registration fee in the case of students registering for the 
first term after October 20, or for the second term after 
February 20, excepting for courses which do not begin with 
the terms 2 
s. Fee for graduation......... see Hn 10 
A deposit of $5 per annum is required of every student to 
cover loss, breakage, or damage to the property of the 
school. The amount of such deposit paid in excess of the 
breakage will be returned. 
6. Tuition fee per annum for any year repeated once, or for a 
s He. A VAES T TT оон т оноо ва cece Veo 75 
In addition to the tuition fees for special or repeated labora 
tory courses, a charge will be made for materials used. 
Fee for a certificate under the seal of the University... ....... 2 


Auditors are admitted to lecture courses for the regular tuition 
fees, but are not permitted to take active part in the work 
of the classes, and will not be allowed credit, in a subse 


о з 


quent course of studies leading to a degree, for attendance 
as auditors. No matriculation or library fee is charged. 
No change will be made in the fees fixed at registration except in 
case of withdrawal, and then only upon notice in due form, and from 


the end of the current quarter session, when such withdrawal shall be 


approved. Applications for the granting of a withdrawal should be 


рЕРАКТМ ЕМ" 


OF MEDICINE. 


made on the prescribed form to be obtained from the Registrar, and 
will be received only at the end of a quarter session. 

Students are urged to purchase their own microscopes, but those who 
do not care to do so may rent them from the University at the following 


rates: 


Microscope for Histological Laboratory use.................... $3 
Microscope for Bacteriological, Pathological, and Clinical Micros- 
copy LAboretor? 16.27. Fac red ibe Ewe we. ERS CESED ЬЯ E 
PAYMENT OF FEES. 
All fees are to be paid to the Treasurer. Tuition fees are payable 


quarterly, in advance. Matriculation, library, and laboratory fees are 
payable in full, in advance. 


BOARD AND ROOMS. 


A register of approved boarding houses is kept by the Treasurer. 
Accommodations cost from $25 to $40 a month. 


For catalogues, application blanks, and further information, address 
THE REGISTRAR, 
The George Washington Untversity, 


Washington, D. С. 
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DEPARTMENT OF DENTISTRY. 


FACULTY. 

CHARLES WILLIS NEEDHAM, LL.D........ PRESIDENT OF THE UNIVERSITY 
J. HALL Lewis, D.D.S...... Dean and Professor of Prosthetic Dentistry 
Henry C. Тномрѕом, D.D.S..........Professor of Operative Dentistry 
D. Kerroot Ѕноте, А.В., М.р................. Professor of Anatomy 
CHARLES E. Munroe, Ph.D....................Professor of Chemistry 
THOMAS A. Craytor, M.D....... _.....Professor of Materia Medica 

and Therapeutics 
JONATHAN К. HAGAN, D.D.S... "Assistant Professor of Materia Medica 
Јонм B. NICHOLS, M.D.............. eee .Professor of Histology 
J. ROLAND WALTON, D.D.S........... Professor of Prosthetic Technics 
J. Н. P. Benson, р.р.5............... Professor of Operative Technics 


SHEPHERD Ivory FRANZ, Ph.D...............Professor of Physiology 


J. J. KixvovN, M.D., Ph.D..Professor of Bacteriology and Pathology 


J. К. De Farcs, р.р.5....... _.....Professor of Oral Surgery 
D. WEBSTER Prentiss, M.D...........Assistant Professor of Histology 
Huron W. Lawson, M.D..........Assistant Professor of Bacteriology 


and Pathology 
EQ su DED Se 
W. F. R. Paters. M.D......Assistant Professor of Practical Anatomy 
№вів P. Barnes, M.D.................. Lecturer on Materia Medica 
S. Н. Gurin Ja, М.р................. 
иа. р А КАССУ 
о a, ae 6. УОС 
FREDERICK I. BARTLETT, D.D.S......Instructor in Crown and Bridge 
Work and in Prosthetic Technics 
ARTHUR B. Cooper, D.D.S..............Instructor in Porcelain Work 
CHARLES Bassett, D.D.S........Assistant Professor in Charge of the 
Dental Infirmary 


.... Assistant Professor of Chemistry 
y 


2. .lInstructor in Anatomy 
..... Instructor in Anatomy 
... Instructor in Chemistry 


GEORGE B. Hernecxe, М.р........ Assistant Demonstrator of Anatomy 
W. A. FRANKLAND, M.D..........Assistant Demonstrator of Anatomy 
CapmMus LINDEN Opor, D.D.S...... Demonstrator of Operative Technics 


W. Francis LAWRENCE, D.D.S....Demonstrator of Prosthetic Technic 
Josera Woop Porrock, D.D.S. . Assistant Demonstrator in the Infirmary 
Автнив MILLARD Trivett, D.D.S. ............. Assistant Demonstrator 
in the Infirmary 
...... Assistant Demonstrator 
in the Infirmary 


THOMAS R. WILKERSON, D.D.S........ 


Ct 
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d> M. E. Harrison, D.D.S......Assistant Demonstrator in the Infirmary 
W. Winstow TAYLOR, D.D.S.... Assistant Demonstrator in the Dental 


Infirmary 


] GENERAL STATEMENT. 


The first course of lectures in the Dental School began November, 
1887, under the title of “The Columbian University Dental Depart- 
ment.” The course then extended over two years of five months each. 
Two years later the course was extended to seven months; but, this 
additional time being found inadequate to keep pace with the ever-in- 
creasing demand for higher dental education, the course was gradually 
increased, until now it extends over three years of eight months each. 

The academic year begins on the last Wednesday in September and 
ends on the first Wednesday in June. The next session will begin 
September 25, 1907. Students should register promptly at the office 
of the Registrar at the beginning of the session, and no student can 
be received and credited with a full term after ten days from the 
first lecture. Final examinations are held at the conclusion of the 
instruction in each subject. The degrees are conferred at Com- 
mencement, the first Wednesday in June, the Fall Convocation. and 
at the Winter Convocation, February 22. For further information 

communicate with the Dean of the Dental Department or the Registrar 
of the University. 


ADMISSION. 


Candidates for matriculation must show that they are fitted by 
Previous education to study dentistry. For this purpose they must present 
a satisfactory certificate of their attainments from an approved school 
or college, or they must pass an examination. 


Candidates are admitted without examination: 


-— a 


| (1) Upon presenting a diploma or certificate of a reputable college 
| conferring on them the degree of A.B. or В.$., or an equivalent degree 
in the arts and sciences. 


(2) Upon presenting a diploma or certificate of graduation from a 
high school, academy, or preparatory school approved by the University 
as maintaining an adequate standard. 

(3) Upon presenting a certificate of admission to the Freshman class 
of an approved college. 
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(4) Upon presenting а certificate of admission to another dental school 
approved by the University as maintaining an adequate standard. 


Candidates unable to comply with the foregoing requirements are ad- 
mitted upon passing an examination based upon the general requirement 
for admission to colleges, which is a four-year high school course, or 
its equivalent, modified to meet the regulations of State Dental Boards. 
This examination comprises subjects selected from the annexed list equal 
to 15 units. For admission to the regular course in Dentistry eight (8) 
of the 15 units are required in the following subjects. 


Units. 
КАЛДЫ енны Sue so Seb VV» овоне сае е боло бөлөө 3 
Mathematics ER E hmmm mmn SJ 
Physics I 
Latin I 
Rite эе oes ge аео э 4 овец ФЕЬ bons sa оа 8 


The other 7 units may be selected from the other subjects. A unit is 


considered the equivalent of one vear's high school work in a subject. 
i J 


LIST OF SUBJECTS. 


English: Units. 
(a) Grammar ........ ertt htt I 
(b) Rhetoric and Composition мә Кеө ГС (e eio 


(c) Literature—a knowledge of the form, subject- 
matter, and literary history of prescribed works 


is required ............ ntn 


The following are the works yrescribed for 1906-07 : Burke's Speech 
5 | / і 

on Conciliation, Macaulay's Essay оп Addison, Macaulays Essay on 

Milton, Milton's L'Allegro, П Penseroso, Comus, and Lycidas; Shake- 


speare's Macbeth. Equivalent reading may be offered. 


Latin: U nits. 
(a) Elementary Grammar ......« n nmm I 
(b) Caesar's Commentaries, САЖ СТУ Rak WV “ЖК оо еее nt I 


Greek : 
(a) Elementary Grammar .....«« nme I 
- (b) Xenophon or Ношег............ n n n n án I 
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Modern Languages: Units. Ld 


* 
pe > ~ Los - d - = - - - 
qs an Е eee TTA. вай = 2 D 
з Зага sete гй аг cote tere 000 7 2 e 


4 (a) French, translation of easy ргоѕе................. I | | | 
1 (b) German, translation of easy ргоѕе................ I | 
i History : EE 
' United States I "M 
ИРИ: oi used do viria aiti E о si, ER S drca I : d 
| Lus a00 MODE. Leia xn Rake dedicat зай a I AU 
САЛАР. сузы cb eoi PO veda QUE А A I | d 
Mathematics : d 
(a) Algebra through quadratics ..................... 1% 
(b) Plane Geometry ............. TT TITTEN NON. | ў 
(c) Plane Trigonometry ................ Wars А 3 
1 
Sciences : 
УШИН Sie ncn Sahe ks dds LAUREK en bet ROREM RE I | 
эо. Foi owe ie. улыл rata b I 3 
PEON еее оо уе ОЛО ОЧСОН ДРО ERU A $: 
ДОВЕРАТ ч ра “oe I E 
| Geology A 1. 
ПО са АНЕ УНЕО ЧОР E I | 
КОЛА sacar i „иаа комен А н 
FREIEN ‘алаа AES РНТ ИСРА, AES n | 
Ў 
н 
The scope of the different subjects is indicated in standard high school : 
text-books. | 
Candidates may offer other subjects than those stated in the foregoing | 
list of subjects, and if they are acceptable examinations will be ar- i 
ranged. A candidate may offer certificates of an approved school for i 
work done in any of the foregoing subjects, and will be credited with " $ 
| the units represented by such work. А candidate failing to pass in $ 
| two of the subjects of his examination may be admitted to the first Г 


year upon the condition that he make up the deficiency before entering 
: the second-year class. The examinations are conducted by examiners 


E 
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` " , ~ : ~ , . ; р 2ч - 
appointed by the Superintendent of Schools of the District of Columbia. 
"Г ' ' : ; " . 4 
4 he examinations for admission will be held in June and September, 
i at the Dental Department. An applicant deficient in either Latin or | 


› , ' Е e. . 
Physics, or both, may be admitted to the first-year class conditioned in 
those subjects, but such conditions must be made up during the first year. 
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The course of instructio 
each. The subjects taug 


First year. 


Anatomy. 
Physiology. 
Chemistry. 
Histology. 


Operative Technics. 


Prosthetic Technics. 


Second year. 


Operative Dentistry. 


Prosthetic Dentistry. 


Pathology. 
Materia Medica. 
Therapeutics. 


Operative Technics. 


Prosthetic Technics. 


Infirmary Practice. 


Bacteriology. 


COURSE OF INSTRUCTION. 


n extends through three years of eight months 
ht during the course are divided as follows: 


Third year. 


Operative Dentistry. 
Prosthetic Dentistry. 
Oral Surgery. 
Orthodontia Technics. 
Operative Technics. 
Prosthetic Technics. 
Infirmary Practice. 


Dental Therapeutics. 


These studies are further described in the following pages. 


PROSTHETIC DENTISTRY AND METALLURGY. 


J. HALL Lewis, D.D.S. ..... 


In this subject the princi 


vesc wies cd TO OOO 


ples involved in the construction of artificial 


substitutes are exhaustively considered and the lectures supplemented 
by practical demonstrations of the subjects mentioned. In addition to 


the more commonly used v 
of gold, silver, and platinum is thoroug 
the construction of appliances for corre 


egetable bases for artificial teeth, the use 
hly taught, and bridge work and 
cting oral irregularities, etc., are 


carefully considered. The modes of preparation, properties, etc., of 


the metals and alloys of particular interest to the 


attention. 
The instruction is thoroughly practical, with the purpose of preparing 
the student for the actual every-day practice of prosthetic dentistry. 


dentist receive special 
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OPERATIVE DENTISTRY, DENTAL ANATOMY AND PATHOLOGY. 


Henry C. Тномрѕом, D.D.S.................. Ov Professor 
This course embraces lectures on the special anatomy and physiology 
of the teeth. The origin, growth, and eruption of the teeth receive 
minute attention, and are illustrated as their importance demands. 
The methods of treating, filling. and extracting teeth receive atten- 
tion in the lecture-room, and are demonstrated clinically by proficient 


operators. Extended consideration is given to dental pathology and 
therapeutics. 


CHEMISTRY. 
uM E JR. PRIS ыз» bali usd ыт ee Professor 
Mta SENS MILL S но туч МДЕ e m 4ssistant Professor 
Due TE SENE 5 oen ы РМ, Pai E Instructor 


The instruction in this subject embraces: 


A short discussion of the principles of Physics in their relation to 
Chemistry, the principles of chemical philosophy. апа the laws of chem- 
ical combination. 

A study of the elements, metallic and non-metallic; the preparation, 
properties, and reaction of their different compounds and their applica- 
tion in dentistry; Organic Chemistry, with special attention to those 
organic compounds that are of practical use: laboratory instruction in 
the determination of acids and bases. analyses of alloys, etc. 


PHYSIOLOGY. 
SHEPHERD Ivory FRA ИІ, РЕЛ. EM ГЕТ Professor 
B GB МЮ. дас ко ..... Assistant Professor 
Кама Aus Мо. Жазы a sa Assistant Professor 


The subject is fully covered the first year by a course of lectures, 
and these lectures are so illustrated by modern diagrams, models, and 
experiments as to make them clear in detail. Emphasis is given to 
principles that have a known practical value. 


MATERIA MEDICA AND THERAPEUTICS. 


Tuomas A. CLAYTOR. BLED. Lev E st veas éduv vuol ETE 7 
JoNATHAN R. FET MEE LR Ls. 
Norre P. BARNES, M.D........ 


.....Assistant Professor 
. Lecturer on Materia Medica 


Instruction in this subject extends through the first two years, and 
embraces : 


The study of crude drugs and their preparations and the art of pre- 
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scribing; the physiological action of drugs in the human system; the 


practical application of drugs and other therapeutical agencies to the 
prevention and сиге of diseases and the relief of suffering, together with 
their antidotal relation to poisons. 

The subject is taught by means of lectures, 


illustrations, and is made practical to as great a degree as is compatible 


with a sufficiently thorough understanding of its principles. 


recitations, and blackboard 


In connection with this chair is à pharmaceutical laboratory, well 
equipped with modern appliances, in which are taught the making of 
typical preparations of the Pharmacopoeia, prescription writing, and the 


compounding of prescriptions. 


ANATOMY. 


D. Kerroot SHUTE, A.B., М.)................. 
W. F. В. PHILLIPS, MDD......... eee eee ce ee Assistant Professor 
Gro. B. Hernecke, M.D....... (0 Assistant Demonstrator 


W. A. FRANKLAND, M.D.........- (0. Assistant Demonstrator 
Instructor 


eee Professor 


S Н. Gazzw?, Ja, MD... rrr tnr rtt ttt 
J. L. RIGGLES, ME 6o Uu ioseph ve ev utervdevre vec yas cM E 
GLEN I. Jones, М.Р[............. n n Án Assistant Demonstrator 


The instruction in Anatomy is given in a graded course of lectures, 


recitations from prescribed text-books, ant 
The lectures are illustrated by the use 


of dry and wet dissections of the cadaver, by models, diagrams, charts, 


and sciopticon views. 
Practical work in osteology and in dissection of the head are of 
For the study of these subjects the class 15 


1 especially by practical work 


in the dissection of the cadaver. 


fundamental importance. 
divided into sections in ord 
possible. The bones of the skeleton are placed in each student's hands, 
and he is instructed and quizzed upon all their important features. 


er to make the instruction as practical as 


ORAL SURGERY. 


J. R. De Farcs, D.D.5.... ..... Professor 


This subject includes lectures on general surgery, surgical bac- 
teriology, inflammations, abscess, gangrene and necrosis, the reduction 
of luxations and fractures and all the latest appliances for their proper 
liaenosis and treatment of the maxillary sinus, plastic opera- 


retention; ‹ 
of cleft palate and hare lip, treatment of wounds, 


tions for correction 
shock and collapse; also the origin, classification, growth, and removal 


of tumors of the face, mouth, and jaw. 
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HISTOLOGY. 
NECEM MD O odasn busto ved uisu do ad Professor 


D. WzssTER Prentiss, М.)........................Азѕсані Professor 


HENRY M. JEWETT, M.D.......................... Assistant Instructor 
C. L. Davis, M.D...... ..Asststant Instructor 

The course in Histology consists in a systematic presentation of the 
subject of the minute anatomy of the various parts of the bi dy, especial 
attention being devoted to the histology of the teeth and neighboring 
structures. Тһе subject is presented partly by systematic lectures, and 
more especially by the practical study by the individual students of 


actual specimens under the microscope. The methods of preparation 


of microscopical specimens are presented and practiced in the laborat: ry 
Che projection microscope affording valuable aid in illustrating and 


presenting the subject, is constantly used. 


BACTERIOLOGY AND PATHOLOGY. 

J. J. Kryyoun. NEL PRIN Rah НИ 
Fiuron W. Lawson, MS. MD................. ‚ .Assistani 
WILBUR R. BRANDENBERG, M.D................... . Assistant Instructor 

The course begins with a consideration of the principles involved in 
the process of sterilization by dry and moist heat, the relative value and 
mode of application of each, and an explanation of the construction of 
the apparatus employe 41 tor the purpose. The use and construction of the 
thermostat is taken up at the same time and the student taught how 
he can dispense with these costly appliances in emergencies. 

The composition and modes of preparation of the various nutritive 
media are next considered, working formulas given, and the student 
aboratory. This is fol- 


lowed by a discussion of bacteria as a class, their position in the bio- 


required to prepare them at least once in the ! 


logical world, their classification, distribution, and the general and spe- 
cial characters that belong to them. 

After this preparatory training the various methods in use for the 
Isolation and study of bacteria are taught by practical demonstration 
and practiced by the students, after which the most important pyrogenic 
Organisms are studied in detail. giving special attention to those 
found in the nasal and oral cavities. 

The aim of the course is chiefly to afford the students an opportunity 
to become practically familiar with bacteriological working methods, 
and to enable them to isolate and ide ntify the bacteria present in sup- 
Purative processes, as well as to — in telligent! ly the references 


to micro-or nisms in the current professional literature of the day. 
gi | 
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OPERATIVE TECHNICS. 


J. Н. P. BENSON, EES E Oka eivai pisi ӨРӨ 
Capmus L. ODOR, DIMEC с ES IT жалакы: 


This subject is taught by lectures, illustrated by enlarged models and 
drawings, together with demonstrations of instruments and materials. 
The students perform exercises in manipulative procedure under the 
direction of the instructors. 

The subjects embraced in the course consist, first, of the study of 
dental nomenclature, that the student may acquire an understanding of 
the technical terms used in the course of his dental studies. This is 
followed by descriptive dental anatomy and the forms and surface 
markings of each tooth studied, the natural teeth, as well as enlarged 
models and drawings, being used for the purpose. Each student 1s 
required to make various sections of the teeth for the thorough study 
of the pulp chambers and root canals and their relations to the ex- 
ternal surfaces of the teeth. 

That tooth-forms may be more perfectly impressed upon the mind 
of the students, each one is required to carve a tooth of the several 
classes, as incisor, cuspid, bicuspid, and molar, in bone or artificial 
ivory, representing the actual form and size of the natural organ. 
Cavities are classified and illustrated by drawings and models, followed 
by their preparation and filling in technic forms by the student. Treat- 
ing and filling root canals is given full attention, the students performing 
operations of this kind upon natural teeth mounted for the purpose. 

All work, in its relation to operative dentistry, 15 given the necessary 
consideration to fit the student for meeting, as far as possible the actual 
requirements of the infirmary. The operations in the technic depart- 
ment require a large number of natural teeth and a sufficient supply is 
dificult to obtain. It will, therefore, be to the interest of students if 
they will bring with them all the extracted teeth they can procure. 


ORTHODONTIA. 


J. ROLAND WALTON, D.D.S......een mmm „Professor 
CHARLES BASSETT, D.D.S....... een Instructor 


Orthodontia is taught by lectures and practical work in the Infirmary- 
Junior year Orthodontia is a technical course with such lectures and 
demonstrations as will enable the student to perform the Infirmary 
work. The Senior year is a review of the Junior studies with advanced 
lectures upon the irregularities of the teeth, local and constitutional. 
Each student is required to make а number of appliances upon models 


and practically correct cases of irregularity. 
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CROWN AND BRIDGE WORK. 
W. Francis Lawrence, D.D.S..... 
ALLEN S. Worrg, D.D.S.............. 
FREDERICK I. BARTLETT, D.D.S........ 


......dnstructor Senior Class 
oos Instructor Junior Class 
..... .[nstructor Freshman Class 


Instruction in this course is systematically given by lectures and 
clinics. The course in technique extends through the Freshman, Junior, 
and Senior years. 


PROSTHETIC TECHNICS. 


W. Francis Lawrence, D.D.S............. .. Instructor Senior Year 
ALLEN S. Wore: D.D.S......... ..«...... IMstructor Junior Year 
FREDERICK I. BARTLETT, D.D.S.............. Instructor Freshman Year 


The technic laboratories are thoroughly equipped for their particular 
work. The course in prosthetic technics extends through the Freshman, 
Junior, and Senior years. 

The first year is a technical course. The students are taught the 
Proper equipment of a dental laboratory; the preparation of the mouth 
for dentures; methods of taking impressions of the mouth and 
manipulation of the various impression materials; the preparation and 
mounting of models; selection and artistic arrangement of teeth; the 
construction of plastic dentures with general details. 

In the Junior class the course is a review of the Freshman year with 
extended technical work, embracing a practical course in the swaging 
of the various metals, as taking impressions, making models and dies, 
Swaging, rimming, attaching teeth by rubber, and in general construc- 
tion of metal dentures, crown and bridge work. 

The Senior year is a practical course, embracing the swaging of plates, 
teeth attached by soldering, clasps, porcelain work, advanced bridge- 
work, removable bridges, and the detailed construction of all work in 
Prosthetic dentistry. 


PORCELAIN WORK. 
Mna B. Oum, DOS- ле eee Ls Instructor 


Students are taught the principles and practice of inlay work, porcelain 


crowns, high and low fusing bodies, the use of the electric and gas 
furnaces. 


THE DENTAL INFIRMARY. 


CHARLES БАЕ DDB. iio oie oh Demonstrator in Charge 
J. WINSLOW 3479508, DDS ui Seo URS tade о 
JOSEPH Woop Рошоск, D.D.S........................... Demonstrator 
ARTHUR MILLARD Innn DENSON ck ag 


Тномаѕ В. WILKERSON, р.р.5......................... Demonstrator 
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The Infirmary is open every week day for nine continuous months 
uring the months of July, August, and September), 


(being closed d 
of clinical material is readily avail- 


during which time an abundance 
In fact, as many patients present themselves as can possibly 
It is under the immediate supervision 
who is present from 1 until б o'clock 


able. 
be attended to by the students. 
of the Demonstrator in charge, 
each week day. 


TEXT-BOOKS AND WORKS OF REFERENCE. 
(The works first named and in italics are preferred.) 

Anatomy.—Cunningham’s Text-Book of Anatomy; Cunningham’s Man- 
ual of Practical Anatomy; Dental Anatomy, Black’s. 

Physiology —Raymond’s Human Physiology. 

Chemistry.—Simon’s Chemistry. 

Materia Medica.—H. C. Wood's Therapeutics; Hare's Practical Thera- 
peutics; А. А Stevens’ Modern Materia Medica and Therapeutics ; 
Culbreth’s Materia Medica and Pharmacy; National Dispensatory. 

Prosthetic Dentistry.—The American Text-Book of Prosthetic Den- 
tistry; Essig’s Dental Metallurgy. 

Operative Dentistry.—Harris’ Principles of Practice; Tome’s Dental 
Anatomy and Surgery; Tafts Operative Dentistry ; American Sys- 
tem of Dentistry—Litch. 

Oral Surgery. —Marshall’s Oral Surgery; Grant’s Oral Surgery. 

Histology.—Nichols, Böhm and Dav idoff. 

Orthodontia.—Talbot, Irregularities of the Teeth: Angle, Treatment 
of Malocclusion of the Teeth and Fractures of the Maxille; 


Jackson, Orthodontia. 


GRADUATION. 

Candidates for graduation must have attended three full courses of 
lectures, each of eight months duration, and three courses of clinical 
‘nstruction in this Department, during the regular winter term and 
in separate years. Students are examined at the end of the regular 
course upon all subjects taught them during that course. Should the 
student fail in his examination in cotrse, he may be re-examined in the 
fall. All fees must be paid and Infirmary requirements complied with 
hefore the student may present himself for examination. 

Students must enter before, or within ten days after, the opening 
lecture of the regular course. They may register at any time during 
the nine months Infirmary course, and thus begin Infirmary practice at 
once upon payment of twenty-five dollars, which amount will be dèe- 
ducted from their tuition fees for the succeeding regular term. 

The candidate for graduation must be examined upon all subjects 
taught in this Department, and before the examination he must perform 
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operations upon the natural organs in the Infirmary, and present the 
Museum a well-constructed specimen of dental mechanism made by 
himself in the dental laboratory of the University. 

In addition to the above requirements, the moral character and habits 
of the candidate, his industry, and diligent attendance will be taken 
into consideration. Notable negligence, immorality, or habitual absence 
from the lectures will preclude the candidate from attaining his degree, 
i even though he may have acquired sufficient technical knowledge to 
| pass a creditable examination, This reservation on the part of the 

Faculty of the right to make good moral character a prerequisite for 
graduation must not be overlooked. 

The student also, during and between the sessions, must comply with 
the State laws regulating the practice of Dentistry, and act in accordance 
with the recognized code of ethics of the dental profession. 

The degrees are conferred by The George Washington University, 

incorporated by Act of Congress of the United States. 


PRIZES. 
FACULTY PRIZE.—A prize will be given by the Faculty to the graduate 


passing the best examination in all branches and having the best 
Infirmary record. 


COURSES IN ARTS AND SCIENCES. 


Students taking a full course for a degree may be admitted without 
additional fee, except laboratory fees, to courses for which they are 
qualified, in the Department of Arts and Sciences, the aggregate of such 
courses not to exceed six hours per weck. 


LOCATION. 


The Dental Building is No. 1325 Н street, N. W. It is within half a 
Square of all lines of street cars going to every part of the city. 

The Dean may be seen personally at 1121 Vermont avenue on any 
week day from 3 to 4 p. m., and also at the Dental Building, 1325 H 
Street, N. W., on Tuesday, lhursday, and Saturday of each week at 


l 4.30 p. m. 

mn! 

| FEES AND CONTINGENT EXPENSES. 
I. Matriculation fee (sayvable GUB si oc kc ето PERCHE BE $5 
BM Nerv “Saat rere or nn rSn ТОИ 2 

FN 0.6 d r : a . : m 
А 3. Tuition fee per annum, including all charges for materials... ISO 
| 4. Late registration fee in the case of students re gistering for the 
f first term after October 20, or for the second term after 


February 20, excepting for Courses which do not begin with 
the terms 
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Е 
i s. Fee for graduation. .......... а ee ei $10 
EI A deposit of $5 per annum 1s required of every student to 
| | | cover loss, breakage, or damage to the property of the 
| T school The amount of such deposit paid in excess of the 
| breakage will be returned. 
| 1 6. Tuition fee per annum for any year repeated once, or for а 
D] fifth year Be E iau ik, Va VR rd V e РУСУ Và bu kes 75 
j In addition to the tuition fees for special or repeated labora- 
{ tory courses, a charge will be made for materials used. 
1 7. Fee for a certificate under the seal of the University. ......... 2 
i 8. Auditors are admitted to lecture courses for the regular tuition 
* fees, but аге not permitted to take active part in the work 
of the classes and will not be allowed credit, in a subse- 
| quent course of studies leading to a degree, for attendance 
f as auditors. No matriculation or library fee is charged. 


No change will be made in the fees fixed at registration except in 
case of withdrawal, and then only upon notice in due form and from 
the end of the current quarter session when such withdrawals shall be 
approved. Applications for the granting of a withdrawal should be 
made on the prescribed form, to be obtained from the Registrar, and 
will only be received at the end of a quarter session. 

Students are urged to purchase their own microscopes, but those who 
do not care to do so may rent them from the University at the following 


rentals : 


ers 


Microscope for Histological Laboratory 05е............... +. 3 
Microscope for bacteriological, pathological, and clinical micros- 


un 


copy laboratory use 


PAYMENT OF FEES. 


All fees are to be paid to the Treasurer. Tuition fees are payable 
quarterly, in advance. Matriculation, library, and laboratory fees are 
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payable in full, in advance. 


BOARD AND ROOMS. 


A register of approved boarding houses is kept by the Treasurer. 
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Accommodations cost from $25 to $40 a month. 
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FACULTY. 


CHARLES WILLIS NEEDHAM, LL.D........ PRESIDENT OF THE UNIVERSITY 
WiLLIAM REYNOLDS Vance, Ph.D., LL.B.....Dean of the Faculty and 

Professor of Law 
JoHN M. Harrtan, LL.D.......... .Professor of Law 
Davin J. Brewer, LL.D. ҮР ы. a of Law 
MELVILLE CHURCH, 11.М.............. P rofessor - the Law of Patents 
WALTER C. CLEPRHANE, LL.M.......................Professor of Law 
EDWIN C. BRANDENBURG, LL.M.....................Professor of Law 
ARTHUR PETER, LL.M........... eee eo oos ^ Professor of Law 
Ramer 2. Кал LLM..ooeevssccuuocosscevccsceEREBBMSON-OR LEM 
STANTON J. PEELLE, LL.D............. «» eee se S, Professor of Law 


Јонм Paur Earnest, А.М, І1.М................... Professor of Law 
Ernest С. Lorenzen, Ph.B., LL.B. ae HEU ease Professor of Law 
JAMES Brown Scorr, M.A., J. U.D. ороо өф кө өэ s E TOREEBOT OR RAE 
WILLIAM CULLEN Dennis, A.M., LL. B.. eO. Professor of Law 
EDWARD SAMPSON THURSTON, A.M., LL B. e s...LIrofessor of Law 
WENDELL PHILLIPS STAFFORD, LL.D.................Professor of Law 
Josian A. VAN ORSDEL, LL.D. ye ..Professor of Law 
JOSHUA REUBEN CLARK, JR., B. S. ITE Айлын Professor of Law 


JOHN WILMER Latimer, LL.B......... .Clerk of the Moot Court 
ALFRED BUHRMAN. Pul .Assistant Clerk of the Moot Court 
Oris D. Swett, B.S., [12 4 P dod Зее coconut aq SOS 


COURT OF APPEALS. 


WEKE Р, Marmar, ІЛ... иН: Chief Justice 
Јонм B. Larner, LL.B................ eee ee eee ss s. ASSOCiate Justice 
A. A. Ноєнимс, JR, І1.В..........................Аѕѕосіаќе Justice 


GENERAL STATEMENT. 


This Department, established in I865, is the oldest school of law in 
the city of Washington. Its course of instruction for the degree of 
Bachelor of Laws, originally requiring but two years, was gradually 
expanded, until, in 1898, in accordance with the recommendation of the 
American Bar Association, it was increased to three years. The Faculty 
has also shown a gradual increase in numbers commensurate with 
the expansion of the course and the growing number of students in 
attendance. Beginning with 1903, the Board of Trustees adopted the 
policy of placing most of the important topics of substantive law under 
the char; ge of trained professional teachers giving their whole time to the 
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work of legal instruction. Of these there are now four, and one addi- 
tional professor, devoting his entire time and energy to the Law School, 
will be selected at the close of the present session. Those branches of 
the law connected with practice will continue to be under the charge of 
professors who are actively engaged in the administration of the law 
either at the Bar, or on the Bench. 

In 1877 a year of graduate work, leading to the degree of Master of 
Laws, was added to the course of instruction offered, and in 1905 а 
special graduate course of three years, leading to the degree of Doctor 
of Jurisprudence, was established. Work for this degree is now carried 
on by members of the Law Faculty under the general direction of the 
University Faculty of Graduate Studies. A special course in Patent 
Law was added in 1895. 

In June, 1898, an ordinance was adopted by the Board of Trustees 
formally establishing as a separate department of the University the 
Department of Jurisprudence and Diplomacy. This Department was 
opened on November 15, 1898. 

In 1904, by the authority of the Board of Trustees, a new adjustment 
of graduate work in the University was made, resulting in the estab- 
lishment of the Departments of Law and of Politics and Diplomacy 
(now called the College of the Political Sciences), the former embracing 
the undergraduate course in municipal law and graduate courses in the 
broader fields of general law, and the latter graduate and undergraduate 
courses in the political sciences, special attention being given to 
diplomacy. 


SEPARATE COURSES FOR ALL-DAY AND AFTERNOON 
STUDENTS. 

Since 1903 the work of the Law School has gradually been transferred 
from the late afternoon hours to the forenoon. Beginning with the 
session 1908-1900, the work offered to all-day students will be practically 
confined to the earlier part of the day. lo these students is offered a 
course consisting of fourteen hours à week for three years, leading to 
the degree of Bachelor of Laws. (LL, B.). 

То meet the needs of those students whose employment in the Govern- 
ment service, or elsewhere, prevents their attendance before 4.30 in the 
afternoon, there has been established an afternoon course consisting of 
ten hours a week for three years and leading to the degree of Bachelor 
of Law (B.L.). This course offered to afternoon students satisfies the 
requirements of the Association of American Law Schools, of which 


this school 1s a member.* 


* This distinction between the degrees of LL. B. and B.L. is in accordance with the recommenda- 
tion of the Committee on Legal Education of the American Bar Association, See Report American 


Bar Association (1906) p. 490. 
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Students who have received the degree of B.L. and are otherwise 
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properly qualified may, upon completing a fourth year of twelve hours 


ZU 


a week in the afternoon, receive the degree of LL.B. к 

| 1 "t 
| LOCATION. EI 
All classes in the Department of Law are held in Law Lecture Hall, | 1 

situated on Н street, adjoining the main University building, at the 1 H 

| corner of Fifteenth street. 'This hall, dedicated on January 3, 1899, was i Ї 
| especially designed for the work of this Department. It is commodious | nA 
and well equipped with lecture-rooms, Moot Court rooms and offices, a 


and contains the law library, with a conference-room adjoining. 


ACADEMIC YEAR. А | 
The academic year extends through more than eight months, begin- Ww 
ning on the last Wednesday in September and ending on the second j i 
Wednesday in June, and is divided into two half-years, the second half- : 14 
year beginning on the first day of February. Since most of the courses Й | 
given during the first half-year are completed before the beginning of Н he 
the second half-year, it is possible for a student to enter on the rst of T 81 
February of any year and be graduated three years from that date, Ц | 
receiving his degree at the Winter Convocation, held on February 22d i i 
of each year. Ё iN 
Lectures begin promptly on the first day of the term, and students au 
applying for admission at a later day will be admitted only upon showing d 
li good cause for the delay and by special action of the Faculty. A 
| ADMISSION. í a 
т. Fon THE Decree or BACHELOR or Laws (LL.B.). ie 
Applicants for admission as candidates for the degree of Bachelor of : ie 
Laws must be at least eighteen years of age and must have had educa- i} 
tional training sufficient to satisfy the entrance requirements of the A 
Department of Arts and Sciences of the University. In order to satisfy | if 
these requirements, which are set out at length in the General Catalogue Й 1 
i of the University at pp. 35 F., students must present credits aggregating M 
I5 units, which are broadly equivalent to a four years' high school 
course. All applications for admission should be addressed to the Regis- 
trar of the University, who will, upon request, furnish proper blanks ч: 
and detailed information as to entrance examinations, inl 
: Advanced Requirements. After the session of 1908-1909, no student 
| will be admitted to regular standing as a candidate for this degree [ 
[ unless he shall have successfully completed two years of undergraduate | 


work in an approved institution of collegiate rank. Applicants who 
have completed a high school course may, however, at the discretion of 
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the Faculty, be admitted as special students. Such special students may 
qualify for graduation by attaining during the entire course an average 
grade of B or better. 

2. For THE Decree or BACHELOR or Law (B.L.). 

Applicants for admission as candidates for this degree must satisfy the 
same requirements as those now demanded of can lidates for the LL.B. 
degree. The provision for advanced requirements, however, does not 
apply to candidates for this degree. 

3. For THE Decree or MASTER ОЕ LAWS. 

Candidates for the degree of Master of Laws must be at least twenty- 
one years of age and hold the degree of Bachelor of Laws from an 
institution substantially complying with the requirements of the Asso- 
ciation of American Law Schools, of which this school is a member. 

4. For THE Decree oF MASTER OF PATENT Law. 

Only those students who are graduates of an approved law school 
or members of the bar in good standing will be admitted as candidates 
for the degree of Master of Patent Law. 

s. For THE DEGREE OF DOCTOR OF TURISPRUDENCE. 

No student will be admitted as a candidate for a degree of Doctor of 
Jurisprudence unless he shall hold a baccalaureate degree conferred 
by some institution of approved standing after the completion of a 
liberal course of undergraduate academic study, and possess a reading 
knowledge of Latin, French, and German. At the discretion of the 
Faculty, however, other languages may be substituted when the charac- 
ter of the work undertaken is such as to warrant it. The right is 
reserved to the Faculty of Graduate Studies to decide in all cases 
whether the applicant has given sufficient evidence that his antecedent 
training fulfils these requirements. In addition, the candidate must 
hold the degree of Bachelor of Laws from this University or from 
some other institution requiring equivalent work as a prerequisite to 
that degree. 

6. SPECIAL STUDENTS. 

Persons who for any reason do not qualify as candidates for a 
degree may, on the recommendation of the Faculty and with the assent 
of the professors whose courses they elect to take, be admitted as 


special students. 


ADVANCED STANDING. 

Students may be admitted to advanced standing in the second or third 
year classes upon satisfying the requirements for the work of the preced 
ing year or years. These requirements may be met by presenting cer- 
tificates from other law schools of accredited standing showing that the 
student has successfully completed equivalent courses, or by passing 
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the regular examinations set for that purpose at the beginning of the 
term, after showing that he has pursued a course of study in the sub- 
jects upon which he is examined covering at least as many hours as are 
required for such subjects in this University. 

All examinations that may be required of applicants for advanced 
standing are held during the first week of each session. 


HOURS FOR LECTURES. 


In the all-day course, leading to the degree of Bachelor of Laws 
(LL.B.), the greater part of the instruction will be given between the 
hours of 9.00 a. m. and 1.00 p. m. 

In the afternoon course, leading to the degree of Bachelor of Law 
(B.L.), instruction will be given between the hours of 4.50 and 6.30 in 
the afternoon. 

Instruction in the fourth year’s work required of holders of the 
degree of Bachelor of Law (B.L.) to obtain the degree of Bachelor of 
Laws (LL.B.), will also be in the afternoon between 1.50 and 6.30. 

The courses open to candidates for the degree of Master of Laws 
(LL.M.) will, as a general rule, be given in the afternoon. though a 
number of the forenoon courses may be elected as hereinafter indicated, 
subject to the approval of the Dean. 


METHOD OF INSTRUCTION. 


Instruction in the class-room is based upon the study and discussion of 
cases. In some of the courses students are required to read parallel 
assignments in text-books. 

In conducting the discussion of cases in the class-room every effort is 
made to lead the student to a clear understanding of the fundamental 
legal principles that may be involved, and to afford him scientific train- 
ing in accurate methods of study and of reasoning along legal lines. 
Students are also required to submit written briefs upon doubtful 
Points of law, to draw up contracts, conveyances, and other papers 
when the nature of the subject in hand is such as to make exercises of 
this kind useful in giving accurate instruction. 

All subjects involving the adjective law are in charge of professors 
who are engaged in active practice. The general principles of these 
subjects, taught in the same manner as indicated above, are developed by 
Practice before the Moot Courts. 


UNDERGRADUATE PROFESSIONAL COURSES. 
Undergraduate students in Columbian College upon the completion of 
forty-five units of credit may take the first year’s work of the course for 
Bachelor of Laws. crediting them fifteen units in the College, on the 
completion of which they may receive the College degree. 
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COURSES OF INSTRUCTION. 


A. LEADING TO THE DEGREE OF BACHELOR OF Laws (LL.B.). 


The course of instruction leading to the degree of Bachelor of Laws 
extends through a period of three years. А minimum of forty-two hours’ 
work will be required of all students hereafter entering the Department, 
except that regular students registered prior to 1908 will be permitted 
to qualify for their degrees upon the completion of the course as 
required at the time of their entrance. 


FIRST YEAR SUBJECTS. 
First Half-Y ear. 


Contracts. Professor Scorr. Three hours a week. Williston's Cases 
on Contracts. 

Constitutional Law. Professor HARLAN. Two hours a week. Cooley's 
Constitutional Law and McClain's Cases on Constitutional Law. 

Torts. Professor THURSTON. Five hours a week. Ames & Smith's 
Cases on Torts. 

Domestic Relations. Professor BLAIR. Two hours a week. Long on 
Domestic Relations. 

Criminal Law. Professor Earnest. Two hours a week. Clark on 
Criminal Law and Beale’s Cases on Criminal Law. 


Second Half-Y ear. 


Contracts. Professor Scorr. Three hours a week. Williston's Cases 
on Contracts. 

Property. Professor Vance. Four hours a week. Gray's Cases on 
Property, Volumes I and II. 

Constitutional Law. Professor HARLAN. Two hours a week. 
Cooley's Constitutional Law and McClain's Cases on Constitutional 
Law. 

Criminal Procedure. Professor Earnest. One hour a week. Clark 
on Criminal Procedure. 

Bailments. Professor РЕЕШЕ One hour a week. Hale on 
Bailments. 

Agency (including Master and Servant). Professor BLAIR. Three 
hours a week. Wambaugh’s Cases on Agency. 


SECOND YEAR SUBJECTS. 
First Half-Y ear. 


Property. Professor VANCE Two hours a week. Gray's Cases on 
Property, Volumes II and V. 
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Common Law Pleading and Practice. Professor CLEPHANE. Two 
hours a week. Tyler's Stephen on Pleading. 
Evidence. Professor PETER. Two hours a week. McKelvey on Evi- 


i 
dence and lhayer's Cases on Evidence. Xu 
Sales. Professor BLAIR. Three hours a week. Burdick’s Cases on Wn 
sales. "wl 


Insurance. Professor VANcE. Two hours a week. Case-book to be 


au 

announced. 
. m . 7 

Partnership. Professor PEELLE. One hour a week. Burdick on a а 


Partnership. 
Equity I. Professor STAFFORD. Three hours a week. Ames’ Cases 
on Equity Jurisdiction. 


Second Half-Y ear. 

Property. Professor VANCE. Two hours a week. Gray's Cases on 
Property, Volumes II and V. 

Evidence. Professor PETER. Two hours a week. McKelvey on | 
Evidence and Thayer's Cases on Evidence. | 

Equity Pleading. Professor CLepHANE. One hour a week. Van y 
Zile on Equity Pleading and Practice. 

Suretyship. Three hours a week. Ames’ Cases on Suretyship. 

Corporations. Professor LORENZEN. Four hours a week. Smith’s 
Cases on Corporations. 

Quasi Contracts. Professor THURSTON. Three hours a week. Scott's 
Cases on Quasi Contracts. 
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During the session of 1908-09 third-year students may select from ү 
the following courses such subjects as, together with the required Moot T 
Court work, will make up the required minimum of twelve hours a qM 
week. Such students are permitted, however, subject to the approval of 33i 
the Dean, to choose not more than two of the courses offered to the du 
fourth-year students. See p. 176. "a 

Elections of courses to be taken must be made in all cases within ten i 1 


days after the beginning of the semester in which such courses are 
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First Half-Y ear. 
Moot Court. Professors CLEPHANE, EARNEST, and Peter. Two hours 
а week. (Required.) 
Property III. Professor Vance. Three hours a week. Gray's Cases 
on Property. Vols. III and IV. 
Mortgages. Professor CLARK. Three hours a week. Wyman's Cases 
on Mortgages. 
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Conflict of Laws. Professor Lorenzen. Four hours a week. Case- 
book to be announced. 

Bills and Notes. Professor Lorenzen. Three hours a week. Case 
book to be announced. 

Second Half-Y ear. 

Moot Court. Professors CLEPHANE, EARNEST, and PETER. Two hours 
a week. (Required.) 

Trusts. Professor THURSTON. Three hours a week. Ames’ Cases 
on Trusts. 

Wills and Administration. Professor PETER. One hour a week. 

Municipal Corporations. Professor Dennis. Two hours a week. 
Smith's Cases on Municipal Corporations. 

Organization and Management of Corporations. Professor CLEPHANE. 
One hour a week. Clephane on the Organization and Management of 
Corporations. 

Equity II. Professor Starrorp. Three hours a week. Ames' Cases 
on Equity Jurisdiction. 

Bankruptcy. Professor Brandenburg. Two hours a week. Branden 
burg on Bankruptcy. 


B. LEADING TO THE DEGREE OF BACHELOR 
OF LAW (B.L.). 


The course of instruction leading to the degree of Bachelor of Law 
extends through a period of three years. A minimum of thirty hours' 
work will be required of all candidates for this degree. This course, 
covering the fundamental subjects of the law, is intended to prepare 
students for admission to the bar in any of the States or Territories of 
the United States. 

Third-Year Afternoon students will be required to complete the 
work in Moot Court and Equity and, in addition, at least three hours' 
work from the subjects scheduled below. The remaining work required 
of these classes may be freely elected from courses not previously 
taken.* 

FIRST YEAR SUBJECTS. 
First Half-Y ear. 

Contracts. Professor Scorr. Three hours a week. Williston's Cases 
on Contracts. 

Constitutional Law. Professor HARLAN. Two hours a week. 
Cooley’s Constitutional Law and McClain’s Cases on Constitutional 
Law. 

Torts. Professor THURSTON, Five hours a week. Ames & Smith's 
Cases on Torts. 


* Courses will be duly scheduled for fourth-year afternoon students in the session of 1909-10, 


o aam tms 
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Second Half-Y ear. 

Contracts. Professor Scorr. Three hours a week. Williston's Cases 
on Contracts. 

Property. Professor Vance. Four hours a week. Gray’s Cases on 
Property, Volumes I and II. 

Constitutional Law. Professor HARLAN. Two hours a week. Cooley's 
Constitutional Law and McClain's Cases оп Constitutional Law. 

Bailments. Professor PEELLE. One hour a week. Hale on Bailments. 

SECOND YEAR SUBJECTS. 
First Half-Y ear. 

Property II. Professor Vance. Two hours a week. Gray’s Cases 
on Property, Volumes II and V. 

Domestic Relations. Professor BLAI. Two hours a week. Long on 
Domestic Relations. 

Common Law Pleading and Practice. Professor CLEPHANE. Two 
hours a week. Tyler’s Stephen on Pleading. 

Evidence. Professor PETER. Two hours a week. McKelvey on Evi- 
dence and Thayer's Cases on Evidence. 

Partnership. Professor PEELLE One hour a week. Burdick on 
Partnership. 

Criminal Law. Professor EARNEST. Two hours a week. Clark on 
Criminal Law and Beale's Cases on Criminal Law. 


Second Half-Y ear. 

Property. Professor VANCE. Two hours a week. Gray’s Cases оп 
Property, Volumes II and V. 

Evidence. Professor PETER Two hours a week McKelvey on 
Evidence and Thayer's Cases on Evidence. 

Equity Pleading. Professor CLEPHANE. One hour a week. Van 
Zile on Equity Pleading and Practice. 

Corporations. Professor LORENZEN. Four hours a week. Smith's 
Cases on Corporations. 

Criminal Procedure. Professor Earnest. One hour a week. Clark 
on Criminal Procedure. 


THIRD YEAR SUBJECTS. 
First Half-Y ear. 

Moot Court. Professors CLEPHANE, EARNEST, and Perer. Two hours 
a week. (Required.) 

Equity I. Professor STAFFORD. Two hours a week. Ames’ Cases 
on Equity Jurisdiction. (Omitted in 1908-09.) 

Property III. Professor Vance. Three hours a week. Gray's Cases 
on Property, Volumes III and IV. 


| 
{| 
д | 
L 


< — mU in —— T tL - 
ae Y a ~ 
: X 3 v 
darte m — 055 مک‎ > oH) DIE. Wo “С. z 


Tl M cm ==» T эр» — Fx " эү —- eS - 
(TIRE a aS CET ANAT KE m 
سے‎ Rue i ae کے‎ $m 1v— 1 sax: ee Re ЧЕ eT 


TE 


e‏ ا یھ ار ر کم وخ کے 


amg pio t pem рро emet, TTI 


vum map کے‎ vnm. бм 


E‏ سیو و و ج ے 


ee mnt pan с" 


А‏ و تی «minima‏ — حمست 


wA a 


| 
| 
і 
| 
| 


Man di —— сар A al 


ИИ үзү те ищ чирү ftu еее D EA iio ct pap A 


176 THE GEORGE WASHINGTON UNIVERSITY. 


Mortgages. Professor CLARK. Three hours a week. Wyman's Cases 
on Mortgages. 

1115 and Notes. Professor LORENZEN. Three hours a week. Case- 
book to be announced. 
Second Half-Y ear. 

Moot Court. Professors CLEPHANE, EARNEST, and Peter. Two 
hours a week. (Required.) 

Wills and administration. Professor PETER. One hour a week. 

One hour a week. 

Quasi Contracts. Professor THURSTON. Three hours a week. 
Scott's Cases on Quasi Contracts. 

Equity II. Professor STAFFORD. Three hours a week. Ames’ Cases 
on Equity Jurisdiction. 

Organization and Management of Corporations. Professor CLE- 
PHANE. One hour a week. Clephane on the Organization and Man 
agement of Corporations. 

C. LEADING TO THE DEGREE OF MASTER OF LAws. 

Students admitted as candidates for the degree of Master of Laws 
are required to elect courses, not previously taken, covering a mini- 
mum of ten hours a week. These may be freely elected from the sub- 
jects given below, which are considered by the Faculty especially suited 
to the needs of students who have already completed an undergraduate 
course in law. The student may, however, choose as electives other 
subjects offered by the Faculty of Law which he has not taken during 
his undergraduate course, but the subjects so taken may not exceed in 
the aggregate three hours a week during the year, except by special 
permission of the Faculty. 

The practice work offered in the fourth year Moot Courts may be 
taken and will be counted as two hours of required work. 


FOURTH YEAR SUBJECTS. 

Comparative Constitutional Law. Professor WirLovcunv. ‘Two 
hours a week. One-half year. 

International Law I. Professor Brewer. One hour a week. One 
half year. Taylors International Law. 

International Law II. Professor Scorr. Three hours a week. One 
year. Scott's Cases on International Law. 

Moot Court. Professors CLEPHANE, EARNEST, and PETER. Two hours 
a week. One year. 

Interstate Commerce Law. President NEEDHAM. Two hours a week. 
One-half year. 

Taxation. Professor Миллз. Two hours a week. One-half year. 
Goodnow’s Cases on Taxation. 
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Water Rights and Irrigation. Professor VAN Orspet. One hour a 
week. One-half year. 

Federal Procedure. Professor BRANDENBURG. Two hours a week. 
One-half year. 

Admiralty. Professor Scorr. Two hours a week. One-half year. 
Ames’ Cases on Admiralty. 

Extraordinary Legal Remedies. Professor Dennis. Two hours a 
week. One-half year. Roberts’ Cases on Extraordinary Legal 
Remedies. 

Legal Tactics. Professor CLEPHANE. One hour a week. One-half 
year. 

Civil Law I—Roman Law. Professor Lorenzen. Two hours a week. 
One-half year. Sohm's Institutes of Roman Law.* 

Civil Law II—Spanish-American Law. Professor Lorenzen. Two 
hours a week. One-half year.7 
D. LEADING TO THE DEGREE OF MASTER or PATENT Law. 

A special course in Patent Law and Patent Law Practice is given by 
Professor CHURCH. The purpose of this course is to prepare those 
taking it for practice in all matters involving the law of patents. The 
course extends throughout one year, with two lectures or sessions of 
the Moot Céurt each week. 

E. LEADING TO THE DEGREE OF DOCTOR OF JURISPRUDENCE. 

The work for this degree is similar in character, method, and scope 
to that required for the degree of Doctor of Philosophy, and is under 
the control of the University Faculty of Graduate Studies. See the 
General Catalogue of the University, pp. 28 F. 


ELECTIVE COURSES IN OTHER DEPARTMENTS OF THE 
UNIVERSITY. 


Students taking a full course for a degree may be admitted, without 
additional fee except laboratory fees, to courses for which they are 
qualified in the Departments of Arts and Sciences and of Politics and 
Diplomacy, provided such courses do not exceed in the aggregate six 
hours a week. 

COURSES IN PRACTICE. 
A. Moor Court Work. 


1. Third Year: 


Particular stress is laid upon Moot Court Work. Aside from the 
practice court connected with the course in Patent Law, there are four 
courts in which the candidates for the degree of Bachelor of Laws pur- 


*Students electing Roman Law should possess some knowledge of Latin. 
IStudents electing Spanish-American Law should possess a reading knowledge of Spanish and 
have had previous instruction in Roman Law. 
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sue their work. Three of these are nisi prius courts and are presided 
over by members of the Washington Bar in active practice. The fourth 
is a Court of Appeals to review the cases tried in the courts of first 
instance. This court also is composed of members of the Washington 
Bar. 

Every third-year student before receiving the degree of Bachelor of 
Laws is required to prepare the pleadings in and prosecute to judgment 
the required number of cases in the nisi prius courts, with the privilege 
of appeal to the appellate tribunal. At least two hours in each week 
during the year must be spent by each third-year student in active par- 
ticipation in Moot Court work in the court-room to which he is assigned. 

Statements of facts are furnished, such as would be related to a lawyer 
in active practice by his client. Each student must determine whether 
or not upon such facts the particular case in hand is one of common- 
law or equitable cognizance. He must then frame his pleadings, serve 
his writs, and answer his adversary's pleadings until issue is joined in 
legal manner, after which the case is brought on for hearing in strict 
accordance with the rules of actual practice. Juries are empaneled 
in accordance with settled legal procedure, witnesses are examined and 
cross-examined, and the case conducted through all the various stages 
of the trial or hearing down to and including the judgment or decree, 
after which, should the case be appealed, it must be carried through 
the appellate court, involving the preparation of the record on appeal, 
briefs of counsel, etc. 


2. Fourth Year: 


The same facilities for Moot Court work as are described above are 
afforded in the course leading to the degree of Master of Laws. In this 
course, however, the nature of the cases assigned is somewhat different, 
involving, in addition to the ordinary cases at common law or in equity, 
cases of a special character, such as habeas corpus, certiorari, quo war- 
ranto, injunction, mandamus, extradition, replevin, attachment, etc. 


3. Officers and Equipment: 


The clerk of the Moot Court was formerly, and the assistant clerk 
is now, one of the assistant clerks of the Supreme Court of the District 
of Columbia, but his assistants in each court-room are chosen from the 
student body, from whose ranks are also drawn the criers, jurors, and 
other officials, thus giving to the students the benefit of practice in 
administrative judicial machinery. The Moot Court is to all intents 
and purposes an actual court. The rooms in which the sessions are held 
are fitted up with judges’ benches, clerks’ desks, jury-boxes, and coun- 
sel table, and from the time the crier announces that the court is in 
session until he announces its adjournment the procedure is identical 
with that of a regular judicial tribunal. 
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It is believed that any student who gives the proper attention to this 
feature of the law curriculum will be enabled to go out from this in- 
stitution and creditably try cases in court, although he may never have 
been in an actual court-room. 

A careful record is kept of the work of each student, both as to his 
pleadings and his conduct of the case in court, and the ratings thus given 
determine, in connection with his ratings upon other subjects, whether 
or not he is entitled to a degree. 


В. LEGAL Tactics. 

Every young lawyer entering upon his professional career is desirous 
of availing himself of the experience of an older practitioner and of 
learning many things which are not taught and cannot be taught from 
books. It is to meet the needs of this class of men that this course 
has been inaugurated. It is in charge of a member of the Washington 

jar whose practice has been an active one, extending over a period 
of many years. 

A short introductory talk is given upon the relations between attorney 
and client, including the important subject of fees, after which the 
student is given the benefit of practical hints upon the manner of start- 
ing in practice and opening and furnishing an office, with suggestions as 
to office systems. Advice is given as to selecting a law library, the best 
way to find authorities in point, and how such authorities should be 
used in court. 

The student is told how to listen intelligently to his client's grievances; 
how to draw up the pleadings arising out of these grievances; how to 
prepare for trial the case thus made, including the work of preparing 
the evidence; how to try the case and examine and cross-examine wit- 
nesses; the manner of making up the record, writing briefs, and con- 
ducting the argument on appeal. The subject of professional ethics is 
discussed. At various times during the year distinguished lawyers are 
invited to appear and discuss informally special topics of interest to the 
students. 


EXAMINATIONS AND GRADES. 
А. UNDERGRADUATE COURSES. 
Regular Examinations. 

Written examinations are held at the close of each semester upon 
those subjects that have been completed during that semester. АП stu- 
dents, unless specially excused by the Dean, are required to take the 
first examination held in any subject after their completion of the course 
in that subject. 

No student, except by special permission of the Dean, will be allowed 
to take an examination in any subject unless he shall be regularly regis- 
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tered and have been in regular attendance upon the lectures and have 
done all the work required in the course of instruction upon that 
subject. 

Grades: 

At all examinations, the grading of students will be indicated by the 
letters A, B, C, D, E, and F, representing, respectively, excellent, good, 
satisfactory, fair, conditioned, and fatled. 

Conditions: 

A student receiving the grade of E (conditioned), in the regular 
examination in any course, will be given an opportunity to remove the 
condition by passing a subsequent examination with the grade of C or 
better. 

The regular examinations for the removal of conditions will be held 
during the first week of each session. Applications for permission to 
take any of these examinations must be made to the Dean, in writing, 
not later than three days before the date for which such examination 
is scheduled. Candidates for either of the Bachelor's degrees may, by 
action of the Faculty, be granted special examinations in not more than 
two subjects carried as conditions during the first semester of their 
last year, at the end of that semester, and in one subject carried as a 
condition during the second semester, at the end of that year. 

A student receiving the grade of F (fatled), in any examination, or 
the grade of D or E in any examination to pass off a condition in any 
course, will be required to take the course over again before being 


permitted to take another examination in such course. 


Class Standing: 

Students having conditions in more than two subjects will not be 
advanced from one class to another, nor will candidates for a degree 
be permitted to carry more than one condition into the second semester 
of the year in which they expect to be graduated. Students may have, 
however (subject to the provisions above enumerated), an opportunity 
to remove conditions, imposed during any session, by taking the re: 
lar examinations for the removal of conditions at the beginning of the 
following session, for which no fee is charged. 

Students having conditions in more than three subjects will not be 
allowed to register except upon special permission from the Dean. 


Special Examinations: 


No special examinations, other than those above provided for, will be 
granted to any students except those of the graduating class who, for 
good cause, shall have been excused by the Dean from taking any 
regular examination during the third year. 
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Attendance: 

Regular attendance is required in all courses; and the examination 
grade of any student in any course may be withheld and the passing 
of another examination or the repetition of the course may be required 
on the sole ground of unsatisfactory attendance. 

Election of Courses: 

No student shall be allowed to register in courses aggregating more 
than sixteen hours during any one semester without first obtaining the 
permission of the Faculty. 

Every student who is a candidate for graduation with the degree 
of Bachelor of Laws in his third year shall take and pass in each 
semester of his third-year courses aggregating ten hours. 

Election of courses to be taken must be made in all cases within ten 
days after the beginning of the semester in which such courses are 
given. 

B. GRADUATE COURSES. 

Examinations in graduate courses will be given at such times and 
under such conditions as may be designated by the professors in 
charge. 

DEGREES. 

I. BACHELOR OF LAWS. 


The degree of Bachelor of Laws will be conferred upon students who 
shall have passed satisfactory examinations upon the subjects required 
in the entire course of three years and whose attendance and conduct 
have been satisfactory to the Faculty. 

The degree of Bachelor of Laws with distinction will be awarded to 
students whose average percentage in all subjects is equivalent to the 
grade of A. 

2. BACHELOR or LAW (B.L.). 

The degree of Bachelor of Law will be conferred upon students who 
shall have completed the work prescribed for this degree, and whose 
attendance and conduct have been satisfactory to the Faculty. 

3. MASTER or Laws. 

The degree of Master of Laws will be conferred upon students who 
have completed the work prescribed for this degree with the grade of 
C or better and whose attendance and conduct have been satisfactory to 
the Faculty. 


4. MASTER ОЕ PATENT LAWS. 


The degree of Master of Patent Law will be conferred upon students 
m Г э, > " 
who shall have successfully completed the work ot the Patent Law 
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course and whose attendance and conduct have been satisfactory to the 
Faculty. 


5. DOCTOR OF JURISPRUDENCE. 
The degree of Doctor of Jurisprudence is given for graduate work in 
the science of the law upon the same terms and conditions as the degree 


of Doctor of Philosophy in the Departments of Arts and Sciences. See 
pp. 28 ff. of the General Catalogue. 


LAW LIBRARY AND READING-ROOM. 

A well-equipped working library, comprising about 5200 volumes, 
is open to the students in Law Lecture Hall from 9 a. m. to то р. m. 
Competent librarians are in charge and will give students assistance in 
looking up subjects and in the use of books. 

The Library contains the standard textbooks, the West Reporter 
system of Federal and State Decisions complete, State Reports, the 
English Common Law and Chancery Reports, Encyclopedias of Law, 
Digests, reference books, and current law publications. 

Adjoining the Library is a conversation-room for students, affording 
opportunity for consultation. 

In addition to these facilities, the students have free access to the 
Congressional Library and other public libraries. 


PRIZES. 


А prize offered by the Edward Thompson Company, of a set of the 
Encyclopedia of Law, first or second edition, or a set of the Encyclo- 
pedia of Pleading and Practice, is awarded each year to the senior law 
student who shall write the best thesis on some legal subject to be 
assigned by the Faculty. 

Three prizes—one of $40, one of $30, and one of $20—are annually 
given to the respective authors of the best three essays handed in by 
such members of the Third-Year Class as shall compete for them and 
shall pass successful examinations. 

A prize of $25 in gold, offered by Mr. Fritz von Briesen, called the 
“Ellsworth Prize,” is awarded for the best work done in the Patent 
Law Course by a student receiving the degree of Master of Patent Laws. 


PRIZE ESSAY IN COMPARATIVE LAW. 


In order to stimulate interest in the study of Comparative Law, not 
only in this University but throughout the United States and Canada, 
a prize of $100.00 is awarded each year to the writer of the best essay 
on some topic in Comparative Law, to be assigned by the Faculty. 
Competition for this prize is open to all bona fide students regularly 
matriculated in any law school in the United States, Canada, Mexico, or 
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Cuba. All essays must be submitted each year on or before March І, 
and after they have been passed upon by a committee of one or more 
persons not connected with this University, the award will be announced 
on June r. Essays should be sent to the secretary of the Faculty. The 
subject assigned for the year 1906-07 was as follows: 

A discussion, under English, French, and German law, of the respec- 
Hve rights of parties to a contract entered into under a mistaken appre: 
hension on the part of one or both parties as to its legal effect. 

John H. Wigmore, Dean of the Northwestern University Law School, 
and Samuel Williston, Weld Professor of Law in Harvard Law School, 
the committee of award for the year 1906-07, awarded the prize to 
Stanley Rich, LL.B., of Northwestern University. 

The following subject was assigned for the year 1907-08: 

A comparative treatise upon the rights of one purchasing chattels from 
a seller who is without title, under the laws of the United States, Eng- 
land, France, and the Spanish-American countries. 

The Committee of Award for this year is composed of Ernest Freund, 
Professor of Law in the University of Chicago, and Sefior J. Q. 
Casasus, of the City of Mexico. 

The following subject has been assigned for the year 1907-08: 

“Discuss under the laws of the United States, England, France, and 
Spanish-America, the validity of a stipulation by a common carrier (by 
sea) exempting him from liability on account of his own negligence, or 
that of his servants, and the law applicable to such stipulation under 
the rules of Private International Law." 


PUBLIC SPEAKING. 


Excellent facilities for training in the art of public speaking are 
afforded by the two debating societies that have been organized in 
the Department of Law and Jurisprudence. These societies, known 
as the Columbian and Needham Debating Societies, meet weekly for 
debate in Law Lecture Hall. Membership in these societies is entirely 
optional, but their work is encouraged in every legitimate way by the 
Faculty, and students are urgently advised to take part in their exer- 
cises. During each academic year several intercollegiate debates are 
held. Membership upon the intercollegiate debating teams is an honor 
eagerly sought and made the prize to be won in separate preliminary 
contests. The general conduct of these intercollegiate debates is under 
the supervision of a committee from the Faculty. 


ADMISSION TO THE BAR OF THE DISTRICT OF COLUMBIA. 


By the rules of the Supreme Court of the District of Columbia, appli- 
cants for admission to the Bar are required to have studied law for 
three years under the direction of a competent attorney, but by those 
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rules the course in the Department of Law of the University is regarded 
as discharging this requirement. 


FEES. 

т. Matriculation fee (payable опсе)............................. 95 
S2 ANM Bbfüry fe66........... ce os oec PT oot coo eoe topo 2 
з. Tuition fee per annum for each hour taken per week.......... 10 
4. Late registration fee in the case of students registering for the 

first term after October 20, or for the second term after 

February 20, excepting for courses which do not begin with 

а. Gc webb 00222 Rouvecevbedvebesecésaseénedeéecoh on 2 
s. Fee for graduation ..............- eee eet IO 
6. Tuition fee for course in Patent LaW........................ 40 
7. Fee for a certificate under the seal of the University. ......... 2 


No change will be made in the fees fixed at the time of registration 
except in case of withdrawal, and then only upon notice in due form, 
and from the end of the current quarter session when such withdrawal 
shall be approved. Applications for the granting of a withdrawal should 
be made on the prescribed form to be obtained from the Registrar and 
will only be received at the end of a quarter session. 

The library fee will not be charged for the first half-year during 
which a course is completed in the case of students who enter at the 
beginning of the second half-year and pay the library fee for that year. 


PAYMENT OF FEES. 

All fees are to be paid to the Treasurer. Regular tuition fees are 
payable quarterly in advance. Fees for special courses are payable 
monthly in advance. Matriculation and library fees are payable in full 
in advance. 

BOARD AND ROOMS. 

A register of approved boarding houses is kept by the Treasurer. 

Accommodations cost from $25 to $40 a month. 
v. Y 


For catalogues, application blanks, and further information, address 
THE REGISTRAR, 
The George Washington University, 


Washington, D. C. 
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NATIONAL COLLEGE OF PHARMACY. 


FACULTY. 


CHARLES WILLIS NEEDHAM, LL.D......PRESIDENT OF THE UNIVERSITY 
Henry E. KALUSOWSKI, M.D., Phar.D., Dean..Professor of Pharmacy 
SAMUEL WAGGAMAN, M.D., Phar.D......Professor of Materia Medica, 
Botany and Toxicology 

WILLIAM F. HILLEBRAND, Ph.D., Phar.D......Professor of Chemistry 
and Physics 

FREDERICK A. HOLTON, B.S., Phar.D., Professor of Analytical Chemistry 
Burton J. Howarp, B.S............... 
ROBERT N. Harper, Ph.G..........Professor of Mercantile Pharmacy 
C. V. WILLIAMS.................+.Professor of Mercantile Pharmacy 
ALEXANDER MUNCASTER, Phar.D., LL.B., LL.M..........Professor of 


.....Professor of Microscopy 


Pharmaceutical Jurisprudence 

HOWARD M. BRADBURY, Phar.D..........Assistant to the Professor of 
Analytical Chemistry 

J. WILTON Gravy, Phar.D., and Louis B. CasreLr, Phar.D. . Assistants 
to the Professor of Pharmacy 


GENERAL STATEMENT. 


The National College of Pharmacy, which is an outgrowth of the 
Columbian Pharmaceutical Association, organized in April, 1871, was 
chartered under the provisions of an act of Congress in 1872, and opened 
Its doors to students November 11th of that year. In February, 1906, 
it became a member of the educational system of The George Wash- 
ington University, under the charter of the University granted by 
Congress March 3, 1905, providing for the organization of colleges. The 
President of the University is ex-officio president of the National College 
of Pharmacy, and the College is represented in the President's Ccuncil 
by its Dean. 

The work of the college embraces courses in chemistry, botany, 
materia medica and toxicology, pharmacy and pharmaceutical laboratory 
Work, analytical chemistry, microscopy, mercantile pharmacy, and phar- 
Maceutical jurisprudence. Three years are required for the completion 
of the prescribed course. 

The new College building is centrally located on I street, northwest, 
between Eighth and Ninth streets. It is easily reached by either of the 
four principal street car lines of the city. 
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SPECIAL COURSES. 


Students may select one or more of the branches taught and attend 
the lectures and laboratory work during the time set apart for such 
study. 

Students taking single tickets are not entitled to take the examinations 
for the degree conferred by the College. 


THE DEGREE. 


The degree conferred is Doctor of Pharmacy. 


QUALIFICATIONS FOR THE DEGREE. 


1. The student shall have attended three courses of instruction in 
Chemistry, Pharmacy, Analytical Chemistry, Materia Medica, Botany, 
and Toxicology, and two in Microscopy, the last of which must have 
been in this College; and one course each in Mercantile Pharmacy and 
Pharmaceutical Jurisprudence. 

2. He must have passed a satisfactory examination in each of the 
branches taught. 


3. He must be recommended by the Board of Examiners. 


MATERIA MEDICA, BOTANY AND TOXICOLOGY. 


FRESHMAN COURSE. 


The first lectures are an introductory to the study of elementary 
botany, after which follow vegetable histology and plant physiology. 
The subject-matter of these lectures is thoroughly explained by means 
of charts, diagrams, and specimens. 


JUNIOR COURSE. 


This course is devoted to the consideration of the various theories 
concerning the vegetable world and the practical results obtained by 
experienced laborers in this science. The lectures are illustrated by 
means of the lantern and microscope. A large part of the course is 
devoted to a consideration of the official organic drugs. 


SENIOR COURSE. 

The lectures are mainly upon the active principles, adulterants, official 
preparations, therapeutic uses, and doses; after which the organic and 
inorganic poisons are taken up under three heads: Ist, Corrosive; 24, 
Irritant; and 3d, Neurotic Poisons. Under these three divisions are 
explained briefly their action, detection, and antidote. 


—— 
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РНАЕМАСҮ. 


FRESHMAN COURSE. 


This course is given to the study of the various pharmaceutical pro- 
cesses and operations. Following in the order named are lectures on 
Metrology, heat, thermometry, evaporation, distillation, fusion, sublima- 
tion, calcination granulation, comminution, solution, filtration, clarifica- 
tion, decoloration, precipitation, crystallization, and extraction, during 


which the various methods used to bring about the desired results will 
be illustrated. 


JUNIOR Course. 


During a part of this course the time is given to the application of 
the processes considered during the Freshman year to pharmacopceial 
Preparations, and such modifications as adapt them to special uses. This 
includes methods for making solutions of various substances, extracts, 
pills, tablets, triturates, compressed tablets, capsules, powders, supposi- 
tories, plasters, ointments, cerates, and oleates. 

The latter part of this course is taken up with the study of official 
Preparations obtained from the elementary bodies beginning with bro- 
mine, chlorine, iodine, phosphorus, and sulphur, followed by carbon, 
boron, silicon, the inorganic acids. potassium, sodium, lithium, am- 
monium, magnesium, calcium, barium, zinc, aluminum, cerium, cad- 
mium, manganese, iron, chromium, lead, silver, copper, mercury, anti- 
mony, arsenic, bismuth, and gold. 


SENIOR COURSE. 


The time during this course is mainly given to the study of com- 
Pounds chiefly derived from organic matter, and products obtained there- 
from, amylaceous and saccharine substances; gulcosides and alkaloids, 
Volatile oils and animal products commonly used in pharmacy, vegetable 
Oils, soaps, resinoids and products from resins. 


ANALYTICAL CHEMISTRY. 


The instruction in this department is intended to present the chemical 
tests of the United States Pharmacopeeia, with methods for the identi- 
fication of substances and for the detection of impurities; to instruct 
him in the methods of assaying and the use of volumetric solutions, 
and to enable students to analyze any ordinary mixture of inorganic 
Material. 

For the purpose of carrying out the work of this department a large, 
Well-equipped laboratory is provided with all the usual water and gas 
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facilities, and has recently been wired and installed with electric appa- 
ratus whereby electro-chemical methods of analysis can be taught and 
the application of the electric current to the preparation of chemicals 
by the methods of electro-chemistry can be illustrated before the stu- 
dents. These and other facilities afford students exceptional opportun- 
ities to become familiar with the fundamental principles of the science 
of chemistry. 

The first year is devoted to experimental work so arranged as to sup- 
plement the lectures in General Chemistry. 

The second year covers a systematic course in qualitative analysis in 
connection with the tests of the United States Pharmacopoeia. 

The third year is devoted to volumetric analysis by means of the 
standard solutions of the Pharmacopceia. 


GENERAL CHEMISTRY AND PHYSICS. 


Inasmuch as the subjects of Analytical Chemistry and Pharmacy are 
fully provided for in other courses, these lectures are devoted more 
closely to the fundamental principles and classification which must 
underlie a thorough and systematic knowledge of Chemistry. Owing 
to the intimate connection existing between Chemistry and several 
branches of Physics, a number of lectures illustrating the more im- 
portant laws and principles of some of these branches precedes the 
regular course in Chemistry, and others on these subjects with which 
a prior acquaintance is less important, follow after the student has 
acquired some knowledge of chemical changes. During the first half of 
the second year Physics and the non-metallic elements receive con- 
sideration, followed during the remainder of the second and a portion 
of the third year by the metals. The greater portion of the third year 
is devoted to the exposition of the more important facts, principles, and 
theories of Organic Chemistry. 


MICROSCOPY. 


The course of Microscopy gives instruction in the use of the com- 
pound microscope as an aid in the study and identification of drugs, 
and requires full attendance from Junior and Senior students. 

The work includes both lectures and laboratory courses, and con- 
sists in the examination of plant tissue as illustrated in various vegetable 
substances most familiar to pharmacists. Special attention is given to 
the structural characteristics by which one drug can be distingushed 
from another as well as to the detection and identification of the most 
common adulterants used. 
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MERCANTILE PHARMACY AND PHARMACEUTICAL 


JURISPRUDENCE. 


These courses are required in the Senior class only. 


Matriculation 


Tickets for the full year's course TT instruction, Радна 6 or Junior. 
Tickets for the full year’s course of instruction, Senior 


FEES. 


25 


Single tickets for Chemistry, Materia Medica, Botany and Tox- 


icology, each 


Single tickets for Analytical Chemistry 


Single tickets for Practical Pharmacy. . 


Single tickets for Microscopy 


Single tickets for Mercantile Pharmacy. 


Single tickets for Pharmaceutical Jurisprudence. 


Fee for Diploma 


SCHEDULE. 
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The thirty-fifth annual session of the College will begin on Wednes- 
day, September 25, 1907, and close on Wednesday, June 5, 1908. 


Monday. 


FRESHMEN. 


Bofany. 


Lectures and Recitations, 


IO to 11 à. m, 


Pharmacy. 
Lectures and Recitations, 
I1 à. m. to 12 m. 
Recess, 12 m. to 1 p. m. 


Pharmacy. 


Laboratory Work, 
I to 4 p. m. 


JUNIORS. 


Physics and General 
Chemistry. 
Lectures and Recitations, 
6 to у p. m. 


Analytical Chemistry. 
Lectures, Recitations and 
Laboratory Work, 

7 to rr p. m. 


Tuesday. 


SENIORS. 


Microscopy. 


Lectures, Laboratory 
Work and Recitations, 
6 to 8 p. m. 


Mercantile Pharmacy. 


8 to 10 p. m. 
Feb. 12 to End of Term. 


Pharmaceutical Juris- 
prudence. 
8 to 9 p. m. 


à BES Gast 20 nec eS 


Wednesday. 


FRESH MEN. 


Physics and General 
Chemistry. 


Lectures and Recitations, 
6 to 7 p. m. 


Analytical Chemistry. 


Lectures, Recitations and 
Laboratory Work, 
7 to i1 p. m. 
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190 THE GEORGE WASHINGTON UNIVERSITY. 
SCHEDULE. 
Thursday. Friday. Saturday. 
SENIORS. SENIORS. JUNIORS. 


Materia Medica and 
Toxicology. 
Lectures and Recitations, 
IO to 11 a m. 
Pharmacy. 
Lectures and Recitations, 
I1 a. m. to 12 m. 
Recess, 12 m. to 1 p. m. 
Pharmacy. 


Laboratory Work, 
I to 4 p. m. 


JUNIORS. 


Microscopy. 


Lectures, Laboratory 
Work and Recitations, 
6 to 8 p. m. 


General and Organic 
Chemistry. 
Lectures and Recitations, 
6 to 7 p. m. 
Quantitative Chemical 
Analysis. 
Lectures and Recitations, 
7 to r1 p. m. 


Botany and Materia 
Medica. 
Lectures and Recitations, 
10 to ІІ à. m. 
Pharmacy. 
Lectures and Recitations, 
її à. m. to 12 m, 
Recess, 12 m. to 1 p. m. 
Pharmacy. 
Laboratory Work, 

I to 4 p. m. 


Entrance examination at 1 p. m. on Thursday, September 19, 1907, 


the lecture-room of the College. 


Annual examination of Freshmen and 


Juniors for promotion and of Seniors for graduation begins on Monday, 


May 11, 1908. 
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COLLEGE OF VETERINARY MEDICINE. 


COLLEGE OF VETERINARY MEDICINE. 


—— 


BOARD OF TRUSTEES. 


J. A. T. HALL. Davi» E. BUCKINGHAM, V.M.D. 
Н. Rozier DuLANEY. JOHN Lockwoop, V.S. 
| WILLIAM Corcoran Eustis. Joun P. Turner, V.M.D. 
| FACULTY. 
CHARLES WILLIS NEEDHAM, LL.D..........President of the University 
T TN (o Da A ae REARARAL ERA QA КУЛУУ Аи 
VHARLES EK. МОКЕ. PhD... AE N Professor of Chemistry 
SHEPHERD Ivory Franz, Ph.D................Professor of Physiology 
JOHN Lockwoop, D.V.S..............Professor of Veterinary Surgery 
JOHN P. Turner, V.M.D........Professor of Theory and Practice of 
Veterinary Medicine 
Davi» E. BUCKINGHAM, V.M.D..........Professor of Materia Medica, 
| Therapeutics, and Canine Practice 
| ROBERT J. Formap, V.M.D., M.D.............Professor of Comparative 
| Histology and Pathology 
J. J: Kinyoun, Ph.D., M.D............. Professor of Bacteriology and 
Pathology 
Ароірн Есновх, D.V.S..................Professor of Meat Hygiene 
ALBERT H. Hasset, M.R.C.V.S......Professor of Veterinary Zodlogy 
GEORGE H. Hass, V.M.D., M.D...... Professor of Sanitary Science and 
National Quarantine 
BENJAMIN T. Woopwarp. V.M.D......Professor of Milk Hygiene and 
Dairy Inspection 
ADRIAN V. Hatt, V.M.D............ Professor of Veterinary Anatomy 
= ———— .......... . Professor of Animal Husbandry and 
Breeding 
FRED. Bryant Gace, M.D.V., Artillery Corps, U.S.A...... Lecturer on 
Military Veterinary Science 
HursERT Younc, V.M.D..............Lecturer on Horse Shoeing and 
Demonstrator of Anatomy 
WILLIAM P. Corns, D.V.S..........Instructor in Clinical Veterinary 
Surgery 
К. J. STAFFORD, Р.У.М....................ШРетопѕігаіог of Anatomy 


| ANNOUNCEMENT. 
The organization of a College of Veterinary Medicine under the 

charter of the George Washington University was authorized by the 

Board of Trustees, on March 17, 1908. The great demand for the ser- 
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vices of trained veterinarians by the Federal and State governments 
and the increasing importance of veterinary science in municipal hygiene 
show the need of the development of this branch of medical science in 
Washington in a regularly organized college under University auspices. 
The headquarters, libraries, laboratories and experimental farms of the 
Bureau of Animal Industry of the Department of Agriculture are 
located in the District of Columbia, so that students of the College of 
Veterinary Medicine may keep closely in touch with the most recent 
investigations in veterinary science. The Administration Building and 
two hospital buildings of the College are located at 2113-2115 Fourteenth 
Street, N.W. In this building are the Dean's office, library, pharmacy, 
and faculty, reception, and operating rooms. The veterinary hospital 
and the canine hospital are equipped with all appliances for the cure 
and relief of sick and injured animals. 

In addition to demonstrations in the hospitals, students receive clinical 
instruction in the private hospitals of Professors John P. Turner and 
John Lockwood. Clinics are held at abattoirs and stockyards under 
governmental inspection and visits to stock and dairy farms in com- 
pany with clinical professors are required. 

A separate statement regarding the courses of study and the matricu 
lation of students will be published as soon as the organization of this 


college is completed. This will be mailed upon application to all per 
sons addressing the Registrar of the University. 
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Students in the University. 


DEPARTMENT OF ARTS AND SCIENCES. 
FACULTY OF GRADUATE STUDIES. 


In Attendance. 


| Name. Legal residence. City address. 
Agnew, Paul Gaugh.............Mich. ..:..3341 17th Street. 
B.S., 1901, Hillsdale ( ollege. 


A.M., 1902, University of Michiga: 
t Opics— Physics, Mathematical Physics. 
Barbour, Асе Маш... ela 02 1735 N Street. 
B.S., 1593, We llesley College. 
t Opics—English, Archxology, English. 
› wis А 
Boomhower-Guibord (Mrs.) A...D. C. ......The Ashley. 
M.D., 1899, 
Горіс 1 


Boston University. 
Xperimental Psycho! 
Dawson, 


i Edward Matthews, Jr...D. C. ......1746 S Street. 
.S., 


1905, The George Washington University. 


1 Opic- Chemistry. 


Fitch, Theodore Thornbur ......lowa ......1233 Girard Street. 
B.C.E., 1903, lowa >tate College. 
l'opics Physics, Mathematics. 

Lombard. Charles Russell.......Me. .......608 E Street. 
B.S., 1908 rge Washington University 
l'opic A g | 


3 Chitecture. 


, Г Cu 


›, > a 
Palmore, Julian Ivanhoe.........Va. .......Bureau of Chemistry. 
BS.. 

tute. 
Topic- С) 


hemistr 


Si " ` а , T 
mmet, Charles Frank.........Mass. .....Y. M. C. A. 
T 


Technol 


і Pics ^ 


1902, M.S., 1904, Virginia Polytechnic Insti 


1903, S.M., 1904, Massachusetts Institute of 
Чу, 


m Engineering, Bacteriolo 


Shepher x рч? | 
hepherd., William Thomas......Ark. ......317 Massachusetts Ave. 


B, " 
\.› 1899, Ph.D., 1904, Gale College 

1905, M.S., 1906, University of Oklahoma. 
Psychology, Education. 


Si Ó : А | ` 
mons, Sarah Emma. .......... ЭС «о KN ЭНОШ 


B., 
M 1997, M.A., 1900, Stanford University. 
Горі, Ed 


Iucation 
Electrical Engineer. 
| А 

ait) үү" 7 . 22 ` 4 - 
Гїштпетг, ( harles Ward. T D Miss. soo ww б | street 
902, Mississippi Colleg 

1907, Cornell Universit: 

Electrical Engineerin 


IIK» 


195 


S 2 = R x z ee 
т >* 


en ——t 
- Mez m- 256 N 


کی 
а‏ 


mm 


-— A À 


т 


rr 
— 
=? 


——————————— 
——— — А - = 
с “ту л үрт оз Р — ——— = can سے‎ ——- 
> - z 
———————————M—ÓÀ————— a Que iat DD ERR DDR 


i үр" — T.‏ بک 
- — لس — 
сут,‏ ~— 


очар 


ڪڪ 
——— 


= 
oe БАКЕ 


—  — 
e € eer Ss 
ee ee 


mn RI 


Pa i 
Hu Е 
1? 


= 


_ 
7. 


pomeo, 


IF | 
ay) 8) 
P ; 
ITA ч | 
p ү 
| BU 
ре i 
Is] j І 
m Е 
Hn | 
| | 
I * 
{ 
"nm | | 
BE 
J у 


— oi gm 


lum ACCU CER SDP FE TUNES OR. XT Tea TR ER dm 
[1 


TED cA- A Fu a 
==» —À 


MONDE BEKES 


bousa тый 


© 


‘nee ү tat - - 


т 


a ae LL і меб. لھ کے‎ фа Б зы. З 


mm 
- 


=- 
М! 
pr 


E "i a = 
LP ae 


ر 
eL wu чу ЖЕ‏ 


MÀ a ee کد‎ 


T 


4 

+ 

$ 

ү 

1 

MI i 

W 38" 
а 
ў 


196 THE GEORGE WASHINGTON UNIVERSITY. 


Name. Legal residence. City address. 


Steele, Frank Bailey............. W. Va. ....1714 Q Street. 


Topic—Electrical Engineering. 


Woodward, Mark Rittenhouse. ..D. C. ...... 1832 Biltmore Street. 
B.S. in E.E., 1905, The George Washington Uni- 
versity. 
Topics—Electrical Engineering and Mechanical En- 
gineering. 


Civil Engineer. 


Molitor, David Albert....:......Wisc. .....424 Mills Bldg. 
B.S. in C.E., 1908, The George Washington Uni- 
versity. 
Topic—Civil Engineering. 
Senior, Thomas Richard......... D. C. ......203 Elm Street. 
Topic—Civil Engineering. 


Master of Science. 


Boughton, Everett William...... N. Y. .....917 16th Street. 
B.S. in Chemistry, 1903, Polytechnic Institute of 
Brooklyn. 


Topics—Major, Chemistry; Minors, Bacteriology, 
Pathology, Physiology. 


Coffey, George Nelson...........N. C. .....1225 11th Street. 
Ph.B., 1900, University of North Carolina. 
Topics—Major, Geology; Minors, Meteorology, Min- 
eralogy. 
Davis, John Allen...............Canada ....Y. M. C. A. 
S.B., 1907, Massachusetts Institute of Technology. 


Topics—Major, Geology; Minors, Paleontology, Min- 
eralogy. 


Harrington, Katherine ..........D. C. ......Conduit Road. 
B.S., 1906, The George Washington University. 
Topics—Major, Mathematics; Minors, Physics, 
Chemistry. 


Sanders, Frances ...............D. C. ......1360 Kenyon Street. 


B.S., 1901, Columbian University. 
Topics—Major, Mathematics; Minors, Philosophy, 
Education. 


Smith, Delos Hamilton..........D. C. ......1905 F Street. 
B.S. in Architecture, 1906, The George Washington 
University. 
Topics—Major, Architecture; Minors, Archaeology, 
Architecture. 


Swett, Otis Оот................ Md. .......Chevy Chase, Md. 
LL.B., 1891, B.S., 1904, The George Washington 
University. 
Topics—Major, Chemistry; Minor, Chemistry. 


"Peg. P CU ОА 


STUDENTS IN THE UNIVERSITY. 


Master of Arts. 


Name. Legal residence. City address. 


Baker, Anthusa Jeanette......... D. C. ......62 Rhode Island Ave. 


A.B., 1907, Wittenberg College. 
Topics—Major, Education; Minors, Greek, Latin. 
Brooks, Benjamin Talbott.......Ohio ......1626 S Street. 
B.A., 1906, Ohio State University. 
Topics—Major, Chemistry; Minor, Physics. 


órown, Robson De S............ loNS uv 1346 Monroe Street. 


B.A., 1907, The George Washington Univ ersity. 
Topics—Major, Chemistry; Minors, Geology, Botany, 
Spanish. 
Burgdorf, Ada Belle............D. C. 
B.A., 1906, The George Washington University. 
Topics—Major, English; Minors, Education, Latin. 
Custis, Horace Hatch...........D. C. 
B.A., 1906, Johns Hopkins University. 
Topics—Major, Chemistry; Minors, Chemistry, 
Geology. 


Wem, John Hoter.............. DO. r19 B Street, S. E. 
LL.B., 1902, The George Washington University. 
Topics- -Major, Philosophy;  Minors, Philosophy, 
History, 


.512 6th Street. 


..9I2 15th Street. 


Drummond, Mary Walter.......D. C. ......1262 Columbia Road. 


A.B., 1905, Woman's College of Baltimore. 
Topics—Major, Education; Minors, Psychology, 
Latin. 


Durham, Harry Blaine...........Nebr. .....708 roth Street. 
Ph.B., 1904, Nebraska Wesleyan University. 
Горісѕ— Major, Economics; Minor, Sociology. 

Ellis, John De Moss. .......... ‚ Ky. 
A.B., 1907, University of Cincinnati. 

Topics— Major, Economics; Minor, Political Science. 


..... 1733 20th Street. 


Hayes, Edward . pe cecccccccceces MGs ccce B REB 


Baltimore, Md. 
B.A., 1907, The George Washington University. 
Topics- Major, English; Minors, English, Sociolgy. 
Hendry, Moses Walton.........Md. .... Bethesda, Md. 
A.B., 1903, Johns Hopkins University. 
l'opics—Major, Latin; Minors, Political Science, 
Law. 


Kramer, Stephen Elliott. ........D. C. ...... 1318 S Street. 


^c 9m а P ` “ee Cu 
B.S., 1906, The George Washington University. 


lopics—Major, Education; Minors, Psychology, Ed- 
ucation. 


Lampson, Lawrence Vincent.....Ohio ......904 East Capitol Street. 


A.B., 1906, Oberlin College. 
‘opics—Major, English; Minors, History, Edu- 
cation, 
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Name. Legal residence. City address. 


Lowe, Henry Francis............D. C. ......215 sth Street, N. E. 
L.I., 1890, College of William and Mary. 
B.S., 1903, The George Washington University. 
Topics—Major, Education; Minors, Education, So- 
ciology. 


McCoy, Louise Winifred.........D. C. ......328 E Street, N. F. 
A.B., 1907, The George Washington University. 
Topics—Major, Education; Minors, Psychology, 
Latin. 


MacMullen, Edgarda Marion..... Pa. .......The Darlington. 
B.A., 1907, The George Washington University. 


Topics—Major, Education; Minors, Psychology, Eng 
lish. 


Muckenhoupt, Loretta Elizabeth..N. Y. .....1817 U Street. 
B.A., 1905, Vassar College. 
Topics—Major, Psychology; Minor, Education. 
Paddock, Ernest Moorhead......Pa. .......934 North Avenue, 
Allegheny, Pa 
B.A., 1894, University of Pennsylvania, Graduate, 
1897, Episcopal Theological School, Cambridge 
Mass. 
Topic— Philosophy. 


Peter, George Freeland.......... D. C. ......Tudor Place. 
S.T.B., 1904, General Theological Seminary. 
Topics—Major, Philosophy; Minors, History, So- 
ciology. 


р MENO PE ENE OMS онер 614 19th Street. 
A.B., 1902, Loyola College, Baltimore, Maryland. 
Topics—Major, English; Minors, History, Eco- 
nomics, 


Schoenfeld, Hans Fr. Arthur..... + Аб эрде eles The Nelson. 
B.A., 1907, The George Washington University. 
Topics—Major, History; Minors, History, English. 

Simmons, William Wyatt........Miss. ......708 roth Street. 
В.А., 1905, Mississippi College. 


Topics—Major, Sociology; Minors, Economics, His- 
tory. 


Sullivan, Francis Paul...........D. C. ......1823 U Street. 
A.B., 1904, Georgetown University. 
Topics—Major, Architecture; Minors, Philosophy, 
Classical Archaeology, Architecture. 


White, Emilie Margaret. ........D. C. ......2568 University Place. 
A.B., 1907, The George Washington University. 
Topics—Major, German; Minor, History. 


STUDENTS IN THE UNIVERSITY. 


Doctor of Jurisprudence. 
N me, Legal ri Tet Ce 1 It" aqga;ress. 


Castellot, José ..................Mexico ...Mexican Legation. 
18599, Instituto Campechano, 

1904, Escuela Nacional de Jurisprudencia, 

Mexico. 


Major, aw: Minors, Political Science, 


Doctor of Philosophy. 


Aiden, Levi Russell.......... 1. Ge ......8B09 L Street. 


.A., 1903, M.A., 1904, Columbian University. 


lopics—Major, History; Minors, Law, History. 


Oe ty P! 


Backus, Cyrus Day..............N. Y. .....U. S. Patent Office. 
Ph.B., 1896, LL.B., 1896, Cornell University; B.S., 
1904, Columbian University; M.S., 1905, The 
George Washington University. 
lopics—Major, Electrical Engineering; Minor 
Physics, Chemistry. 
Church, Calvin Grant...........Md. ....... h Street, S. E. 
B.S., 1900, Maryland Agricultural College. 
M.S., 1902, Columbian University. 
ics—Major, Chemistry; Minor, Chemistry. 
благе, Marion. . ;. „о seuss v ES NNE. ИИИ 
B.A., 1901; M.A., 1903, Western Maryland College. 
Topics—Major, History; Minors, Law, Political 


TEES ч 


science. 
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Coffey, George RR i R Oe Eg : 1225 rrth Street. 
Ph. B., 1900, University of North Carolina. 


M.S., 1908, The George Washington University. 


VPE 
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lopics—Major, Geology; Minors, Mineralogy, Mete- 


orology, 


ж А А 


Cook, Frank Cummings.........Conn. .....937 23d Street 
B.A., 1900, M.A., 1902, M.S., 1904, Yale University. 
Topics—Major, Chemistry; Minors 


Phy siologv. 


Doan, Mary ....................Іпй. ....--. 20th St. and Grant PL 
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Pharmacology, 
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1892, Earlham College. 
l'opics—Major, English; Minors, Sociology, Phi- 


B.S., 1891, M.S., 1893, Purdue University. 
B.L 


losophy. 


Doyle, Aida Mary...............Penn. .....1123 Dartmouth Street. 
B.S., 1898, M.S., 1899, Columbian University. 
l'opics—Major, Chemistry;  Minors, Chemistry, 
Geology. 
Dunlap, Frederick .............. Ohio ......1200 Е. Capitol Street. 


F.E. 1904, Cornell University. 
Major, Physics; Minors, Mathematics, 
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Name. Legal residence, City address. 


Edler, August Friedrich Wilhelm.Germany ...3513 Center Street. 
B.A., 1900, M.A., 1907 lhe 


РЕ. 


George Washington 
University. 
Topics—Major, Germanics; Minor, Political Science, 
History. 

Gardner, James Henry........... Ky, .......U. 
B.S., 1900, М.5., 1906, Kentucky State College. 
Topics—Major, Geology; Minors, Geology, Zoólogy 

Gilbert, Walter Merwin.........N. Y. 
B.S., 1899, College of the City of New York. 


Topics—Major, Philosophy; Minors, Philosphy, Eng 
lish. 


5. Geological Survey. 


..... Bond Building. 


a е рсе енбей 
B.A., 1892, Harvard University. 
M.A., 1893, Gallaudet College. 
M.D., 189o, Columbian University. 
Topics—Major, Mathematics: Minors. Applied 
Mathematics, Astronomy. 


Green 


Houghton, Harry Wilson. .......Md. 
B.S. in Chemistry, 1906, M.S 
Washington University. 
Topics—Major, Chemistry; Minors, Anatomy, His- 
tology. 


Hillyer, William Eldridge.......D. C. 
B.S., 1899, M.S., 1900, Columbian University. 


Topics—Major, Chemistry; Minors, Chemistry, Elec- 
trical Engineering, 


ureau of Chemistry 


«+» 1907, The George 


.....1365 Park Road 


Hinman, Ida 


IOWA ......1529 О Street. 
B.S., 


1892, A.M., 1902, Columbian University. 
Topics—Major, English; Minors, German, French. 

Huidekoper, Frederic Louis......D. C. 
\.B., 1896, Harvard. 


Гори 5 Major, History; Minor, History. 


Kimball, Herbert Harvey. .......N. Н. 


2 IOI4 18th Street. 


e. Library, U. S. Weather 
Bureau. 

1884, N. Н. C. A. and M. A. 

» 1900, Columbian University. 

l opics- Major, Astro-Physics; Minor, Meteorology 


Ludlow, Clara Southmayd.......Tenn. .....The Plaza | 
B.S., 1900, M.S., 1901, А. and M. College, Miss. 
Topics— Major, Preventive Medicine; Minors, Ніз. 
tology, Physiology, Anatomy, 


Bacteriology, and 
Pathology. 


Lyon, Marcus Ward, Jr.........N. TJ. ...... National Museum 
Ph.B., 1897, Brown University. 
M.S., 1900, M.D., 1902, Columbian University. 
Topics—Major, Zoólogy; Minors, Neurology, Hi 
tology. 


EDEN 


o 6 жа; Ath 2 
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Name. Legal residence. City address. 
MeBryde, Charles Nell..........V&. ....... 1736 G Street. 


B.S., 1891, University of South Carolina. 

M.S., 1893, The Virginia Polytechnic Institute. 

M.D., 1897, The Johns Hopkins University. 

Topics—Major, Bacteriology ; Minors, Botany, 
Geology. 


MacDonald, Donald Francis.....Wash. .....Geological Survey. 
B.S., 1905, University of Washington State. 
M.S., 1906, The George Washington University. 
Topics—Major, Geology; Minors, Paleontology, 
Chemistry. 
Marsh, Millard Caleb...........N. Y. .....Bureau of Fisheries. 
B.S., 1897, Cornell University. 
M.S., 1905, The George Washington University. 
Topics—Major, Chemistry; Minors, Bacteriology, 
Chemistry. 
Marshall, Elmer Eugene.........D. C. ......1327 Newton Street. 
B.A., 1889, Ohio Wesleyan University. 
S.T.B., 1904, Boston University. 
Topics—Major, History; Minors, Philosophy, Se- 
mitic Languages and Literature. 
Mattern, Louis Wilson. .......... Penn. .....McKinley School. 
B.S., 1894, Pa. State College. 
Topics—Major, Chemistry; Minor, Chemistry. 


Mills, Joseph Strayer............ Md. .......Central High School. 


B.A., 1890; M.A., 1893, Western Maryland College. 
Topics—Major, Chemistry; Minors, Mineralogy, 
Physics. 


Newberne, Robert Edward Lee...Texas .....914 New York Avenue. 


M.D., 1893, Georgetown University. 

D.D.S., 1898, Tacoma College Dental Surgery. 

B.S., 1901, M.S., 1901, Columbian University. 

Topics—Major, Neurology; Minors, Anatomy, Physi- 
ology. 


Newton, Elmer Slayton.........Mass. .....Rm. 64, The Brunswick. 


B.A., 1895, Amherst. . 
M.D., 1905, The George Washington University. 
Topics—Major, Chemistry; Minors, Bacteriology, 
Chemistry. 
Orth, DNE. EP. cirea iy vi BUE : 9 WEN IB» — 
M.E., 1892, Lehigh. 
M.S., 1899, Columbian University. 
Topics—Maior, Chemistry; Minor, Chemistry. 


Patrick, George Edward. ........Iowa ......Dept. of Agriculture. 


B.S., 1893, M.S., 1894, Cornell University. 
lopics—Major, Chemistry; Minors, Bacteriology, 


Chemistry. 
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Name. Legal residence. City address. 


Peake, James Frederick..........Va. ...... .927 F Street, N. W. 
B.A., 1902, Randolph-Macon Ci llege. 
M.A., 1904, Columbian University. 


Topics—Major, History; Minors, Latin, English. 


sii 


Phalen, William Clifton......... Mass. 


S.B., 1899, S.M.. gi 


боб A Street, S. E 
)02, Massachusetts Institute of 
Technology. 
Topics—Major, Geology; Minors, Petrography, Pale- 
ontolgy. 
Portner, Edward George. ve tou C 


В.5., 1897, M.S., 1898, 


.... Alexandria, Va. 
Columbian University. 


Topics—Major, Chemistry; Minor, Chemistry, 


Reynolds, John Merriam......... Pa. 


M.A., 1905, Columbian University. 


lopics 


..Cosmos Club. 


Major, Philosphy; Minors, Germanics, P. 
litical Science. 


Richards, Luther Adolph........Va. .......] 100 N. Y. Avenue. 
B.A, 1902, M.A.. 1903, M.S., 1904, Columbian 
University, 

Topics—Major, Astronomy; Minors, Asti 


tronomy 
Astro-Physics. 
Smith, John William ...........D. C. 
A.B., 19or, Randolph-Macon College. 
Topics—Major, Philosophy; Minors, 


mitic э 


515 E Street, N. E. 


Hi tory, oo 
Solyom, Herbert Louis........... ME voraus M. 7 
B. S., 1902, M.S., 1903, Columbian University. 
lopics—Major, Astro Physics; 
Meteorology. 


Patent Office. 


Minors, Economics, 


Stiles, George Whitfield, Зе: „САА › 


B.S., 1900, Oklahoma Agricultural and Mechanical 


Bates Street. 
College. 
M.D., 1905, George Washington University. 


l opics—Major, Bacteriology; Minors, Biochemistry, 
Medicine. 


Townsend, Chas. Henry Tyler...D. C. 


National Museum. 
B.S., 1908, The Geor 


ge Washington University. 
Topics Major, Zoology; Minors, 


І 
' 


Geology, Botany. 
Waring, Luther Hess...........Pa. 
B.A., 1905, М. А., 1904, The Gi 


University. 


«3144 Q Street. 
огде Washington 


Topics—Major, Germanics; 


Minors, Philosophy, Po 
litical Science. 


Welsh, John Cleveland.......... Tenn 
B.S., 1887, Carson and Newman College. 
M.S., roo2, Columbian University. 

Горі S Major, 


.220 F Street, N, E. 


Botany; Minors, Chemistry, Zo logy. 
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Wilkinson, Benjamin George. ....D. C. ......Takoma Park, D. С. 
B.A., 1897, University of Michigan. 
M.A., 1905, Union College. 
Topics—Major, History; Minor, History. 


Name. Legal residence. City address. | 


ИОН, Oscar .........v c АЙШЕ 5: У 104 L Street. 
M.D., 1896, Tulane University. 
Ph.B., 1902, University of Mississippi. 
M.A., 1903, Columbian University. 
| lopics—Major, Physiological Optics; Minors, Thera- 
Е peutics, Medicine. 


ае. 
aps ame ces ao m tat = 


Witherspoon, Thomas Alfred.... Tenn. .....26 Iowa Circle. j 
1883, Graduated from U. S. Naval Academy. 
LL.B., 1891, M.S., 1897, Columbian University. 
lopicse—Major, Chemistry; Minors, Chemistry, 
Electricity. 


Woodward, Sherman Melville... Ariz. ..... .Dept. of Agriculture. 


M.S., 1893, Washington University, St. Louis. E: 
M.A., 1896, Harvard University. EB 
Topics—Major, Applied Mathematics; Minors, Me- i 
chanical Engineering, Hydraulic Engineering. t 
| Zerhusen, Frank Xavier......... Ky. .......Holy Cross College, i i | 
Brookland, D. С. д i | 
A.B., 1906, Notre Dame University. 14 | 
l'opics—Major, German; Minors, German, Semitics. 1 | | 
Zimmer, Johanna ...............Md. .......Frederick, Md. 2 4 
B.L., 1902, M.L., 1903, Syracuse University. Я |] Я 
Горісѕ- -Major, Philosophy ; Minors, German, | 


l'rench. 
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UNDERGRADUATE COLLEGES AND DIVISIONS. 


The following list includes all undergraduate students. The registra- 
tion is indicated by the abbreviations: C.C. for Columbian College; Eng. 


NIU. OTO FIDE ТОРЕ 


for Washington College of Engineering; Arch. for Division of Archi- | | 
tecture; C.P.S. for College of the Political Sciences; Ed. for Division ARI 
of Education. The letters c.. e, and m., after the abbreviation Eng. {| | 
indicate that the student is a candidate for the bachelor's degree in 4 { 
Civil, Electrical or Mechanical Engineering; the absence of these letters 3d 
Indicates a special student. bd 
Name. Legal residence. City address. ati 
Abbé, Edward Hooper, Ed.........Mass. ..Hotel Gordon. | F 
M.D., 1889, Long Island College Hospital. NU 
Acker, Kemp Gerard, Eng.m. .......D. C. ...013 16th Street. f ў 
Adams, Bernadotte Bouic, Arch....D. C. ... The Alabama. Р 


Adams, Raymond Admond, Eng. c..Pa. 22. 2108 С Street. 
A.B., 1891, C. Н. S., Philadelphia, Pa. 
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Name. Legal residence. 


UNIVERSITY. 


City address. 


Adams, Vera Elsie, C.C............D. C. ...1915 14th Street. 


Alden, Levietta Ruth, C.C...... 
Alexander, Florence B., C.C.... 
Allen, Nila Frances, C.C........ 
Allen, (Mrs.) Walter Cummings, 


Allis, Frank Coy, C.P.S...... 
LL.B., 1903, Cornell University. 


Alston, Larkin Roy, Eng........... 


Alvord, Katharine, C.C......... 
Anderson, Henry Melville, C.C.. 
Austin, Miriam Jane, Ed........ 
Babcock, Horace Hobart, Eng.. 
EM Lone, CCCII IL IT duo iov 
Baer, David Alphonse, C. C.... 
Baker, Effe Kline, C.C.......... 
Baker, Jessie Esther, Ed........ 
Baker, John Earl, C.P.S........ 


c oh A 


о. 


Ed. D. С; 
d. 
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Ph.B., 1906, University of Wisconsin. 


Baldwin, Edward Damon, C.P.S... Ore. ... 


B.L., 1906, Whitman College. 
Ball, Eugene Maurice, Eng.m... 
Ball, William Curtis Cooley, C.C 
Ball, Wilma Irene, C.C......... 


Balloch, Agnes McGrew, C.C.......D. С... 
Barbour, Florence White, C.C......Mass. 
Barbour, Grace Evelyn, C.C.........Mo. 
Baurman, Marian Alwine, Ed......D. C.. 
Bayly, Howard Paul, Eng. c........D. C... 
Beadle, John Bookwalter, Eng. c....D. C. 
Beale, Hilda, C.C... cA А г ч 
Bean, George Tinny, Enge........D.C... 
Beckham, Blanche, Ed..............D. С 
Bell, Thomas Orville, C.C..........Iowa 
Berry, James William, C.C..........D. ( 
су ZONE NETT УМА 
Besselievre, Nellie Ecker, C.C......Pa 


Bingham, Sidney Vincent, Eng.c.... 
Birtwell, Bertha, C.C........... 
Blackley, Robert Bassett, Arch... 
Blasey, Joseph, Arch............. 
Bliss, Henry Harmon, Jr., C.C... 


Bliss, Norman Eugene, C.C. 
B.A., 1906, Bucknell University. 


args 1 КЫ» 


ENS 7k 
..-.Ohio 


,..lexas 
TS UNE o 
D. ( 
М N 


PE 
vss Vilis 
. C. ...1728 Columbia Road. 
..1764 U Street. 
..9II M Street. 


. ..809 L Street. 
ere Р Qu 


‚1645 N. Capitol Street. 


..1303 N Street. 
..3307 Newark Street. 
..I751 Willard Street. 


‚..1010 N Street. 
.. The Westmoreland. 
.. -3042 R Street. 


.728 F Street, N. E. 


...4II 4th Street. 


wW 


.2422 Penna. Ave. 


..3044 N Street. 


.1736 G Street. 


..3020 Dent Place. 
..602 Park Road. 


.I214 14th Street. 


.IOI3 15th Street. 

..1808 Belmont Road. 

. .1327 12th Street, N. E. 
..317 N Street, S. W. 
.1333 11th Street. 

..312 A Street, S. E. 
.1820 Kalorama Road. 
.312 Randolph Pl, N. E. 
.2721 N Street. 

..Box 498, House of Rep. 
.14 3d Street, S. E. 
‚1130 Harvard Street. 
.315 E Street, N. E. 

I 


326 Wallach Place. 


...21 Sth Street, N. E. 
‚1412 Massachusetts Ave. 
.214 Arthur Place. 

.1923 15th Street. 

...1923 15th Street. 
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Name, Legal residence. City address. 
Block, Lydia Hortense, C.C........D. C. ...155 11th Street, N. E. 
Boal, Theodore Davis, C.P.S.......Pa. .....1712 Н Street. 


\.B., 1900, State University, Iowa. 


Bolton, Meade, Arch........... 


PA; v, DEP, 


.2462 Wisconsin Ave. 


lostrom, Hildur Christina, Ed. .....D. C. ...531 7th Street, N. Е. 


Bowen, Leonard, C.P.S.. 


sowen, Norris, С.Р.9.........:.. Bx 
...-Ohio 
.N. H. 


owen, Seth Thomas, C.P.S.... 


Bowker, Charles Harvey, C.C.... 


VU dudes 


..Vàa 


M.D., 1892, Hahneman Medical College. 


M.D., 1900, National University. 
) a Р . У . ањ) ~ 
Bowman, Reginald Grisard, C.C 
d 9 E -= ~ 
Boyd, William Alexander, C.C.. 
M.D., 1907, The George Washington 


) d ч , —- 
Boyle, Francis, Eng.e........ 


Brackett, Corinne Elizabeth, C.C. 
Bradshaw, May Paul, Ed....... 
Brame, Arthur Hervey, Eng.e...... 


| ЖЩ 5 
Brashears, Irma, C.C......... 


Breen, Mary Cecilia, С.С.......... 
Brewer, Margaret Halsey, C.P.S.... 
ings Victoria, СС... 


BU we 


ЖА. " + " 
Britton, Carrie Evelyn, C.C..... 
Brodie, Ralph, Arch. ........... 


Brooks, Courtland, C.C............. N. Mu 
Browning, Anna Melrose, C.C......D. C. ... 


Bryan, Albert William, C.P.S... 
Buckingham, Nevell, Arch..........D. C. ... 
Bullough, George Van Ness, C.C....D. C. ... 
Bumpus, Edna Viola, C.C..........D. C. ... 


4 ol a. “ae P > 0 
Burchard, Edwin Day, Eng.c.... 


) ` ~ ` 
Burke, Edmund, C.P.S.. 


) в 
Burnham, Brooke Browning, Arch..D. C. .. 


E 
dedi. nv os 


University. 
d: fs 
..gor C Street, N. Е. 
.I317 то Street. 
..I211 Girard Street. 
..1357 U Street. 
.The Oakland. 


.33, The Brunswick. 


...Md. 


2 "- РРР , ¬ 
Burrell, William Webster, Eng.m...Pa. . 


) ` 

Burns, Mary Angela, Ed......... 

› 5 ~ ~ 

Busch, Simon Henry, C.P.S...... 
LL.B., 1906, The George Washington University. 


Bushlowitz, Louis George, C.C... 


i» vio Aue 3 


... Minn. 


art Жа 


Butler, Charles Robertson, C.P.S. ..Ind. 


, 
Butts, Lorenzo Gould, Eng... 
Call, Loren Heinlein, Eng.e. ... 


. Va. 


йу, RE 


Rm. 21, Southern Rail 
way Building. 


..304 Post Office Bldg. 
.Adjutant-Gen. Office. 
.1310 Vermont Ave. 


.Treasury Dept. 
...The Plymouth. 


.150 A Street, N. E. 


1464 Girard Street. 


зїї C Street. 


„боо Florida Ave. 


Govt. Hosp. for Insane. 
3212 Newark Street, 
Cleveland Park. 


Y. M. GA. 


134 C Street, N. E. 
122 Tenn. Ave, N. E. 
1017 B Street, S. E. 


..I530 roth Street. 

.1448 Rhode Island Ave. 
.103 C Street, S. E. 
.806 22d Street. 


1619 17th Street. 


.735 13th Street. 


.1343 T Street. 
.418 T Street. 
Nat'l Elec. Signal Co. 


1448 Newton Street. 
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Name. Legal 


Callaghan, Margaret Gertrude, Ed. .Md. 
ME КО 


Cameron, Myrle, C.C...... s 
Campbell Harry Hamilton, Eng.c.. 
Cantwell, John James, Eng.c.. 
Carlson, Oscar Henry Wm., C.P.S.. 
Carraher, Margaret Mary, Ed...... 
Carraher, Rose Gertrude, Ed...... 
Carter, Francis Edward, C.C..... 


Carty, Roy Franklin, Eng.m...... 
Cash, Lilian Claire, C.C.......... 
Cash, William Bogart, Arch........ 
Castell, Louis Bernard, C.C......... 
Chafhot, Emanuel A., C.C.......... 
Chapman, Marguerite Farren, Ed... 
Cheshire, Lilie Alice, C.C........... 
Childs, George Singleton, Arch.... 
Church, Christine Merrick, C.C... 

Churchill, George Morton, C.P.S.... 


A.B., 1896, Boston University. 


Clancy, Mary Agnes, Ed.......... 


XA 


residence, 


B. без» 


FS. 3%. 
b AM Bd 


A 
. Va. 


A v M олор 


B.S., 1897, The George Washington University. 


Clark, Frank Rinkea, Eng..........Utah 


Clark, Henry Culbertson, C.C...... 


D. C. 


Cleaver, Jay Harvey, C.P.S........Iowa 


Lam Aus Les CC........ 


= 


ochrane, John Edw. Walker, Eng.. 


m~ a, rm A 
( 


y ve dur ¢ ы 
Coburn, William Turley, Eng......D. C. 
ochran, Ruth Gilbert, C.C.........Colo. 


26 


ollins, George Cornelius, Arch....D. С... 
ошро, Edith Lee, Ed............D.C... 
jonboye, William T., Eng.c........D. C. 


Connell, Florence Frances, C.C......Wisc. 


Connelly, Mary Ann, Ed............D. C. 


S.B., 1891, The George Washington University. 


Conner, Lulu Elizabeth, C.C.. 
Connor, Louis George, Eng.c. . 
Conwell, Rollin Nichol, Eng.e......1 
Cook-Doherty, Lilian, Ed..........1 
Cooke, May Thacher, C.C..........¢ 


Copeland, Leland Stanford, C.P.S...Mo. 
Cornell, George Herbert, C.C......N. Y. 


Corson, Edna Lois, C.C....... .....] 


ad zs E NA 
pews cel Ga 


nd. 
A, OE 


"olo. 


E UE 


NIVERSITY. 


City address. 


..3901 Grant Road. 
..16th and Emerson Sts. 


‚1005 Otis Place. 


..633 G Street, S. W. 
..62 Rhode Island Ave. 


.504 Oth Street, S. W. 
.504 6th Street, S. W. 


..Episcopal High School, 


Alexandria, Va. 
.1234 Harvard Street. 
.I26 Tenn. Ave., N. E. 
.2516 17th Street. 


..4I210 Columbia Road. 


‚1114 19th Street. 


..I519 35th Street. 
..125 11th Street, S. E 


.sSouthern Ry. Bldg. 


..626 №. C. Ауе. S. E. 
‚116 5th Street, S. E. 


1227 15th Street. 


.1950 Calvert Street. 
.lakoma Park. 
.1305 Kenyon Street. 
. 103 U Street. 

..2959 Tilden Street. 
‚2464 Wisconsin Ave 
..1007 I3th Street. 

‚44 C Street, N. E. 
„1121 Euclid Street. 
‚311 N Street. 


212 D Street, N. E. 


.1438 S Street. 


.3509 IIth Street. 
‚626 L Street, N. E. 
.1302 Columbia Road. 
.2107 Ist Street. 
.1328 12th Street. 
.I331 L Street. 
..1728 Euclid Street. 
‚1154 17th Street. 
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Name. Legal residence. City address. 
Covell, David Ransom, C.C.........D. C. ...3221 11th Street. 
Craig Alea, Eug.....1.. 22 ИА o es AR toe 
Craig, Harold Kennedy, Eng.c......D. C. ...1749 P Street. 
Craig, Marion Edith, C.C..........Va. ....The Newton. 
Crawford, (Mrs.) Mary Page, C.C..Va. ....2026 North Capitol 5t. 
Cross, Alice Josephine, C.C........D. C. ...1005 Massachusetts Ave. 
Croswell, Nannie В. Ed. ...........D. C. ...1327 Mass. Ave, S. E. 
Crowe, John Joseph, C.C............D. € 
i Croxton, Roland Albert, Eng.c......D. C 
| Cunningham, Elsie Janet, Ed.......D. C. ..647 East Capitol Street. | 
Curl, Joseph Ryland, C.C...........D. С .416 sth Street. | | 
Curran, William Joseph, Eng.c....Va. ....305 Ist Street, S. E. | 


— — 


>. ...Bladensburg Road, D. C. 


» ee 1332 I Street. І 


Curry, Charles William, C.P.S......D. C. ...1414 8th Street. 
Dahn, Franz Fried. Wilhelm, C.C...Minn. ..1515 O Street. | 
Daniels, Ara Marcus, Eng.e.........D. C. ...Тһе Portner. ERT 
Davis, Adelaide, Ed................Mas$. ..213 C Street, S. E. ' ^. 
Davis, Alfred Eliee, Eng.c..........Calif. .. 706 20th Street. 1 nee 
Davis, Allan, Ed.................. Ohio ...900 rith Street, S. E ; 
M.S., 1896, The George Washington University. 
Davis, Herbert Austin, Eng.c.......D. C. ... 1107 O Street. Н 
Davis, Ralph Eaton, Eng...........Ill. .....616 18th Street. 4 
Davis, Robert Harkness, Eng.c.....D. C. ...938 O Street. \ 
Davis, Rena Preston, C.C..........D. C. ...2212 Ist Street. | 
Davis, Raymond Tilton, Eng.c......Md. ....1326 Corcoran Street. 1 
Dean, Mary Owen, Ed..............D. C. ... McKinley Training Sch. | 


В.А., 1895, Woman's College. 


mé аанай: 2 іта a 
A чесе» а eer Же er elem Re Wow чес сте Se ee 
SSS ST BISE OF AS S = — - = 


es 


"e 


т" 


DeLancy, Roi, CC.............. ОБО e моа Street. 
Dellinger, John Howard, C.C......Ohio ...1845 Calvert Street. 
Denham, Ruth Millicent, C.C........D. C. ... Manor House. 
DeRiemer, Arthur Hyde, Eng......Ill .....1401 Chapin Street. 
Dew, Ray Ellsworth, C.C..........Mo. ....1723 Corcoran Street. 
DeWolf, Richard Crosley, C.C......Mass. ..611 Md. Ave., N. E. 
Deyo, Clarence Eugene, Eng.e. 66 з е. K Street. EI 
Dick, George Wesley, Eng..........D. C. ...322 8th Street, N. E. 
Divine, John Parker, C.C...........Md. ... .Bureau of Chemistry. 
Dixon, Esther Claire, C.C..........Ind. ....The Cairo. 

Dolbey, Frank Crofutt, Eng........ D. C. ...740 13th Street, 5. E. 
Donk, Marion Gilbert, Eng.c........Fla. ....Y. M. C. A. 


A.B., 1898, Florida Agricultural and Mechanical 
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College. 
A.B., r9or, Harvard University. 


Doran, lhomas Jeffrcy, Eng.c..... AA 24 2129 L Street. 


Dougal, William, Атгсһ.............Ю. C. ...3259 R Street. 
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Name. Legal residence. City address. 
Dougherty, Howard Francis, Eng.c..Md. ....1012 12th Street. 
Doyle, Burton Jarvis, Arch. ........D. ...032 C Street, N. E. 
Draper, Henry White, Ed..........D. „1321 Columbia Road 


Dreisonstok, Joseph Young, Eng.c. 
Dulin, Wm. Shelton Gordon, Eng.c. 


Duvall, Mary M, Ed........... 
Dunwoody, Ellen, C.C.......... 

Dunwoody, Esther, C.C.......... 
Dwyer, John Rochford, Eng.c..... 
Dysland, Henry Theodore, Arch.... 
Dyson, Arnold Horton, Eng.c..... 
Earl, Charles Merritt, С.С. Mida 
Easterday, George Winship, Eng.e.. 
Eaton, Ernest Risley, C.C......... 
Edler, August Fried. Wilh., C.P.S.. 


6 

C 
е: Жыз 

.D. C. ...722 12th Street. 

Dunfee, Augustus Charles, Arch....N. J 
b duas 
Ao D ott. 
..D. C. ...1522 31st Street. 
.D. C. ...628 F Street, S. W, 


,.9008 18th Street. 


.1736 G Street. 
‚1831 M Street. 


522 31st Street. 
5 


Wisc. ..Treasury Dept. 


‚к. I. ...3008% R Street. 
.Wisc. ..Office of Indian Affair 


D. C. ...1681 31st Street 


. Australia. Y. M. C. A. 


Germany.3513 Center Street. 


B.A., 1906, M.A., 1907, The George Washington 


University. 
Elwood, William Adams, Eng.c..... 
Ely, Seldon Marvin, C.P.S......... 


D. C. ...635 F Street, N. E. 
D. C. ...50 S Street. 


LL.B., 1894, LL.M., 1895, The George Washington 


University. 


Engel, Morris Edward, Eng.m..... 


^ sea 1016 S. C. Ave. S. E. 


England, Howard G., Drusi Ness ‚р, Ме ‚5702 Brightwood Ave. 


Engle, Walter Morse, Eng.e...... 
English, Annie M., C.C. h 
Estler, Harry Smith, Eng........ 
Ettenger, Anne Lee, C.C 


се лөө 9.9.0 oe d 4 


dE ME S: 
. Md. 


.1713 G Street. 
. Luzon Apt. House. 


.Va. ....Rosslyn, Va. 

Ind. ....1507 Lamont Street. 
Evans, Helen Marie, C.C...........D.C.. 
Everett, Frank Orear, C.C..........Mo. ... 
Falconer, Sydnor Matthew, Eng....D. С... 


..1348 Euclid Street. 
.1345 L Street. 
.I911 6th Street. 


Farley, Edward Vincent, C.C......Pa. ... ..1402 Emerson Street. 
, 


Farrington, Charlotte Raynsf'd, C.C. Minn. 


..3014 Dent Place. 


Farwell, Clarence Gilbert, C.P.S.... Mass. ..1307 13th Street. 


Fehr, J. Ralph, Enge.............. Ш » 
Field, Eva Cornelia, C.C........... Wisc. 
Field, Ruth. Genevieve, C.C......... Wisc. 
Finch, Elmer Harrison, Eng.c......Mich. 


Finckel, William Henry, Jr., Eng.m. . I 
Fitton, Charles Winston, Arch......] 
Fleming, Robert Fleming, Eng.e....I 
Forbes, Mary Frances, Ed..........] 


B.A., 1904, Carleton College. 


.Patent Office. 

.I31 11th Street, S. E. 
.I31 11th Street, S. E. 

. +307, Post Office. 

). C. ... 1625 S Street. 

). C. ... 1315 Half Street, S. W. 
). C. ...1847 Wyoming Ave. 

). C. ... McKinley Manual 
Training School. 


1 
3 
{ 
' 
| 


STUDENTS IN THE UNIVERSITY. 


Name. Legal residence. 
Foster, Carrington, Arch. ........... Va. 
Foster, Esther, C.C....... ACC ^ ae DEAE 
Foster, Josephine, C.C........ . .Ind. 


Fravel, Robert Hiram, C.C......... 
M.A., 1906, Randolph-Macon College. 
Fry, Benjamin Franklin, Arch...... 
B.A., 1906, Wabash College. 
Fuchs, Henry, Eng.e............. 
Fuerst, George Matthew, Arch...... 
Fuller, Aubrey Vail, C.C........... 
Gaegler, Ann Jeanette, C.C......... 


.. Mo. 


dM d 


Va. 


Ind. 


Wisc. . 


1K 


City address. 


.1017 K Street. 


119 W Street. 


.1505 L Street. 
..1015 Н Street. 


..220 4th Street, S. E. 


..912 23d Street. 
..809 22d Street. 
.2318 Ist Street. 
..1215 8th Street. 


Galloway, Gerald Fogarty, Arch....Eng. ...The Olympia. 

Galt, Frank Thomas, C.P.S........Md. . . Hyattsville, Md. 
Gannett, Eleanor, C.C..............D. C. ...2556 University РЇ 
Gantley, Helen Gertrude, C.C......D. C. ...1412 6th Street. 
Gardner, Marian, C.C..............D. C. ...1623 Park Road. 
Garnett, Henry Wise, C.P.S........D. C. ..1331 Kenyon Street. 
Garland, Alejandro, Jr, Arch......Peru ...1101 14th Street. 
Garlock, Charles Washington, C.C. . Ill. .Navy Dept. 


Garner, Lucian, Jr., Eng........... 
Garner, Thomas Johnston, Eng.c.... 
Gary, Howland, Eng.m............. 
Gates, Edward Percy, C.C......... 
Geare, Reginald Wickliffe, Arch.. 

Gebicke, William Anton, Arch...... 
Gibbs, Kate Maria, Ed............. 


. Mass. 


SE Lois 
EE. un 
.... The Sherman. 
AE ot, 
Кз SI 


PAS C Iv 
„1216 S Street. 


...Bu. of Standards. 
, .1538 I Street. 
..1419 R Street. 
„1310 Girard Street. 


Va. 


Gibson, Harry C, Eng.m............Pa. 
Gillingham, Elizabeth L., Ed. э. RA Meet! 
Goding, Anne М., Ed......... A o on 
Gordon, Hayner Haskell, Eng.e....Ohio 
Gordon, Helen, CC... ii o oo e oM d 
Gould, Ozro Cause, C.P.S..........Minn 


Graham, George Vernon, C.C...... 
Green, Elsie Eugenia, С.Р.5........ 
Greenberg, Louis, Arch......... 
Griswold, Grace Eunice, C.C....... 
Grosvenor, Edith Louise, Ed...... 
Guardia, Jorge, C.P.S........ 


Gunning, James McIntosh, Eng.e. ... 


Hackett, William T., Eng........--D. 
Hallam, Eudora Veturia, Eng......D. 
Halsey, Arthur Sherman, Eng... .Pa 


Halsted, Lenore, С.С......... 


ZOEUUU 


^^ 
م 


ооч #9 


م 
мі‏ 
ap‏ 


1302 S Street. 
1302 S Street. 


3506 Center Street. 


1318 Columbia Road. 


~ 
" 
E 


s13 H Street, N. E 


1439 R. I. Ave. 


..2018 G Street. 
..I25 11th Street, N. E. 
„..боо 20th Street. 
,.612 N Street. 

.1359 Mass. Ave., S. E. 
...Eastern High School. 
..Costa Rican Legation. 
..18 3d Street, 5. E. 
...1129 Fairmont Street. 
...326 sth Street, 5. E. 

..301 Md. Ave, N. E. 
.1936 Biltmore Street. 
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INGTON UNIVERSITY. 


Name. Legal residence. City address. 


Handy, Sara Virginia Chaillé, Ed. 
Hardester, John Sylvester, Eng... 


Harrington, George Leavitt, Eng.c 


IEEE Cube ER oun cu. 
Hart, Raymond Sagar, Arch...... 
Hartmann, Wilhelmine Cornelia, ] 
Haslup, Alice Elma, Ed......... 
Hathaway, Lillie Theresa, C.C... 
BN Ré CC............ 
Hawley, John Winthrop, C.P.S.. 
Haycock, Robert Lee, Ed...... 
Hayden, Elizabeth Anne, Ed. 
Heine, Emma Henrietta, Ed...... 
Heiss, Charles Augustus, C.P.S.. 


Hemphill, May, C.C........ 


Herndon, John Goodwin, Jr., C.C.. 


Hicks, Arthur Lee, C.P.S..... 


A.B., 1897, Kentucky State College. 


Higginbotham, Richard Frank. СС 


Hilleary, Clara Louise, Ed....... 
Hilleary, Mary Beatrice, Ed...... 
Hiortdahl, Harold, C.P.S.. =: A 
Hoagland, George Lincoln. Eng.m 
Hobbs, Anna Margarett, Ed... E 
Hobbs, Ernest Samuel, С.Р. $. 
B.A., 1903, Northwestern University, 
Hoffman, Edwin S., Бае. де 
Holden, John Greene. Res codes 


Holmes, Osgood, Arch...... 
Holmes, Phoebe, Ed.... 

Holmes, Walter, Arch.. IP eR 
Holmes, (Mrs.) Wm. Henry, Ed... 
Holzberg, Tonnis Julius, Arch..... 
Honn, Harlan Verne, Eng.e... р 
Hooton, Philip Rogers, Агсһ....... 
Hopson, Howard Colwell, C.P.S.... 
Hornung, Elmer Engelken, Arch.. 
Hough, Edgar Joseph, Eng.m..... 
Hough, Roland P, Eng.c......... 
Howard, Frank Atherton, Eng.m... 
Howard, Lucy Thurber, Ed....... 


т.‏ د 


..Md. ....3107 Wisconsin Ave. 
„ә. C. ...529 rath Street, S. E. 
..Minn. ..632 East Capitol Street. 


«D. C. ...515 B Street, N. E. 


.. D. C. ...1536 6th Street. 


*d.D. C. ...The Berkshire. 
.. D. С. ...2114 18th Street. 
.. Ohio ,.,Treasury Dept. 
Neo 
Y»: 


‚ C. ...1729 Ist Street. 

‚С. ...1514 R Street. 
.. D. C. ...Industrial Home Sch. 

. C. ...1408 Belmont Street. 
..D. C. ...6427 Brightwood Ave. 
.Pa. .....Interstate Commerce 

Commission. 

-lexas ..The Brunswick, No. 86. 
.D. C. ...1305 P Street. 
.D. C. ...621 B Street, N. Е 


Ind. ....105 sth Street, N. E 
.D. С. ...3314 P Street. 


D. C. ...3314 P Street. 


Ill. .....2918 Cherman Ave. 
.Mass. ...War Department. 

.D. С. ...642 7th Street, N. E. 
ill, .....943 Va. Ave, S. W. 


‚Ра. .....523 B Street, N. E. 
.Md. ....Amer. Security and 
Trust Company. 
.D. C. ...1444 Belmont Street. 
.D. С. ...2307 18th Street. 
.Pa. .....2417 18th Street. 


.D. C. ..1444 Belmont Street. 


.D. C. ...1124 25th Street. 


.D. C. ...1118 12th Street, N. Е 
‚О. C. ... 1005 Mass. Ave.. N. E. 


Wisc. ..1311 G Street. 


-lowa ...922 14th Street. 
.D. C. ...472 Md. Ауе. S. W. 


MES vu. DN Prospect Ave. 
.D. С. ...1430 V Street. 
.D. C. ..2026 Hillyer Place. 


STUDENTS IN 


Name, Legal residence. 
.. . Md. 
. . Colo. 


Howell, Ralph William, C.C..... 


Humphries, Harrison B., Eng.c.. 


THE 


UNIVERSITY. 


City address. 
..612 17th Street. 
..116 11th Street, N. E. 


Hunter, Annie Rachel, C.C.........D. C. ...1211 34th Street. 


Hunter, Gertrude, Ed............ 


i. p ML d 


.1309 N Street. 


Huntting, Horace Parsons, Eng....N. Y. ...Rm. 440, Y. M. С. A. 


Ingersoll, Edwin Henry, C.C.... 
[vins, Carroll Harvey, C.C..... 
James, Charles Grant, C.P.S..... 


James, Charles Grant, C.C........ 
.. Ind. 
E AA эшке 
...1633 Irving Street. 


Jenkins, Oliver Lloyd, Eng.m..... 
Johnson, Harold Crumbaugh, Arcl 


Johnston, William Roland, Arch. 


Jones, Claude Carville, C.C..... 


Kendall, John Dwight, C.P.S..... 
Kennedy, John Thomas, C.P.S... 


LL.B., 1907, The George Washington 


Kelsey, Gertrude Eloise, Ed..... 


A.B., 1904, Randolph-Macon College. 


King, Winifred Mary, C.C...... 
Kinsell, Rex Emir, C.C....... 

Kirkland, Thornton Crowns, Eng. 
Kitselman, Harry Louis, C.P.S... 
Knode, Florence A., С.С......... 
Knowles, William Alexander, Arch 
Kramer, Frank Henry, Eng...... 
^a Larzelere, Charles Le Verne, C.C. 


Lasier, Emery Liebschutz, Eng.c... 
7) X 
22: C. 


Lasley, Dana McGuffey, Eng.... 
Lawrence, Glenn Rupert, Eng.c... 


Johnston, Margaret Anne, C.C.... 
Johnston, Mildred Floyd, Ed..... 


M Ама Hd. эз еә дыш 


Jones, Edward Everett, 27 PUMA 
Jones, Horace Godfrey, Eng.c...... 

Jones, Philip Craig, Arch.......... 
Keeler, Mary Frances, Ed.......... 
Kelly, Mary Grattan, C.C.......... 


Kibler, Thomas Latimer, C.P.S.... 


Hynson, Richard Washburn, C.P.S..D. С... 
КИП. з Ул АУК. 


. N. J. 


.. . Ohio 


..Ohi ) 


y so os 
MU. 
FSC a H та 

D. ( 


.D. 
S! 
.. Pa. 


University. 


3ч 6% г 


. Va. 


Kimber, Emmor Harper, С.Р.» oie X. 
King, George Allan, Eng.e..........Md. 
King, Metella, Ed.......... A Cu, cd 


"s AS * 
...lowa 
..Mexico 

...ind. 
.. Minn. 


.. Md. 
Te hM nd 
.. Mich. 


.N. H. 


..The Albemarle. 
..3425 14th Street, 


335 N Street. 


I 
Bu. Animal Industry. 


..I218 Irving Street. 

{48 Rhode Island Ave. 
..1448 Rhode Island Ave. 
..413 А Street, S. E. 


Foxhall Road. 


,1702 N Street. 
„боо 6th Street. 
129 Indiana Ave. 
.Mt. Rainier, Md. 


New National Museum. 


‚1410 M Street. 


...701 East Capitol Street. 
.654 East Capitol Street. 


"The Normandie. 
.14th Street Road. 


D M. e 


..2112 Wyoming Ave. 


Falls Church, Va. 


.1537 I Street. 
,Kensington, Md. 

„1003 K Street. 

‚1803 14th Street. 

.1335 Massachusetts Ave. 
„706 11th Street. 


..406, The Burlington. 


‚Тһе Northampton. 
.National Museum. 
‚815 3d Street, S. E. 


..Rm. 403, Y. M. C. А. 


1427 Girard Street. 


Brookland, D. C. 
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Wer hd 


THE 


GEORGE 


Name. 

Layne, John Hampton, Eng....... 
Leech, Wilmer Ross, C.P.S........ 
LL.B., 1907, The George Washington Un 
Leonard, William Michael, Eng.... 
INE ААЛА COE Li ezawecacevrs 


Lipscomb, Adgate Andrew, 


Littlefield, Edward Arthur. Arch... 
Littlejohn, Howard Irwin, C.C..... 


Locker, Jane Lillard, C.C...........D. C 


WASHINGTON 


Legal residence. 


IA. A. 


.Md. 


iversity. 
е ©, 
E Dre s 
Lewis, Leon Laurence, C.P.S.......Wisc. 
Lewis, Walter Scott, C.C...........Mass. 
RCs + Ч A 
Little, Agnes Inch, Ed.............D. C. 


.Utah 
. Nebr. 


Lockie, Joseph Alexander, Arch....Me. 


Lockwood, Vesta Janet, C.C........D. C. 


Lombard, Charles Russell, Arch....Me. 
Love, Joseph Eugene, Eng..........Iowa 
Luers, George Arthur, Eng.........Md. 


McAuley, Hugh Nesbet, Arch.......D. C. 


McAvoy, Catharine Agatha, C.C....D. C. 


McCarthy, Charles Henry, C.C...... 
McColm, Anna May, Ed............ 
McConnell, Harry Raymond, Eng.m. 


СЕ 
Iowa 


Va. 


McDaniel, Annie Murray, Ed......D. C. 


Mackay, (Mrs.) Mary E., Ed....... 
MacLeod, Helen Mar, C.C......... 
McPike, Martin John, Eng.c........ 
NN Nu CC. ........ 
Mann, Edward Leonard, C.C........ 
Manning, Thomas R., Eng.......... 
Manville, Loren Robert, Eng.c...... 
Marsh, Allen Johnson, C.C........ 
Marsh, Charles Wilder, C.C........ 
АЛА, БОИ ОС... 
Marsteller, John A. Thompson, C.C.. 
Marvin, Francis Edwin, Eng.e...... 
Marye, Tench Tilghman, C.C....... 
Mattingly, Gentry Heard, Eng.e..... 
Maurer, Margaret, Ed.............. 
Maxcy, Kenneth Fuller, C.C........ 
Merritt, Pearl Ketcham, C.C........ 
Metzger, Jacob Adam, C.C......... 
EE WI Be СС. д. 
Middleton, George Elmer, C.C...... 


AX. еч 
+ C. 


BC. 
Pa. 


Ohio 


I. C. 


..3430 Brown Street. 
..3430 Brown Street. 


BA اج‎ 
Md. 


D. C. 


EA C. 
i оч 
Ohio 


о. < 


Міпп. 


ч. МА s 


.72 
. «Civil Service 
..1747 U Street. 
..3350 17th Street. 
..332 Md. Ave, N. E. 
..Rm. 438, Y. M. C. A. 
..607 4th Street. 

..I25 U Street. 


I 
54 Rhode 
..1118 Rhode 


UNIVERSITY. 


City address. 


‚. 816 18th Street. 


..2302 Ist Street. 


1 tn 


25 F Street, N. E. 
7 13th Street. 
Com. 


.808 17th Street. 


..21 7th Street, S. E. 
..608 Е 
..Bureau of Standards. 
.. The Cumberland. 
..530 21st Street. 
..1917 17th Street. 


Street. 


.IOoth and G Streets. 
.135 A Street, N. E. 


.. 601 М. C. Ave., S. E. 


.I28 C Street, 5. Е. 
.1822 15th Street. 


..1347 Girard Street. 
| ЕРТ 
ros Pede a Ф. 


‚812 15% Street. 
. The Savoy. 


.Bu. Animal Industry. 


....26 2d Street, N. E. 
BIA 


. The Sherman. 


. McKinley High School. 


.Mt. Rainier, Md. 


..606 F Street, N. E. 


26 20th Street. 
s F Street, S. W. 
Ave. 


Ave. 


Island 
[sland 
.154 F Street, S. E. 
.513 6th Street. 


..600 P Street. 
..3412 13th Street. 
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Name. Legal residence. 

Miller, Alvin Wilson, Ed........... Ill. 
Miller, Charles Colden, C.P.S.......D. C. 

A.B., 1904, LL.B., 1906, Georgetown University. 
Miller, Clarence William, C.C...... КАЙ, 
Miller, Elton Willard, Eng.m........Calif. 
Molitor, David Albert, Eng.c........ Wisc. 
Moneyway, James Lewis, C.P.S....Ala. 


Monroe, Edgar Hewitson, Eng......D. C. 
Moody, Theodore Lyman, Eng.c....Md. .. 
Moor, Daniel Francis Cook, C.C....D. C. 
Moore, Alice Bell, Ed..............Ohio . 
Moore, Charles Somerville, C.C....Mich. 
Moore, Frances Du Bois, Arch......N. Y. 
Moore, James Ballard, Eng.... D 
Moore, James Furman, C.C........S. С. . 
Moore, Lee Varick, C.C............N. 
Moore, Maurice Malcolm, Eng. .....Mich. 
Moore, Susanne A, Ed............D. C. 
Morgan, Mary Ella, Ed.............D. C. 
MONS, Тее, асас 
Mueden, Pauline, Ed...............D. С. 
Mueller, Omar Eugene, C.P.S......Ohio 
A.B., 1903, Harvard University. 
Muhleman, Albert Kenton, Eng.c...D. C. 
Myers, Henry Bernard, Eng.c......D. C. 
Newhouser, Roy Lyman Joseph, C.C.Pa. .. 
Newton, Margaret, C.C.............D. С. 
Nicholson, Helen Sellman, C.C......D. C 
Nickel, William Frederick, Eng.e...Md. . 
Nickerson, Chester Arthur, C.C.....Wisc. 
Nikirk, Henry Harvey, С.С......... B. €. 
North, Hilda, Basics. oscil ve eee 
Norton, Claude Nelson, Arch.......Va. 
Oberly, Portia Meredith, Ed........ D.C 


O'Connell, Martin Joseph, Eng.e....Pa. ..... 

...Bethesda, Ма. 
..2225 Flagler Place. 
.Chevy Chase, Md. 
..Station G, 2472. 
..315 R Street. 

. -1330 F Street. 

. .916 roth Street. 


UNutt Viola. Bd. oss dc ORS 
Ohm, William Oscar, С.С........... Md. 
Ord, Gladys Anne, C.C............. Md. .. 
O'Rourke, John, Arch.............. D. C. 
Owens, Norris Wilbur, Ed. .........D. C. 
Padgett, Harold Dement, Eng.c.....Md. 
Pardee, Elmer Witmer, Eng.e......N. Y. 


City address. 


..2914 N Street. 


.1348 Fairmont Street. 


21 11th Street. 
.1755 Columbia Road. 
> 


borough. 


..9o1 Va. Ave., S. W. 


.1512 P Street. 


..723 roth Street. 


.1419 Chapin Street. 
.Bureau of Chemistry. 


„1421 Chapin Street. 


.2332 Columbia Road. 


..623 F Street, S. W. 


.1460 Corcoran Street. 


..2332 Columbia Road. 
..1308 Girard Street. 


.2750 14th Street. 


..610 8th Street, N. E. 
..The Portner. 
...1406 L Street. 


, .I512 8th Street. 

‚.1412 Columbia Street. 
_.217 East Capitol Street. 
..1625 R Street. 

..2821 Q Street. 

..382 Patent Office. 
..2006 F Street. 

..10 7th Street, N. E. 
..2807 14th Street. 
..1517 H Street. 

.2107 19th Street. 


2126 1st Street. 


E 
| 
| 
| 
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Name. Legal residence. 


‚Ә.Ш. 


Parker, Francis Joseph, C.C....... 
Parry, William, Eng.e... SK va 
Parsons, Alice Frances, Ed........ 
Patchell, Fred James, Arch..... 
Peck, George Curtis Stanley, C.P.S 
Phillips, Marguerite, C.C....... 
Pierce, Charles Roy, C.C......... 
Pierce, James Francis, Eng.e....... 
Pipes, Walter Logan, Eng.c.... 
EN ела. CC. uus РОИ 
Platt, Bertha Imogene, C.C........ 
Poole, George, Eng.m............. 
Potter, Charles Hollister, Eng.c.... 
Powers, Edgar Cordell, C.C....... 
Prentiss, Augustin Mitchell, Eng.c. 
Prince, Ethel Thomas, Ed......... 
Prince, Roy Webster, Eng.e.... 
Proctor, Mary Fergus, C.C........ 
Pyles, Hester Ellen, C.C........... 
Raber, Katherine May, C.P.S...... 
Ralph, Edward Joseph, C.C........ 
Ramsey, Harold Edwin, Eng.e..... 
Reavis, Andrew Bryant, C.C....... 
Reed, Edward Oliver, C.C....... 
Richardson, Amy, Ed.............. 
Rives, John Joseph, C.C..... 
Rockwell, Horace Lewis, Eng...... 
Rodgers, Frank Beverly, Eng...... 
Rodgers, William Joyce, Eng...... 
Root, Emeretta, C.P.S........... 
Rose, Anna Lorette C.C........ 
Rouzer, Horace Dodge, Eng... 
Russell, Lewis Henry, Arch....... 
Ryan, William David, Jr., C.P.S. 
Sanders, Charles Haddon, C.C. 
Sargent, Annie Maria, Arch....... 
Saum, Irving Randolph, Eng.c.... 
Schaaf, August H., Eng... i 
Schmitt, Waldo Lasalle, C.C... 
Schreiber, Ernst Otto, Jr., C.C..... 
Schwartz, Claus Johnn, Ed........ 
Scott, Oliver Hazard Perry, Eng.c.. 
Seiler, Justin Frank, C.P.S........ 


‚ Pa. 


* UM 
A NX зс 
HA e 
Wh. o 
. Calif. 


. Mich. 


X: ve 
-Germany.Library of Congress. 
‚О. C. ..721 East Capitol Street. 


GA CC 


IN, C 


АЙМ, LL. 


ON. 6 
A C 
dA C 
IA эз 
КӘ, %1 
, Ohio 


MACC у 
i c 
. Tenn. 
ДАС 
ФАС 
GN 4 
T ed 
HEX 
Ak ez 
Utah .. 
To Aas 
ee, Svc 
4. X. 

„IM. 

vx A" 
‚ Mass. 
Tor A ox 
.. Md. 

AK ч 


AA. C 
ACTA 
Bi (o 
„Оһо 


..1636 15th Street. 

.I246 Newton St., N. E. 
.813 Mass. Ave, N. E 
..3555 11th Street. 

.1216 S Street. 

..I317 Connecticut Ave. 
. .316 oth Street, N. E. 

. McGill Bldg. 

..I002 O Street. 

..932 C Street, S. W. 


.I004 Park Road. 
.1725 Euclid Street. 


.2003 G Street. 
..3538 Warder Street. 
...105 Md. Ave, N. E. 
7 С.Д. 

.. Lhe Cordova 

.I308 Girard Street. 


INIVERSITY. 


City address. 


..939 K Street. 


.1328 New York Ave. 


. 4210 Ist Street, S. Е. 


.357 N Street, S. W. 
. The Plaza. 
.1705 21st Street. 


3 
243 F Street. | 
) F Street. y 


.903 E Street, S. E. 

.316 East Capitol Street. 

.923 Longfellow Street 

.1704 Q Street. 

.161, The Portner. 

.742 New Jersey Ave. 
231 ith Street. 

.103 Jackson Street. 


„Bu. of Standards. 

.211 Florida Ауе, 

.642 E Street, N. E. 
‚3520 11th Street. 

.510 Mills Bldg. 

.4I23 12th Street, N. E. 


STUDENTS IN THE 


Namc. Legal residence. 
ve CUBA s 


Va 


Thomas Richard, Eng.c. 
Paul Lester, C.C. re T 
Shackelford, Laura, C.C............D. C. 
Shallenberger, Don, C.C............ Ohio 
Sherwood, Sidney Forsythe, C.C....Va. 
Shipe, Laura Frances, C.C.......... Va. 
Shipman, Mary Priscilla, Ed. .......D. C. 
Shrader, James Houston, C.C.......D. C. 
Simcoe, Herman Leroy, C.P.S...... Ill. 
Simons, Robert Stephenson, C.P.S..S. C. ... 


LL.B., 1904, University of Virginia. 
LL.B., 1905, LL.M., 


Senior, 


Sexton, 


1906, University of Michigan. 


" 


Simpson, Gustavus Sailer, Eng.c....D. С. 


. 203 
‚ . 1761 
„024 Md. Ave. N. E. 


. 1220 


Simpson, Margaret Fraser, C.C..... 
Simpson, Walter Scott, Eng.... 
Singleton, Ogle Ridout, C.C.... 
Sipe, Susan Bender, C.C.......... 
Sisco, Henry Nathaniel, C.C....... 
Sleman, Emily Fuller, C.C......... 
Small, Madison Ruff, C.C...... 


Smirnoff, Elena Feodorovna, Ed....France 


Va. 


Smith, Bedford Keith, Eng.m...... 


Smith, Chester Harvey, Eng.e....... 
Smith, Frank Newman, C.C..... 
Smith, Harry Locke, Eng.c......... 
Smith, Janie Alice, C.C. E 
Smith, John Ambler, C.C........... 
Smoot, Charles Calvert, C.C....... 
Sommers, Walter Allwood, C.P.S... 


LL.B., 1905, 


LL.B., 
University, 
Spencer, Harry Garfield, C.C.. 
Spier, Vera Caroline, Ed........ 


St. Lawrence University. 


1906, LL.M., 


Stabler, Harold Brooke, Eng.e... 
Stafford, Charles Francis, Eng.m... 
Stedman, Wilbur M., C.C....... 


Steever, Laura Winfield, С.С 
Stein, Hilda Beatrice. ©.C. .:. + 
Sterrett, John Adlum, C.C. 


A. 
‚р. 
D... C. 


р; i 
. Md. 


. Va. 


EX. 
A ed 
Б 
Б 


ә 


р. С. 


( 
C 
H. 
C. 
D..C 


9 АР 
М. M. 


1907, The George Washington 


C. 


‚ма. 
‚М. 
‚Ма. 


Z; 


.. Md. 
^ (E Ge 
JA C. 


. ISOI 
..Ros Cameron Street, 


„ „21 


. Forest 
„Тһе Madrid. 
. Springland, 
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City address. 
Elm Street. 
P Street. 


11th Street. 


.Bu. of Chemistry. 
.1924 6th Street. 
.3064 Q Street. 
„Soq 8th Street. 
.1208 M Street. 


Southern Ry. Bldg. 


.1477 Columbia Road. 
..949 S Street. 
„508 roth Street, S. E. 
, 2020 H Street. 
.The Ontario. 


.1602 Vermont Ave. 
.3114 16th Street. 
..1466 Harvard Street. 


Mass. Avenue. 


Alexandria, Va. 
127 2d Street, N. Ie. 


۰ Qe 

..509, The Ontario. 

.313 S Street, N. E. 
„637 Mass. Ave., N. E. 
.The Portner. 

.Bu. of Chemistry. 
,Post Office Dept. 


.Congress Heights, D. © 


Melrose Street, 
Chevy Chase, Md. 


„The Regina. 
..18 ad Street, 5. E. 
Office of Engr. of Tests, 


Baltimore, Md. 
Scrvice. 


Mill 


Pierce 


Road, D. C. 
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Мате. Legal residence. 
Stonebraker, Harold English, C.C...Pa. .. 
Stout, James Duerson, C.C.........D. C. 
Stowell, Ellery Cory, C.P.S........Mass. 


A.B., 1898, Harvard University. 
LL.B., 1906, University of Paris. 


Diplomé, 1906, Paris School of Political Science. 
Stromberger, Alice P. Ed..........D. C. 


MAY rs 
Stuwe, John Daniel, Eng.c..........Minn. 


Stutler, Ward, Arch........... 


И м RE ee > Ч 


BEEN. Hen о р C 
Summy, Katherine Strong, C.C.....D. C. 
Swartwout, Jessamine Eliza, C.C....D. C. 


Swayne, Clyde Chalmers, Eng.c....Pa. .. 
Жк › ox 
Taylor, Margaret Randolph, C.C....D. C. 
Tenney, Charles Wesley, C.P.S.....Mont. 


Taylor, Bessie Eastlack, Ed. 


Ph.B., 1898, Willammette University. 
BM een CBS... АА 


Thigpen, Claude, Eng.c............. Ala. 
Thompson, Walter Harrison, Eng.e. .Pa. 


Thomson, Frances Louise, Ed......D. C. 
Thomson, Harriet Huntington, C.C..D. С. 
Tibbets, Albert Perkins, C.C........N. H. 


Tolson, Lillian Irene, Ed...........Md. 


EN БАШ CBS. eae. Y.. 


A.B., 1903, Cornell University. 


Towne, Edward Bancroft, C.P.S.... Calif. 
A.B., 1906, Harvard University. 
Townsend, Chas. Henry Tyler, C.C..D. 
Triepel, (Mrs.) E. M. Vaughan, C.C. N 
Truesdell, Stephen Riggs, Eng.c....D. 
Tucker, Prescott Stearns, C.C......D. 
Tulloss, Joseph Clark, Eng.m....... Va. 


Turkenton, William James, Eng.c...D. C. 


Turnbull, Barton Pitts, C.C........Fla. 

Turnburke, Vernon Palmer, Eng.e..D. C. 
Underwood, Mary Louise, Ed...... ER TX 
Van den Bossche, Henry P., Eng.c. . Mass. 
Van Doren, Charlotte Augusta, Ed..D. C. 
Van Vleck, William Cabell, C.C.....D. C. 


City address. 


...045 Mass. Ave, N. E. 
. .II04 Sth Street. 
.. Cosmos Club. 


.1325 Mass. Ave, S. E. 
. 17360 G Street. 


..1017 P Street. 
..Care of Hon. T. M. 


Bell, M. C. 


..920 I9th Street. 
..920 roth Street. 
..300 Carroll Street, 


Takoma Park, D. C. 
‚1520 3d Street. 


..209 215% Street. 
..1330 U Street. 
' ‚1820 F Street. 


...slamese Legation 
...Navy Department. 
....1433 Rhode Island Ave 
. .I538 I Street. 
, 3423 16th Street. 
..1018 14th Street 


.I25 12th Street, N. E 
.I331 Columbia Road. 


..I215 K Street. 


.National Museum. 
.2516 17th Street. 
..II21 Harvard Street. 
„633 G Street, N. E. 
‚1110 F Street. 

.I5I3 33d Street. 

‚815 rath Street. 

.403 P Street. 

.I29 6th Street, N. E. 
.236 16th Street, S. E. 
..047 Е. Capitol Street. 
.800 E Street, N. E. 


STUDENTS 1N THE 


Name. Legal residence. 
D. C. ..438 roth Street, S. W. 
..1208 Columbia Road. 
..1433 New Jersey Ave. 
..2600 Connecticut Ave. 
..I330 13th Street. 
...2003 G Street. 

..22d and Franklin Sts., 


Veihmeyer, Frank, Eng.c........... 
di A. 
‚ Wisc. 
.D. С. 


Vogt, Sophia Adelia, Ed........ 

Vorkoeper, John Frederick, C.C... 
Waggaman, Clarke, Arch......... 
Wagner, Simon Peter, Arch....... 
Walters, Henry Neal, Eng.c..... 
Walton, George Pelham, C.C....... 


Wansleben, Thomas O., Eng.m..... 


Ward, Philip Henry, Eng.e......... 


7, ' “~ fp 
Warren, David Howard, C.C...... 


Waterman, Storrs Seymour, C.C.... 


7 * - 
Waters, Joseph Henry, Eng.c..... 


Watkins, Catharine Rose, C.C...... 
Wenderoth, Ernest Ferd., Eng.e.... 


Wetzel, Cora Mary, C.C........ 
White, sarah Eskridge, Ed..... 
W hitehead, John Roy, CI дс өөө 6:6 


E.E., 1907, Purdue University. 


Whitney, Flora Goodridge, Ed...... 
W iegand, Harry Frank, Eng.e...... 
. Conn. 


D. С 


Wilbur, John Palmer, Eng.c....... 
Wilkins, Lewenak Иб... ve eee 
B.S., 1891, Wellesley College. 
| Willard, Clayton Edwin, C.C....... 
Williams, Pascoe W., С.С......... 


Williamson, James McGowan, C.C.. 
LL.B., 1907, The George Washington University. 
Willson, Charles Carter, c. YETT 


Wilson, Charles Paret, C.P.S....... 
B.S., Chem., 1907. The George Washington Uni- 


versity. 
Wilson, David Edward, Ed....... 
| Wilson, Mary Badger, C.C......... 
Wilson, КАШ - C. ooo esiié v 203 
Winter, Maxwell W., Engc.....- 


W itten, Aubrey Bowen, Arch....... 


Woodruff, William Abner, C.P.S... 


W oods, Katharine, C.P.S.......... 


Woodward Esther Rittenhouse, Ed. . 
ia oodwell, Carolus Sylvester, Sa >Р 
v right, Frederick Eugene, Ed. ..... 


ates, Robert Raleigh, Eng.c.. 


‚м4. 


o ; «Ne 
dA оч 


. Mass. 
A Ne 
DG 


DG 
Md. 


BiG 
‚р. C. 
D n 


UNIVERSITY. 


City address. 


Langdon, D. C. 


. .728 11th Street. 
..1756 Penna. Ave. 
..3549 11th Street. 
..207 R Street. 

..3227 11th Street. 

. .1246 10th Street. 
..Bu. of Standards. 
..1246 Columbia Road. 
, .213 C Street, S. E. 
.Signal Office. 


..617 12th Street, N. Е. 
. .824 6th Street, S. W. 
.1808 Belmont Road. 
.1414 Girard Street. 


..39% Bates Street. 
.. Treasury Dept. 
.I210 S Street. 


..57 R Street, М. E. 
.Bureau of Chemistry. 


„1012 Park Road. 
.I901 Q Street. 
..214 P Street. 

.1448 Clifton Street. 
.2518 13th Street. 
..2002 G Street. 

.2128 Bancroft Place. 
‚125 New York Ave. 
..930 16th Street. 
.1829 Kalorama Road. 
.1608 6th Street. 


E кеб". >ы ge PSS e E ROOK SD. ea > 


„ге 


oo. UE > 


ENS PN, 


=. sa gi deo tation oci ap ن ت یک‎ fat rt 
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Name. Legal residence. 


Young, Irene Ottilie, Ed............Iowa 
Zielinski, Carl von, C.P.S.. 


Summary. 
GRADUATE STUDENTS: 
Students in attendance.............. 
Candidates for the E.E. degree....... 


Candidates for the C.E. degree................ 


Candidates for the M.S. degree......... 

Candidates for the M.A. degree......... 

Candidate for the Jur.D. degree......... 
Candidates for the Ph.D. degree....... 


UNDERGRADUATE STUDENTS: 
Candidates for the B.A. degree.. 
Candidates for the B.S, degrees. о0о 00606 
Candidates for the M.Dip. degree. T 
Special students 
Auditors 


Total 
UNDERGRADUATE STUDENTS: 
Columbian College : 


City address. 


Yoder, Bessie Lee, Ed..............D. C. ..144 11th Street, S. E. 


„2210 Penna. Ave. 
aa E 4 NEY Ro Зз Шш My et Va. 


Candidates for the B.A. degree...................... 


Candidates for the B.S. degree.. 


Candidates for the B.S. in Chem. degree.............. 


Special 


Washington College of Engineering : 
Candidates for the B.S. in C.E. degree. 


Candidates for the B.S. in E.E. degree...... 
Candidates for the B.S. in M.E. degree... 


Special 


Division of Architecture : 


Candidates for the B.S. in Arch. degree........ 


Special 


College of the Political Sciences: 
Candidates for the B.A. degree... 


Candidates for the M.Dip. degree....... 


Special 


Division of Education: 
Candidates for the B.A. degree... 
Candidates for the B.S. degree.. 
Special 


>. il. 
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192 
[3 
217 
7 
„5 
549 
043 
77 
44 
" 
/ - 
205 
59 
35 
19 
37 
— 150 
12 
30 
48 
23 
13 
25 
01 
21 
12 
50 
85 
c 40 


= من مت لوچ گے 


RS gpa арн 
t 2- ж иа. 


DEPARTMENT OF MEDICINE. 


Doctor of Medicine. | 


2 و ممن 


First Year. 


——— 


Name. Legal residence. City address. 
Bacon, Walter Compton.........Md. .......808 11th Street, N. E. 
Bailey, William Otis.............D. C. .....1217 N Street. 
Boody, Clyde Bruce.............Minn. .....1521 Vermont Ave. 
Brock, Charles Le Roy..........D. C. .....Sibley Hospital. 
Burhen, Archer George..........Ohio ......1326 L Street. 
Burnett, Roy Edgar.............Okla. .....1530 O Street. 


› 3 E ' 
B.S., 1905, Oklahoma Agricultural and Mechanical 


- ж are quem ہے کی چ‎ ait og 


College. 
Castleman, Philip ...............Mass. .....902 Westminster St. 
Christiansen, Elmer Erastus.....Utah ......Coast and Geodetic 
Survey. 
| LUE Сан о. осо Wo Ма. Аме O RN 
Crane, Charles George. ..........N. J. ......1530 O Street. 
| D.S., 1907, Wesleyan University. 
Crown, James Edmund..........D. C. .....22r 10th Street, S. E. 
Davis, Ernest Jordan...........V& .......8-0 Н әне 
Downey, (Mrs.) Alice Winans...D. C. .....2473 18th Street. 
Dyer, John Christopher .........Ohio ......310 roth Street, N. E. 
Eisenberg, ДАЙАР» зз» 542555»: We o2 1213 4% Street. 
Ellison, Everett Monroe.........D. C. .....150 U Street. 
A.B., 1901, A.M., 1903, Grant University. 
Eppard, George Irving...........D. C. .....1921 G Street. 
Fisher, Charles Albert...........Pa. .......38 I Street, N. E. 
Fontaine, Edward Ridd.........N. C. .....Office of Auditor for 
War Dept. 
Garlock, Charles Washington....Ill ........Navy Dept. 
Gibson, Richard ................ Va. .......Alexandria, Va. 
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| 
PROFESSIONAL DEPARTMENTS. | 
ic. | 


) Phar.D., 1896, National College of Pharmacy. | 
Hales Cecil Stanton... N.C. .....920 New York Ave. | 
Hayton, Charles ПИКУ, So. Africa .Takoma Park. | 
B.A., 1898, Battle Creek College. 
Hunt, Isaac Burton.............. Tenn. .....508 roth Street. 
l 


Ingle, Ernest Wilfred...........So. Africa .1528 9th Street. 
Irmen, Felix Arnold............D. C. .....212 Morgan Street. 
Jaeger, Henry William..........D. C. .....15 4th Street, S. E. 
Janer Marquez, Ramón Isaac.....Porto Rico.2213 H Street. 
Jewell, Benson Mundy...........Ill. ........716 roth Street. 
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Name. 
Kemeys, William 
Kisseleff, John 


Lashhorn, Charles Marian...... 


Leone, Charles 


Madison James Ү/..........:: 
Molzahn, Albert John....... 


B.S., 1906, l'remont College. 


Mooers, Harold Alonzo......... 
Oliver, Harry Waterhouse....... 
Parks, Anderson Woods......... 
Pitt, Richard Vernon............ 
Ralph, Charles Edward...... 
Ramsay, James Glenn........ 
Shoemaker, Ralph Waldo.. 


as ee oe. 


Thompson, Alexander Contee.... 
A.B., 1907, University of Maryland. 
Zimmerman, Carl George........ 
Zinkhan, Paul Hudson...... 
A.B., 1906, Johns Hopkins University. 


Amoss, Harold Lindsay.......... 


o. T 1905, Kentucky state College. 


Beauchamp, Ellis Franklin....... 


jrewer, Gilbert Roscoe.. 


Davis, George von Pullinger.. 
Duenner, Robert Henry......... 
КАЛАИ LOU DONE. 2.1: are cee 


Fetzer, Lewis William 


Grad. Chem., 1900, Cooper Institute. 


Goss, Audrey 


A.B., 1902, Kansas University. 


Herring, Katherine 


Hoover, George William.........Okla. 
M.S., 1906, The George Washington University. 
Hornaday, Frank Adelbert.......Texas 
B.S., 1907, The George Washington University. 
Huntington, William Henry..... 
Jureij, Jurji Abraham Jacob.... 


Kerby, James Philip... 
Kinner, Jesse Lee... 


Klingerman, Ger гре elliott. ..... 


Legal residence. 


Second Year. 


. «2330 
.1402 L Street. 
.2606 L Street. 

‚..513 Oth Street. 

.. Takoma Park. 


WASHINGTON UNIVERSITY. 


City address. 


...1633 29th Street. 
..1030 North Capitol St. 
..503 2d Street, S.E. 


Né dv 727 13th Street. 
..618 F Street, N. E. 
МЭР T 1017 P Street. 


Takoma Park. 


.1631 R Street. 
..509 10th Street. 
.816 18th Street. 
.215 E Street. 
.714 10th Street. 
Кс, Т, 5treet. 
..513 Oth Street. 


820 11th Street. 


..513 Oth Street. 
..19# & C Streets, S. E. 


jureau of Chemistry. 


‚1200 C Street, N. E. 
‚1518 Kingman Place. 
.1307 9th Street. 

.1700 15th Street. 

.513 Oth Street. 

.Md. Agric. Exper. Sta. 


‚Тһе Ethelhurst. 


„The Savoy. 
.. Bureau of Chemistry. 


..234 Post Office Bldg. 


Massachusetts Ave. 


H 

| " | | 
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LH | 

Name. Legal residence. City address. M | 

Lewis, Harry Samuel. ...........D. С. ‚.54 I Street. Йй | í 

Loop, Floyd Addison............Pa. ...1300 Massachusetts Ave. 2 f 

McLoone, John Joseph. .... „Ра. ..717 Н Street. iT | 

A.B., 1905, Catholic University. | ү i j 

Phar. D., 1904, National College of Pharmacy. 4 | n | ү 

McMillan, Walter Alexis........S. C. ‚..1317 F Street. | || | | 

Medley, Thomas Charles. .... Ма. ..1324 I Street. ti i | 

Morian. Clarence Herbert.......Pa. .......1230 Irth Street. I а: | | 

Nelson, Nesmith ....Minn. ,..00 T Street. i | d | | 

Neville, James Alan pees es Nebr. ...2021 H Street. | | B | 

Norris, James Walter........... Md. ...Treasury Dept. t i | 

Paige, Wendell Arthur Heath... . Vt. . „1602 Vermont Ave. 6; 8 i 

| Peyton, Harry Alexander....... Pa. ...1744 Riggs Street. 3, 2 | 
| Piburn, John Logan...... ...Mo. ..3483 Holmead Ave. | : Ja 1 


Price, Walter f m Bee Be л 
Ross, Erwin Worth....... С. 
Rougeou, Charles Franklin.......La. 


Scanlon, Franklin Taylor... „ЧҮ. 
B.L. 


Va. 
1904, University of Nashville. 


| Sharp, George Tarplit...... 1% 


‚...438 N. J. Ave., 5. Е. k 
..1700 15th Street. р: 
..1913 Penna. Ave. 4 
‚1721 G Street. f 


.. Cleveland Park. 
..237 H Street, N. E. 


eges om ) er nm 


A — 


FA RM +‏ ہد رر“ AM‏ سے 


e 


| Silberstrom, Paul „ . . .. Russia | 
Sinclair, Leith Llewellyn.........Va. ..327 M Street, S. E. | ! 

Tibbets, Albert Perkins. ......... N. H. .Io18 14th Street. | if 

A.B., 1907, The George Washington University. qt | 

Titus, Elijah White.. ‚Ма. .Children's Hospital. 1 | 

Phar.D., 1906, The George Washington University. 4 | 

Waller, Clifford E..............Ala. G. W. U. И! 

White, Lyle Charles.. wem __ 211 N. Capitol Street. i | | 

Williams, Robert Cleveland......N. C. .....920 New York Ave. Lei; | | 

A.B., 1907, University of North Carolina. HE LE i! ] 

Young, Clifton Eugene.........- D C. ..2509 Wisconsin Ave. Ha $ | | 

at 

? Third Year. die | 
Bales, Ernest Norment....... Calif. .. National Museum. | i [| | 

а n "ram чь Ohio Institute of Pharmacy. F " | | 
eale, Kenneth Foster..... ..Md. ...831 7th Street. ie | 

Brooks, James Joseph Lester... .. Pa. ...465 Florida Ave. ТТЕ 


Chappell, Sidney Lovett.........D. C. 


Ch: r^ nn E s 
merda rs, George Chancellor.....Va. 
ichester, Harry Denison....... Texas 


„Ма. 


Collins, James Cleveland....... 


...3901 Grant Road. 
..802 3d Street, 5. Е. 
.Dept. of Commerce and 


.1437 S Street. 


Labor. 


ae M 
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Name. Legal residence. 


Clark, Albert Patton............D. C. 


Phar.D., 1905, National College of Pharmacy. 


Craft, Clarence Christian.........S. C. 


B.S., 1902, South Carolina Military Academy. 


Eldridge, Watson William, Jr....Md. 
Fair, Charles Hardy............. Va. 


French, Sanford Williams.......N. Y. .. 


О“ NP TPO LOTT уа» -E od 
Glennan, Kenneth Rayner.......Md. 
Gochenour, David Thomas.......Va. 
Bach. Engr., Bridgewater College. 
Griffin, Clarence Herbert........Mass. 
B.S., 1904, Massachusetts Agricultural College. 
Higgins, Daniel Witter.........Md. 
Hoey, John Joseph..............R. I. 
Jobson, William Russell .........Pa. 
Kavanagh, James Edward.......Mass. 
Keneipp, Edgar Percy...........Ill. 
Klugh, George Fred.............S. C. 


B.S., 1901, Clenson Agricultural College. 


IN IM -Edwald.. ie ceusoveslA Cs sv... 


McEnery, Douglas Wiltz........La. 
B.A., 1903, Tulane University. 

Machler, Francis Patrick........Ill. 

McKnight, Frederick W.........Ohio 

McLaughlin, William Frank..... Pa. 

Mata, Carlos 


Micheloni, Louis Antony........ Uruguay 


Neail, Howard William.........N. Y. 
Nelson, Cyrus William. ..........Okla. 


B.S. in Chem., 1903, Oklahoma Agricultural 
Mechanical College. 


Pole, Samuel Boyce, Jr..........D. C. ... 


Powell, Robert Llewellyn........Va. .. 

Rhees, Benjamin Rush...........D. C. 

Rozzelle, Keith Kistler. ..........N. C. 

Simonton, Lawrence Joseph.....Ind. 

Sisco, Henry Nathaniel..........D. C. 
A.B., 1898, Battle Creek College. 


Sorensen, Antone Christian...... Utah 


UNIVERSITY. 


City address. 


..Garfield Memorial 


Hospital. 


‚.1116 roth Street. 


..316 Md. Ave., N. E. 
..732 21st Street. 
.Naval Medical School. 


24th & E Streets. 


.... 1224 30th Street. 
.Chevy Chase, Md. 
.28 R Street. 


.3800 14th Street. 


146 r1th Street, N. E. 


... 1825 H Street. 
„аке М. C. Ж 
‚1167 19th Street. 
.136 D Street, S. E. 


.I327 Newton Street, 


Brookland, D. C. 


.506 A Street, ЇЧ. E. 
‚1167 19th Street. 


.IIO 4th Street, N. E. 
. The Naples. 


.Emergency Hospital. 


1412 I Street. 


„Р. О. Box, No. 8. 
‚1300 H Street. 


ror Rhode Island Ave. 


216 8th Street, N. E. 


..934 O Street. 

.1853 Ontario Place. 
.1129 E Street, N. Е. 
. .2114 18th Street. 
.1602 Vermont Ave. 


‚1115 I Street. 


——— 


= 


STUDENTS 


Name. 


IN 


THE UNIVERSITY. 


Legal residence. 


Vasenius, Frederick Walter......Finland 
Weidemann, Clarence Conrad....D. C. 


Weiler, George Leo....... 

Weithas, Richard C........ 

White, Gershom 
B.S., 1901, Ohio University. 


» " * , ^ 
Ph.D., 1905, Cornell University. 


Willis, Harry Clay....... 


Willis, John Mitchell..... l | | | | | 


Franklin... 


Wood, William Pleasant. ...... 


Avery, Frederick Scott........ 


Bossert, Clarence Sanborn... 
Bowers, John Edson........ 


Brown, Frank Хоса 


Browning, Andrew Johnson... 


Bryan, William Alvin 


e... 


..Utah 


BG, 


> Ohio 


AD X. 
УУ. Va. 
Ohio 


.lowa 


Cliff, Benjamin Franklin........N. C. 
Compton, Arthur George. .......D. C. 


Conklin, Rush West........ 


Coste 
Oster, Leonard Martin... 


Davis, Ezra McKnight. .......... S. С...... 
Dollman, Clarence Mazarine. .... Va. 
Dunmire, Roy Franklin..........Pa. 

Dunn, Abner Beebe... .. Pa. 
Everett, Ernest Рау........... 

A.B., 1899, Baker University. 
Garnett, Algernon Sydney. . ‚Ма. 
Gehringer, George Matthew......Pa .....-- 
Grant, John Lee.. .. ‚Ма. 
Griffith, Thomas Everett.........Pa. 

Hart, George H...... ‚..Ра. 


EN Be 


„ Kansas 


City address. 


.I210 I2th Street. 


1237 Girard Street. 


.510 3d Street. 


218 12th Street. 


The Brunswick. 


‚..032 К Street. 
...Sibley Hospital. 
..3285 M Street. 


Fourth Year. 


. Mich ...2808 N Street. 

. Wisc ,.814 22d Street. 
Ind. ...608 21st Street. 

US . Welt 49 T Street. 
‚мд. „1306 О Street. 


.1167 19th Street. 


“verre 


..Children's Hospital. 


.. Hyattsville, Md. 
‚...813 East Capitol Street. 


.1311 K Street. 


..Garfield Hospital. 
.Mt. Rainier, Md. 


University Hospital. 


Жо 25 394 23 Q Street. 


V.N “> . afin , 
[.D., 1903, University of Pennsylvania. 


Hewitt, Arthur William.........Ohio 


Hopkins, John Wilson....... 


,. Minn. 


atgan Edmund Joseph. ........D. ©. 
tbysmith, William Marion... .... Ky. 


‚то2т Vermont Ave. 


..1234 Duncan St. N. 
..718 4th Street, S. E. 


ото roth Street. 


...1700 15th Street. 


.1300 Mass. Ave. 
.1201 Q Street. 


.1167 19th Street. 


‚1116 C Street, N. E. 


А.В ; K 

B., 1901, A.M., 1901, Georgetown & ollege, Ken 
tucky. 

Lamki : ; 
nkin, Joseph Bayard.........G& ....... Pension Office. 


ороо ' C 
wrence, Charles Solomon......N. ©. 


, .. Columbia Hospital. 
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Name. 
Lee, Thomas Alexander, Jr..... I C. 
Littlefield, John Ramsey.........D. C. 
MacKnight, Robert Stanley......Mich. 
Maxwell, Maurice Hopkins...... Md. 
Molzahn, Herman Emil. 
MEME О. порочен | X 
vele d ч: ба, 
РУУД о 


Noyes, Edward Rogers.. 
Ong, Harry Alfred...... 


Oswell, Charles Arthur..........N. Y. 


Patterson, Orra Edgar...........Ill. 
Pyne, Herbert Samuel... 
Quick, Ralph Andre.............Va 
Russell, Riley . 


Ryan, Bernard St. Elmo.........Va. 


Scott, William Bertram.........Ore. .... 
B.Lit., 1896, B.S., 1906, Willammette University. 


Sherwood, John Wesley.........Md. 


Simons, Harry Emmerich.......D. C. 


Smith, Ernest Wellington.......W. Va. 


Sullivan, James Francis.........R. I. 
A.B., 1903, Holy Cross College. 

Tayloe Harry Marbury.........Va. 

pe MENU эз» »» ce 555. S T 
B.S. in Phar., 1903, 

Tewksbury, William Davis......Colo. 


Thomas, William Joshua Groot...D. C. 


Thompson, Lewis Royer......... Pa. 
A.B., 1900, Ursinus College. 
Turnbull, Samuel Jay...........Fla. 
Waldecker, Franz Carl...........Kansas 
Watson, John William...........D. C. 
Weber, Frederick Clarence. ...... Ohio 
B.S., Ohio State University. 
Whamond, Frederick Gordon.. . . Ill. 
Wheatley, Charles "py ou 
Wheeler, Arthur Joseph.. 
White, Eben Wesley.............N. Y. 
Wilcox, Horace Leroy 
Wilhelm. Joseph VEM ERIE ML 
Wolfe, James Thruston......... Va. 
Wolfe, Rowland Daniel.........Md. 


hte oy cn т АС» 


THE GEORGE WASHINGTON U 


Legal residence. 


e 6-80 


NIVERSITY. 


City address, 
.1721 Riggs Place. 
„Emergency Hospital. 


..5508 Wisconsin Ave. 


о. ss ak 


.Methodist Home. 
‚1017 P Street. 
2000 Dumbarton Ave. 


.IOI4 S. C. Ave, S. Е. 
..917 S Street. 


РИ, ТАУР 


.1864 Wyoming Ave. 


,..830 13th Street. 
,.915 M Street. 
.University Hospital. 


„2 Iowa Circle. 


.1301 Corcoran Street. 


... Lhe Geo. Wash. Univ. 


„1167 19th Street. 


212 A Street, S. E. 
‚1825 F Street. 


„Casualty Hospital. 


‚1426 Corcoran Street. 
.I305 P Street. 


Alabama Polytechnic Institute. 


.Soldiers Home 


Hospital. 
1316 13th Street. 


..309 M Street. 


..815 rath Street. 

.1444 Harvard Street. 
..Wash. Asylum Hospital. 
.1700 15th Street. 


...1234 Duncan St, N. E 
. Bethesda, Md. 
.1601 rsth Street. 
..1504 Vermont Ave. 
.2610 University РІ. 
.Navy Dept. Rm. 362. 
..815 ISth Street. 


50061933 H Street 


STUDENTS IN THE UNIVERSITY. ew) 


Special. 
Name. Legal residence. City address. 
Martin, Aaron Міѕе.............Ма. .......1829 F Street. 
Swingle, Edwin Allan...........D. C. .....344 D Street. 
LL.B., 1906, LL.M., 1907, The George Washington 
University. 
Review. 
Curry, Mul "TYob..c como ees OT C. .....26 Seaton Street. 


M.D., 1897, Columbian University. 


Summary. 


CANDIDATES FOR THE M.D. DEGREE: 
ИИИ РАНТЕ CA Ls LA КЕЗ 46 
Second year ........- ee ec eer ооо оона ноен ое so sono E 
Ahitd YORE 22.2400... eeu oe бовосо весео ое ео боев 46 
Fourth year 


MEAD a СООР Pk oh ЖЕ» 5 cli 2 


Review 


DEPARTMENT OF DENTISTRY. 
Doctor of Dental Surgery. 
First Year. 


l 


І | "i Дайте 
Name. Legal residence. City address. 


Armstrong, Stanley Everton.....W. Indies .933 K Street. 

Becker, George Heilman. Pare ee th Street. 

Birckhead, Fred Courtney.......D. C. .....421 G Street. 

Butterfield, Louie Watson ee pe Iowa ......229 P Street. 

з S RP Ae у s o s s roth & E 
Sts. 

Eastman, Erwin Chapman.......Conn. ... .. Naval Medical School 
Hospital. 

Ebeling, Albert СТРАНУ EC ..Naval Medical School 
Hospital. 

Eslin, Melville Dain €... ри C... 09g MO. AV N. E. 

Harrison, William Sloane.......S. C. ......1416 K Street. 

Harrison, Wilson Allyn.........Conm. .....714 roth Street. 

Hoffman, Thomas .............. Маѕ8. .....George Wash. 

Hurwitz, Maurice ............... Mass.. ..... George Wash. 

King, James Luin Gibbs.........D. C. .....Takoma Park, D. C. 


Hotel. 
Hotel. 
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Name. Legal residence. 
Lambeth, Roland Carter Hill.....Va. 
Nelson, Leo pena E. 


LL.B., 1897, New York City University. 


Pearce, Waldo Roberts...... M) X ad 
Pelton, Charles Rexford... .Mich. . 
Robinson, James Norris.........W. Va. 
Seward, William Brown.........Ohio 


Ph.G., 1901, Ohio Medical University. 


Sherfy, Raphael D. € 
Solbach, Leo William. ‚ Md. 
Ward, Wilson Stewart..... . Md. 
Whitaker, Walter Eugene... 2 xu 
Whitmarsh, Paul D.C. 


Second Year. 


Angelo, Guy Wilson. $444» d 

Barnhard, William Harry, ir. .. Ohio 
Bear, Ewing Marvin Wood...... lA. ©, 
Cannon, Claude Quayle.......... Utah 


Goldberg, Max Samuel........ 
Irby, Charles Rufus. Seer 
Marsh, Bradford Clevel: i s ais 


Third Year. 
. Wisc. 


Addison, William Richard...... 


AR җа 
.. Và. 


Bernhard, James Walter......... Pa. 
Boarman, Alan Smith..... ‚ Md. 
Britton, Emlyn James...........Pa. 
Clark, Robert Henry............. Ind. 


Cummings, Alfred William. ..... Kansas 
Fairfield, Thomas Leon..........D. C. 
Gash, Arthur Wellesley.. ж ‚мун 
Grubbs, John Alexander......... Va. 
Helmig, Casper Florian. ve c Wow 
Higgins, Charles Millington.....W. Va. 


Hildreth, Walter Henry....... 


DN X. 


A.B., 1892, A.M., 1904, Amherst College. 


Hopkins, Herbert Cornwell Ma was 2 
Houghtelin, William Clarence.. 


INL. uo 


,.Kansas 


Civil. Service Com. 
..1533 ISth Street. 


UNIVERSITY. 


City address. 


..113 N. Columbus St., 


Alexandria, Va. 
.Post Office Dept. 


1212 L Street. 


.IOI4 D Street, N. Е, 


.314 2d Street, N. E. 


..1720 H Street. 


‚3010 11th Street. 

.252 8th Street, S. E. 

„Chamberlain Club. 
...Otation L, Anacostia, 


D, C. 


.2031 Ist Street. 


.1230 13th Street. 
. .III2 10th Street. 
..912 I Street. 
...916 Massachusetts Ave. 
..627 D Street. 
..1333 H Street. 
.1339 Irving Street. 


...500 G Street, N. E. 
....82 S Street. 
. 807 H Street. 
.. Washington Barracks. 
.Naval Med. School 


Hospital. 


.1512 Ist Street. 
...812 I2th Street. 

.517 6th Street. 

..I512 Ist Street. 
... Govt. Printing Office. 


..Manor House. 
‚1018 12th Street. 


o 


STUDENTS IN THE 
Name. Legal residence. 
Humeston, Andrew .Conn. 
Johnson, Harry Dow........... Mo 
Murdoch, Herbert Spencer.......Mo. ...... 
Peck, George Francis.... JA 3. 
Smitten, George ae oi C. 
Truett, Robert Finley..... ‚Ку. 


Y oung, Henry Cissel........ 


. Md. 


Summary. 


CANDIDATES FOR THE D.D.S. DEGREE: 


First year 
Second year 
Third year 


UNIVERSITY. 


224 


City address. 


1301 K Street. 


..Geological Survey. 


937 H Street. 


.The Brunswick. 
‚1316 I Street. 
.2523 University Place. 


` 


‚037 Н Street. 


DEPARTMENT ОЕ LAW. 


Bachelor of Laws. 


First Year. 


Name. 
Allee, James Ful II... 
Altizer, Posey John.. Томое од 
Black, Charles Frederick....... 
Ph.B., 1907, University of Vermont. 
Blount, Walter Eames... 
! A.B., 1907, University of Georgia. 
Brookes, John St. Clair, Jr.. 
A.B., 1907, 


Calder, Albert Russell..... 


: к. Sere 
Camp, Ernest Wright...........Mich. 
Clagett, Henry Noble.. . Md. 
"rii Frederick Albert.........Mass. .... 
P. F ranz Frederick William. Iowa 

son, James Dunbar.... D. c 
Ellis, John De Moss....... ‚Ку. 
В. 1907, University of Cincinnati. 
Everett, Frank Orear....... . Mo. 


Faulkner, William 


I Ts 
з ш 1907, Union College. 


"aur C : Же , 
itleroy, John Smith Young. 


I 


A.B 


: Wero cm os 
rantley, William Gordon, т. 


Krnest....... 


Legal residence. 
.. Del. 
.. Và. 
.. Vt. 


~ 


Ga. 


En As ood 


Ihe George Washington University. 


Ky. 
.La. 


" 1905, Louisiana State University. 


..House of 


City address. 


The Oxford. 
General Land Office. 


.1404 15th Street. 


‚Тһе Burlington. 
‚1824 V Street. 


1525 Corcoran Street. 


..917 N. C. Ave. 
New Varnum Hotel. 
Second National Bank. 


206 Penna. Ave., S. E. 


‚1515 О Street. 


1714 F Strcet. 


..I530 I Street. 


.1307 K Street. 
.455 G Street. 


Representa- 


tives. 
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N 


. 
ame. 


B. Letters, 1906, Bethany College, 


Grover, William Robinson....... 


Ph.B., 1907, Kalamazoo College. 


Guasp, Ignacio .......... 


Hastings, Grover Cleveland...... 


Hellen, Arthur 
Herrero Ramirez, Juan.... 
Hill, Herman Henry.... 


A.B., 1907, Dartmouth College. 


Holcombe, Amasa Maynard......Mass. 

B.S., 1904, Massachusetts Institute of Technology. 
Holmes, Patrick Douglas....... 
o MME ЫШ,» а «лз c2 cc ME 
Hupper, Roscoe Henderson......Me. 


A.B., 1907, Bowdoin College. 


Kenway, Herbert Winthrop.. 


Kitselman, Harry Louis.........Ind. 
Lambert, Chester Cromer...... 
LeDuc, Louis Bronson..........D. 
Luzuriaga, Hector Ruiz de.......Porto Rico. 


McClenon, Walter Holbrook. 
A.B., 1907, Iowa College. 


Mackenzie, Robert Lundie....... 


Matthews, Emerson Waldo 
A.B., 1891, Butler College. 
A.M., ——, Harvard University. 


Norris, Raymond Stonestreet.....Md. 
Oberlin, John Jay ............... Md. 

A.B., 1901, Washington and Lee University. 
O'Neal, Warwick Christy........D. 


C.E., 1906, Pennsylvania Military College. 


Parker, Francis Joseph....... 


Pease, Ferdinand Henry....... 


B.A., 1907, University of Vermont. 


Platt, Doran Stanley....... 


Rehn, Frank Knox Morton...... 


Samson, George Roy..... 


B. Bs 1902, B.S., 1905, University 


Legal residence. 
Ford, Frank Farnsworth.........Mich. 

Gates, Edward Percy............D. 
Graff, William Archibald. ........ V: 
Graham, Lesley Stone...........Pa. 


UNIVERSITY. 


City address. 


.1931 K Street. 
‚3506 Center Street. 
.231 Ist Street. 
.The Susquehanna. 


„026 8th Street. 


The Westover. 


.I421 Chapin Street. 


1731 20th Street. 
2213 H Street. 


.520 B Street, N. E. 
.1404 Mass. Avenue. 


3319 O Street. 
.1631 R Street. 
‚812 East Capitol St. 


.3014 Dent Place. 
.The Burlington. 
.I345 14th Street. 
.1403 21st Street. 


Care of Bureau of 
Insular Affairs. 


.80 V Street. 


„531 Та Street. 
.1742 S Street. 


.Treasury Dept. 
. Patent Office. 
..807 Varnum Street. 


.904 Massachusetts Ave. 
.823 13th Street. 


. Takoma Park. 
‚1017 16th Street. 
.2034 I Street. 


Schultz, Detlef Henry........... 
Schoenfeld, Hans Fred. Arthur... 


Seiler, Justin Frank............ 
Simmons, Berkeley Leo.. 
Simmons, William Wyatt....... 

B.A., 1905, Mississippi College. 
Sincerbeaux, Chauncey Milton.. 

A.B., 1905, Yale University. 
Singleton, Ogle Ridout........ 
Smith, Conger Ryder............ 
Smith, Thomas William........ 
Smithers, Nathaniel Barratt.... 
Stanton, james EH ere 
Stockslager, William Morse.... 
| A.B., 1907, Valparaiso University. 
| каш, Geo. John Alexander. 
| Swift, р. NE E 
laylor, Kenneth 

4.5., 1907, Carleton College. 


Th 
ompson, (scar ..... 


= n lullO 


V an Vleck, William Cabell.......D. C. .. 
Wagstafi, Harry Andrews....... DO Жыз 
Waters, Willam Clark.......... DOC. 

White, Herbert William „lowa ... 


1? , 
h.B., 1907, Simpson College. 


Zirkle, Joseph Claiborne....... 


Name. Legal residence. 


N. J. 


A.B., 1907, The George Washington University. 
. Ohio 
DIG 


Miss. 


AUT 
ДАТЕ 
. Idaho 
> WO 
a - edo 
.Idaho 


Wash. 


. Mass. 
Д хф жа 


N. Mex. 


Nashville. 


. Va. 


Second Year. 


Aldrich, Charles Roberts. .. .. ..- 


B | 
.А,, 1903, Yale University. 


Р / 41; 1 
Arlitt, JEN ae Ore) EDS 
Barr, James 


Barrick, Henry Llewellyn.... 


| "шар Milton Scott. ............W. Va. 

| EC Octave Adelbert.......D. C 
| | "md Willam McDonald......D. C. .. 
| "eset Benjamin Franklin. ......Me. 

| | on, Edgar Ferrall...........Kansas 


Carpe Г 
‘rpenter, Walter Clayton.. 
Ph.B., 


( f | “ъй ` 
1900, Brown University. 


| Wyatt, Hardee Koedoe dois 
V, B.S., L.I., 1900, University of 


‚Шш. 


tA су? 


„++ 
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City address. 
1226 16th Street. 
.1733 20th Street. 
, .123 I2th Street, N. E. 
..1421 Belmont Street. 
.1309 H Street. 


„1120 16th Street. 
..2020 H Street. 


..1226 16th Street. 
.I810 G Street. 


...2002 G Street. 
...II Grant Place. 


..33 B Street. 

..1446 N Street. 

..531 18th Street. 

.1433 Belmont Street. 
..Treasury Dept. 

800 E Street, N. E. 
1328 New York Ave. 
.1416 New York Ave. 
1226 16th Street. 


. .823 13th Street. 


„1501 12th Street. 


.The Benedick. 


..2024 G Street. 


..2024 G Street. 


..The Plymouth. 


..2024 G Street. 


Little Falls Road, D. ve 
1516 22d Street. 

..1306 13th Street. 

.1334 B Street, S. E. 


‚‚..Тһе Mendota. 
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Name. Legal residence. 


Caywood, Charles Chester.......D. C. 
Childs, Frederick Willard....... VE 
Clark, Chester Morrow.........D. C. 
Cragin, Harry Seymour.......... IC. 


LM PNE о aal ne^ n2 WEBB. oo 


Daizell, Robert Duff............. Ра. 
A.B., 1905, Yale University. 


Davenport, Lewis Howard.......N. Y. 


SG EE ee Ohio ... 
Finney, Harry Whiting.........D. C. ... 
Gaines, John Wesley, Jr......... Tenn. 
Garrett, Clyde Davis.............D. C. 
Gonzalez, Antonio Cornelius, Jr..N. Y. ... 
Graves, Pleasant Fowler.........Texas 
Ph.B., 1905, Southwestern University. 

Haselton, George Irving......... N. H. 
Hemmick, Frank Schley......... Bc 


Homer, John Albert............. Utah 
Horner, Errol Osman...........N. J. 


Hutchins, Wells Aleck........... E uL 

Jenkins, Warren Maxwell....... Pa. 
A.B., 1906, Grove City College. 

Johnson, Elbert Culbreth......... Wash. 

Johnston, Cecil Wallace.........Pa. 

Kelly, Jerome Elmer............. EX. 


Koons, George Hickman. ........Ind. 


Lawburgh, Robert Lee...........Ind. ..... 


A.M., 1905, De Pauw University. 
Micou, Richard Dunnica.........Va. 


B.A., 1903, M.A., 1903, University of Virginia. 


Miller, Walter Karl............. Kansas 
Morrow, James Benjamin........ БЕ 
Nyemaster, Jesse Ray...........Iowa 
Patterson, Matthew Waren.......Ark. 


Pearce, Harry Hamlin...........Mich. ... 


A.B., 1905, Albion College. 
Pillow, Gideon Johnston.........La. 
Smoot, John Daniel Kurtz.......Va. 
Stonebraker, Harold English.....Pa. 
Stuart, Paul Allison............. Pa. 


A.M., 1906, Washington and Jefferson College. 


Sullivan, Horace Moore......... Tenn. 


Swenarton, Harold Augustus....N. J. 
Ph.B., 1905, Yale University. 


UNIVERSITY. 


City address. 


..1629 Newton Street. 
.. The Champlain. 
.Florence Court. 
.1013 L Street. 


903 13th Street. 


1605 N. Н. Ave. 


...2624 University Place. 
.1226 12th Street. 

..2204 Q Street. 

.1437 Rhode Island Ave. 
..945 O Street. 


I417 K Street. 


..1514 K Street. 


.1517 P Street. 

.. The Franklin. 
..1706 F Street. 
LA. ES Aor A 
.I315 Riggs Street. 


517 P Street. 


..942 K Street. 
.1517 P Street. 


Senate Post Office. 


.. The Geo. Wash. Univ. 


923 L Street. 


..Home Life Bldg. 


, 618 F Street, N. E. 
..8123 13th Street. 
.312 Md. Ave, N. E. 
.1391 F Street, N. E. 


1700 15th Street. 


..1464 Clifton Street. 
...Langley, Va. 
..645 Mass. Ave, N. E. 


..Ihe Alabama. 


..230 North Capitol St. 
..2002 G Street. 


-- 
| 


Tucker, John Randolph... 


Tyrer, Arthur James.... 
Wagner, Harold J........ 
Whiting, Roscoe Everett...... 


Alden, Henry Palmer...... 
Allen, Charles Louis. ..... 

Ambrose, George Lewis........ 
Arundell, Charles Rogers. . 
Atwell, Howard Johnson... 


STUDENTS IN THE UNIVERSITY. 


A.B.. 1901, Bowdoin College. 


Whitney, William Milton.. 


Name. Legal resid 
Thomas, Bert Саг!............. Ohio 


VÀ. 

.. Wash. 
AE, 5 
„ Wash. 


„Омо 


› 1 r . , . 
A.B., 1903, Ohio Wesleyan University. 


231 


ence. City address. 


_.....1615 Florida Avenue. 


602 Cameron Street, 
Alexandria, Va. 
..The Albemarle. 
.. Dept. of Justice. 
> . Stratford Hotel. 


2900 Wisconsin Ave. 


Third Year. 


Pal, ` 
Baker, Arthur George... 
B.A., 1903, Amherst College. 


Banning, Archibald Tanner, Jr... 


A.B., 


Barker, William Judson......- 


1904, Cornell University. 


Barndollar, Burton Hack. ....... 
Seal] | | А з , 
all, John Christopher Wagner. 


Bell, Colley Wood. 00092 ө ® 


Berger, Bertram Philip........- 


Betts, Frank Marshall......... 
a 
Binsted, John Henry........ 


M oak . 
Biscoe, John Edward..........- 


Mi.) Ba oti 
Ad. Apa sd 
. Mont. 
Vy i e P" 
ve 

.. Mass. 


- 


~ 


..I308 S Street. 

.1700 15th Street. 
General Land Office. 
,.1636 R Street. 
..Dept. of Agriculture. 
..I205 Q Street. 


..1445 Mass. Ave. 


.....142 13th Street. 
‚...3510 М. Н. Ave. 


А-6 ‚1016 East Capitol St. 
DE € J Interstate Commerce 


Gr; а 
гай. Engr., 1904, Virginia Military Institu 


› ^ 

Boesch, Harry Luther.......- 
2 p ү 

Bowen, Frank Hunter... 


2 wae - 
Bowyer, Joseph McCarter.....--- 


B.S I¢ P ; ji " { 
+» 1904, Princeton University. 


Brandenburg, Edgar Thomas.. 


Bruninga, John Hermann....... 


Campbell, Paul 
Carr, Ira J... 
Carrington, Edmund 
C hristensen, Andrew 


Claughton, Richard Edgar..... 


- 


а г CLA, 
..Mass. 


‚ШІ. 
.. Tenn 
. Mich 


AX C. 


, Utah 


Commission. 
__ Civil Service Com. 
..315 H Street. 
..Conduit Road. 
..The Farragut. 
te. 
. 616 E Street, N. E. 
..Dept. of Commerce and 
Labor. 
, . 1110 Е Street. 


.. Loan and Trust Co. 
Bldg. 
..Patent Office. 
.230 North Capitol St. 
. Treasury Dept. 


.508 Ouray Building. 


6 ۹ ERE The Plaza. 


"Mt. Vernon Apartments. 
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on THE GEORGE 
Name. 


Couden, Fayette Dickinson. 
Б, 


күра гЗ 
Massachusetts 


1904, 
Luler Hs BOfl....... o» v7 Iowa 
Dane, Walter Alden.............Vt. 
В.А., 1903, University of Vermont. 
Davidson, Arthur William....... Ohio 
A.B., 1899, Western Reserve University. 
Davis, Horace Webber........... Pa. 
B.S., 1905, Washington and Jefferson College. 
Duffey, Louis Nelson. ........... Va. 
Durham, Harry Blaine........... Nebr. 
Ph.B., 1904, Nebraska Wesleyan University. 
Edgerton, Frank Eugene.........Nebr. 
Ellis, Leonidas Wilson........... Ala. 
Fravel, Е, Russell...............Mass. 
Glennan, Arthur Wyman........ LA. C. 
Guy, Walter Bohrer........... 
Ph.B., 1905, Lafayette College. 
Haines, Milton беек see 
B.S., 1898, Ohio Northern University. 
Hallam, Paul Rankin............Ky. 
Hardy, Edward Hugh...........Ala. 
Hartson, Clinton Henry......... Wash. 
Hendry, Moses Walton..........Md. 


A.B., 1903, Johns Hopkins University. 


Henry, Samuel Joseph........... IA. С 


Hepburn, Louis Frederick....... Pa. 
Hichborn, Philip Simmons. ......D. С. 
Hindman, Albert Clare.......... Pa. 
Hinshaw, Howard Raymond. ....Nebr. 
Holmes, Rexford Louis.......... Mo. 


Hughey, Allen Harrison......... lexas 
B.A., 1903, Vanderbilt University. 


ШНийте;: ЖШС Duca a aocoocce P uui 
Jensen, John с 22491 


B.A., 1906, University of Utah. 


Jones, Charles Andrews.........D. C. 
Jones, George Bayard........... Mo. 

B.S., 1905, Massachusetts Institute of Technolgy. 
Jones, Robert McGuire.......... Va. 


B.A., 1902, William and Mary College. 
Kartack, Roy Ernest............ Wisc. 


WASHINGTON 


Legal residence. 


Agricultural College. 


t...’ 


UNIVERSITY. 


City address, 


.I310 Columbia Road. 


...1700 15th Street. 


.lhe Lenox. 
.I9 Grant Place. 
.Patent Office. 


„Alexandria, Va. 


..1309 Н Street. 


...8 8th Street, X E. 
.. -1304 L Street. 
..IOI5 H Street. 
Chevy Chase, Md. 
..315 9th Street. 


. Capitol. 


..504 Seward Sq. S. E. 
.. .4II17 1 Street. 
..2003 G Street. 
.. Bethesda, 


Md. 


..Nat]l Savings and lrust 


Company. 


.Rm. 18, McLean Bldg. 
.1723 21st Street. 

.I208 M Street. 

.lhe Donald. 

.III4 D Street, М. Е. 
. Geological 


Survey. 


726 12th Street. 
915 M Street. 


.1319 F Street. 
%% M Ao 


..1736 G Street. 


‚1300 13th Street. 


$ j 
STUDENTS IN THE UNIVERSITY. | | j 
E | 
Name. Legal residence. City address. | | | | 
Kellett, Toe Сађоё............ , Ala. 035 K Street. \ j Е 
B.S.. 1905, Agricultural and Mechanical College, | : À 
Oklahoma. 4 
Kester, Bruce Randall.......... ‚Ра. The Brunswick. \ | | 
ow Frank A, Ir... era oe o ..1627 14th Street. Hy D 
Levin, Michael oe REC. Dept. of Commerce and | n 
4 Labor. | | | 
Lewis, Henry ТРО" suis. isa T ..1413 G Street. | | |] 
Lohm. Albert Lafayette. ........ W. Va. "House of Representa- | | 
| tives. | || B 
McClellan. George Browning. . ...! [awall "The Cumberland. Е! | 
McNeal, Ira Веппеё.........·· „Ра. ,.I313 K Street. | ii | 
A.B., 1898, Dickinson College. | UB 
McNeill, Frank Augustus. ...... „Ма. ‚..1368 Newton Street. E 
Mancha, Henry Howard.......- , Mich. .. 1411 K Street. | | | 
Matthew, Allan Ротегоу....... ‚Сай. "The Donald. | | | 
| A.B., 1903, University of California. i i i 
| Mason, Lucius Randolph. ........ Md. „тїї4 14th Street. | || 
Mears. George Edwin........... Mass. ..19004 С Street. Е | 
А.В., тоол, Williams College. Hu | 
Merrill, Henry Petingale.........D. С. ..1760 Willard Street. i" 
Miller, William Lewis...........D. С. ‚.оо sth Street. QW 
Mitchell. Paul ......... e Pa ..I9 Grant Place. t | 
М. , Allegheny College. ү { 
Morris, Charles Meyer. ....... ... Utah .. 15 6th Street, N. E. ți n 
Morris, Jackson . OP Se! ‚..1723 Willard St. d | 
Mueller, Curt Berthold. ......... Ohio . .1406 L Street. i | 
A.B., 1906, Cornell University. LM 
Murphy, William Ashford...... Wash. . . 1103 roth Street. t $ 
Neal, Chester Trenholm. .. .. .. .. Mass. ...I120 16th Street. M 


B.A., 190s, Yale University. 
Owen, Claud Worthington. .. .. .. Md. 
Owens, Charles Francis......... Md. 


-DC i > 
I аскага, Edwin Augustus...... . Mass. 


‚.1331 G Street. 
‚..464 Louisiana Ave. 
—. 226 2d Street, N. E. 


ج 


ма تسیک‎ «барыу. کے‎ 


" B.S., 1899, Massachusetts Institute of Technology. 1 | 
- i 

Patterson, James Frosst.......-: D. C. ..Rm. 625 Mills Bldg. | 

x | ЭЧЕ Р ; | | 

Patterson, Walter Watts. ........ Са. ...1220 New York Ave. ii 

Н | 


AS 


A.B., 1905, University of Georgia. 
LL.B., 1907, Grant University. 


Peake, William Thomas.........D. С. 
Phair, Philip DeWitt......--+- ‚Ме. 


M.A., 1906, Harvard University. 


Phillips, Adon Daniel...........N. Y. 


B.S., 1906, The George Washington University. 


‚тот roth Street, N. E. 


..131 A Street, N. E. 


..715 Law 


rence Street. 
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Name. 


Phillips, Ivon William........ 


Pretzfelder, Leon ure 

Ramsey, George William.... 

Rathbun, Don Seavey.... 
B.S., 1904, Cornell College. 


Rehr, Paul Allen.......... 


Riddleberger, Harrison Heath.. 


Roberts, Ora Herbert....... 
Rutherford, Reginald 


Sanderlin, George Bismark...... 


Legal residence. 


Voz Т 
yi voll 


NT ©. 


,. Pa. 
„Ма. 


UNA. ^ UON 
MURUS C 
Arc 


E A 


City address. 
..3560 тїїһ Street. 
....1727 U Street. 
...Patent Office. 


...1700 ISth Street. 


» 


Iun. 423, Y, M. C. A. 
.U. S. Senate. 

.802 D Street, N. E. 

..922 French Street. 
421 4th Street. 


A.B., 1899, A.M., 1900, Johns Hopkins University. 


Scantling, Philip Lee.. i93 
Sherican, James MacDermott 
Smith, Dyer Же. 
М.Е., 1903, Lehigh University. 
Smith, Ellison Griffith 


Smith, George Thomas.. 


Staples, Eugene Washington. .... 
Stein, Simon Bernard...........] 


Stull, Howard William..... 


Sunderlin, Charles Algernon.. 


A.B., 1907, Nebraska University. 


Sunderlin, Louis Kossuth....... 


Swayze, Samuel 
Taylor, Louis Ralph... 
Triplett, George Vest, Jr. ... 


ern” o 


ече ч 
‚ Ра. 


... Nebr. NS 


.lowa 


N. J. 


ШГ: 


A 


LL.B., 1907, Central University, Kentucky. 


Turner, Robert Hite.......... 
Twyeffort, Frank Hubbard... . 
Ulke, Titus 


B.S., 188s, The George Washington Universitv. 


E.M., 1889, Royal Academy of 
Saxony. 


Veley, Omar Jay...... 


Weddell, Alexander Wilbourne. . 
West, William Kemper.......... 
Whippler, Frederic R... ce ee өлөр ө 


Willett, Presley Willis..... 


B.S., 1902, Lebanon University. 


Willis, Robert Chadwick......... 


A.B., , Guilford College. 


NO та Тау уу. 
Woolsey, Lester Hood. ....... 
A.B., 1901, Harvard University. 


i22 ^3 
an. Tg 
Б» 


Mines, Fr 


.I416 F Street. 
.1800 F Street. 


oT bp The Woodley. 


‚1700 15th Street. 
...3635 rrth Street. 
. Chevy Chase, Md. 


..004 Westminster Street. 


I419 R Street. 
. The New Berne. 


. The New Berne. 

.1614 Rhode Island Av 
The Iroquois. 

.1209 K Street. 


. The Brunswick. 
1736 G Street. 
‚411 15th Street. 


ciberg, 


..1369 Emerson St., N. E. 
.1901 I Street. 

.1808 Belmont Road. 

. The Cairo. 

.1800 U Street. 


. 1307 Corcoran Street. 


‘Rm. 112, Patent Office. 
.1404 Park Road. 


„а 


STUDENTS IN THE UNIVERSITY. 


Name, 


Acker, Samuel Nicholas...... 


LL.B., 1906, National Universi 


Ballard. William Reed...... 
| LR. 19 7, ү he (5 огге Washineto 
Blair, Paul Alexander........ 


) - бү“ - 
ryant, Theodore Ke er. oceans 


Seles Ind. 


n University. 


Legal 


.D. 


~ 


L 


Conn. 
INI X. 


residence. 


Master of Patent Law. | | 


„+. 


Warder Bldg. M | 
1! d 

Lus p 

Patent Office. I qq 
1) at 

i T 

.918 F Street. f | 
" - - it 1! 

331 11th Street, N. E. | | 


LL.B., 1897, LL.M., 1898, Cornell University. 


9 


Burke, Moncure 


LL.B., 1904, National University. 


FitzGerald, Shepler Ward.. 


‚р, 


Оло 


C. 


2 


C. 


‚18о2 Wyoming Ave. 


» gs " , - 1 - ' 
LL.B., 1907, The George Washington University. 


Giles, Louis Едмага.......... 


B.S, in E.E., 1902, LL.B., 


Washington University. 


Graham, William Samuel... 


1907; 


LL.M., 1907, National University. 


Grindle, Charles Ѕќапќоп........ Ohio 
LL.B., 1907, National University Law School. 


Hallam, Paul Вапікіп............ у. 


_,.Maich. 


The 


.D. 


~ 


C. 


do 
دن‎ 
Ct 


City address. | 


.3535 11th Street. | | 

: | li 

,..I17, The Ontario. uw n 
George i} i 
B 

‚1338 R Street. | | | 
Ж 

.3025 15th Street. i: H 


504 Seward Sq. 5. E. | 


› n PT ` , A , ; 
LL.B., 1908, The George W ashington University. 


Hopkins, Fred Меггіат........ 


Kerkam, William Barron. ......- 


LL.B., 1906, LL.M., 1907, National 


Lewers, Albert 


ird Ax DLE 
L.B., 1907, National University. 


Lucke, Henry John. NM vy wx ТҮҮ. 


A.B., 1898, Johns Hopkins University. 


M.A., 1901, Lafayette College. 


McDermott, Charles William 


Mace 
Magrane, Robert 


С 


University. 
. Nev. 
‚мд. 


.. Mass. 
PESE He м 


A.B., 1903, A.M., 1904, Harvard University. 


Mead. Thomas І... i) le ene e4 


P ч е : : 
h.B., тоот, Western Reserve University. 


. . Ohio 


LL.B : f | Ini 
L.B., 1907, The George Washington 1l niversity. 


Minnick, Arthur 


LL.B tent C j 
LlB. 1901, { hicago Ke nt College ot 


‚Омо 


Mueller. Curt Berthold......... 


А.В. 190! E 1 ^ { 
» 1906, Cornell University. 


Packar y MA 
ickard, Edwin Augustus.... 
B.S., 1899, Massachusetts Institute of Technology. 


Pere we t 


Law. 


_,. Mass. 


‚.1406 L Street. 


LI |! The C rashi Iniversi 
+B., 1908, The George Washington University. 


Scull, George Егапсіѕ......... 


LL.B » Weel i 
-B., 1907, National University. 


en ©з! 


.. 1906 H Street. 


Patent Office. | | 


Patent Office. ү 


221 Ist Street, N. E. j 
1114 H Street. d 
{ 


620 F Street. | | 
"mig 


. Patent Office. Wei d 
К ] 


Patent Office. 


Patent Office. 


: T UR ECT 
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ê tine n / 
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Name. Legal residence. City address. 
Stanley, Lester Abbot...........D. C. ..1870 Newton Street. 


LL.B., 1907, National University. 


Symons, William Leonard.......D. C. 


... The Albemarle. 


LL.M., 1896, LL.B., 1895, Columbian University. 


Ward, Samuel Mortimer, Jr.....D. C. 


LL.B., 1906, National University. 


Williams, Henry Trumbull. ...... Mass. 


S.B., 1903, Harvard University. 


.1300 Harvard Street. 


... 1808 I Street. | 


LL.B., 1907, The George Washington University. 


Wood, Dann Leonard...........D. C. 


LL.B., 1907, National University. 


Woodward, Franklin Tuthill..... EN X 


A.B., 1901, Dickinson College. 


т] 


‚34 Todd Street, N. E. 


.9I5 S Street. 


LL.B., 1907, The George Washington University. 


Master of Laws. 


Barth, John Frederick........... Ky. 


. Post Office Dept. 


LL.B., 1907, The George Washington University. 


Brigham, Eugene Foster.........Ga. 
LL.B., 1907, University of Virginia. 
Glennan, Arthur Wyman.........D. C. 
Harralson, Morris K............Ga. 
LL.B., 1906, The George Washington University. 
Hattersley, Ralph Marshall......Ohio 
LL.B., 1907, The George Washington University. 
Leech, Wilmer Ross.............Md. 
LL.B., 1907, The George Washington University. 
Morris, Charles Meyer........... Utah 
Morris, Jackson .............. .. Ky. 
LL.B., 1907, The George Washington University. 
Roberts, Ora Herbert............ Ind. 
LL.B., 1907, The George Washington University. 
ИЛЛЕ JE T. Lusso ДЕ. КОЧИ 
LL.B., 1908, The George Washington University. 
Smith, John Abdiel..............Pa. "i 
LL.B., 1907, The George Washington University. 


Sommers, Walter Allwood....... N. Y. 
LL.B., 1905, St. Lawrence University. 
LL.B., 1906, The George Washington University. 


Stadden, Corry Montague........ Ohio 
LL.B., 1907, The George Washington University. 
Stewart, Edward Smith......... Md. 


LL.B., 1907, The George Washington University. 


„+ 


.I806 K Street. 


.. Chevy Chase, Md. 
‚1016 sth Street. | 


‚1731 13th Street. 
.2302 Ist Street. 


.I5 6th Street, N. Е. 
.1723 Willard Street. 


..802 D Street, ЇЧ. Е. 
.. Treasury Dept. 


^ 


..I108 New York Ave. 


.... Post Office Dept. 


..3002 I3th Street. 


.... Bond Building. 


со 
Jc 
~2 


STUDENTS IN THE UNIVERSITY. 


City address. 


Mass. Ave. 


Name. Legal residence. 


Tuckerman, Walter Rupert.......D. pap sy: 1515 
B.A., 1903, Harvard University. 
LL.B., 1907, The George Washington University. 

Veley, Omar Јау............... D. C .....3814 sth Street. 
LL.B., 1907, The George Washington University. 

Willis, William Hammond. .... ie c a aie ae 1806 K Street. 


LL.B., 1907, University of Southern California. 


Doctor of Civil Law. 


Dorsey, Roscoe John Conklin..... Pa. .......1519 Vermont Ave. 
LL.B., 1902, LL.M., 1903, Georgetown University. 
M.Dip., 1907, The George Washington University. 


Shibley, George Henry. ......-* RAs By өү ас. The Ontario. 


Special. 
ОИ cccces 131 R Street, N. E. 


Allen, Robert Emmet......-- 
LL.B., 1901, University of lowa. 
Ashbaugh, Murray Mansfield. ....D. Ci озал 1745 Kilbourne Place. 
Austin, William Lane........----Miss. ..... 1235 Girard Street. 
Ph.B., 1897, LL.B., 1895, University of Mississippi. 
Babcock, Richard Earle........-- D. C. .....604 F Street. 
Bowyer, Joseph McCarter........Pa. serere 1110 F Street. 


LL.B., 1907, The George Washington University. 


Brothers, Henry Јаскѕоп......... Miss. .....1931 K Street. 

Buckler, Albert Hammond. ......N. Ү...... 16 3d Street, S. E. 

Buffington, William Elmer.......Pa s... 1510 11th Street. 
LL.B., 1907, The George W ashington University. 

Calvert, John Wentworth. .. ..... Md. se... 1750 Corcoran Street. 


Cohen, Abe ........ eee ЖШС. E334 rath Street. 
Colonna, Edwin Holt............ Ма. sss... 1330 Riggs Street. 


Fontaine, Berkeley Міпог........ Va. ..... 2000 Wisconsin Ave. 
Hunt, Shella Leigh........--+-- .Wash. ..... The Plymouth. 


Hurley, Patrick .................ОКЇа. .....132 New York Ave. 

B.S., 1905, Indian University, Oklahoma. 

Jordan, Louis Fenimore. ........D. С. ++: ..Ihe Iowa. 

Leach, Harry Еаг1.............. Calif. ..... Hotel Cochran. 
LL.B., 1907, University of California. 

Lee, William Burch......... o La see Capitol. 

A.B., 1906, Louisiana State University- 
Mathews, Bor Pee ЕРА 
Mendenhall, Walter Curran......Calif. ... ..Cosmos Club. 

B.S., 1894, Ohio Normal University. 


.3323 17th Street. 
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Name. Legal residence. City address. 
Miller, Robert Legian...........D. C. ..... 1365 B Street, S. E. 
Pattison, John Williams.........Ohio ...... The Bachelor. 
A.B., 1905, Kansas University. 
Reed, Philip Кайду өө эзе е eso #5944; . Rockville, Md. 
Rowland, Joseph Wellington.....Md. ...... .Forest Glen, Md. 
Thomas, Columbus Austin.......D. C. ..... I231 Girard Street. 
Whitten, William Henry, Jr.....IllL ....... .1123 Fairmont Street. | 


B.S., 1896, M.S., 1897, Massachusetts Institute of 
Technology. 


Review. 


Benfer, James Pomeroy.........Ohio ..... .17th and Fort Drive, 
N. W. 
LL.B., ——, Georgetown University. 
LL.M., 1900, M.P.L., 1907, The George Washington 
University. 
Calhoun, Clarence Crittenden.. ..Ку. .......507, The Rochambeau. 
M.Dip., 1905, The George Washington University. 
Ellison, William Bascom......... Tenn. ... ..3013% Sherman Ave. 
LL.B., 1905, The George Washington University. 
Garnett, Philip Manly...........N. Н ..... 1347 U Street. 
LL.B., 1907, LL.M., 1907, The George Washington 
University. 
Hazard, Elmont Bibb............D. C. .... ‚320 E Street, N. E. 
LL.B., 1906, The George Washington University. 
Holliger, Frank S...............D. C. 
LL.B., 1896, The George Washington University. 


Hyde, Elbert Lewis.............Ohio 


B.S., 


.22d and N Streets. 


VIT I814 N. Capitol Street. 


1903, Case School of Applied Science. 
M.P.L., 1907, The George Washington University. 
James, Charles Grant........... Ohio 
LL.B., 1905, The George Washington University. 
UDIN DOE RS ee VA. 


‚1448 Rhode Island Ave. 


‚1238 Sth Street. 
LL.B., 1903, LL.M., 1904, M.Dip., 1905, The George 
Washington University. 2 
Quigley, Richard John Francis...N. Y. .....1800 F Street. 
LL.B., 1906, The George Washington University. 
Reinohl, William Parker.........D. C. 


LL.B., 1901, Columbian University. 


..912 F Street. 


Sanders, Franklin Oliver......... Pa. 


2909 13th Street. 
HEE ¥ 1906, LL.M., 1907, The 


George Washington 
University. 


эрке, Edgar .................. Miss. .. General Land Office. 


LL.B., 1905, The George Washington University. 


STUDENTS IN THE UNIVERSITY. 


Name. Legal residence. City address. 


Staples, Eugene Washington. ... ‚ Me. 
LL.B., 1907, The George Washington University. 


Stetson, Frank .........«. т Кеебир 1 Safe Deposit, 


Chevy Chase, Md. 


LL.B.. 1906, LL.M., 1907, The George Washington 
University. 

Tallman, Roy Магпег.........·: 
A.B., 1898, University of Michigan. 
LL.B., 1901, Columbian University. 

Thomson, William ЁЕпоз......... Ill. 
LL.B., 1907, The George Washington University. 

Weitzel, Fred William.....----- Ку. .......1210 Harvard Street. 
LL.B., 1906, LL.M., 1907, The George Washington 


D. C. .....103 Seaton Street. 


2... I204 О Street. 


University. 
Wilmeth, Warner Lambeth. .... Texas 


Winbourn, Robert Emmett...... . Colo. 
LL.B., 1907, The George Washington University. 


. ..1706 oth Street. 
.....I517 P Street. 


Summary. 


CANDIDATES FOR THE LL.B. DEGREE: 


First year 


Second year 52 

Third year 117 
CANDIDATES rog THE M.P.L. DEGREE. ...... t7] 
CANDIDATES FOR THE LL.M. DEGREE. ....:::* 7 
CANDIDATES FOR THE D.C.L. DEGREE. .----- 

Special 

Review 


NATIONAL COLLEGE OF PHARMACY. 


Doctor of Pharmacy. 


Freshmen. 


Legal residence. City address. 


Name. 
Boyd, Geo. У............,.,•: 
Bramhall, W. / HEU UIDI. 


Cabaniss, H. E........ Уа. ..... 7244 Е. С 
І 
I 


Davis, Brooke Ј...........::::::№ Y 
Feller, В. Ў\/............. +, VA 


"D C 2.2.181 2d Street, N. E. 
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E Name, 


| АА Жобо. cse мд, 
| С US ла муше ае ИЧИ 
| ос Ae P СА КФ КУО 
| LEM WE. uocis 
МААЛЫ | AW Vc Ыр. 
| MacWilliams, N. .............. 
| МОИ о: 
| Moyer, Clyde D..... 
| Nelson, Carl F.. 


| Newhouser, Bertha С 
| Peters, D. B 


SS 9909000€00€.090€0€06000202020 


I Plunkett, P. E... 


ЕЧ 


E Richardson, Naomi E........... 
| NEN Je Were sl. 
| nuu, Julia H.............. 
| Ischiffely, Douglas 
Wacksmuth, L. 


BENE M LS а: 


"AL 


| 75 5 GEILE 


mi MEE NT e У 
Е Duo» Ou Ee | 


Crosen, Geo. R 
MEM СПАЛИО ООДО 
DEMNM JEN oui 
КАЛАА Gl EMI н б 
BERE Моло л did. te 
EM EL з ЧИОВО il 

MEM A мыс A И 


ИЛ; БУ Week АЙЫЛ e ei. 
Ж EBENE м) бэсе улда h ed RE 
ow I a Sat ive is 
У са АНДИ РАК УРРА 
ЕЕК, ол 


РУ р 


£m. 
a 
loch Le e ur 
r3 E 


al‏ ونی چو عر 
- 


"e 


mz. $a 
vor Teen Sy 


ig ree. мело # 


Be. 


с E e ылды 


Legal residence. 
Bendermon, ИГ: 25:2... 
с Ss SD roe Ss 


“ә Va; 


. Mass. 
. Canada 


. . Del. 


Juniors, 


е s MS эч 
A C 


UNIVERSITY. 


( Aty address. 


...400 9th Street, N. E. 
..7th and Md. Ave., N. E. 
...000 7th Street, S. W. 
...224 I2th Street, S. W. 
..171I 17th Street, N. W. 
..1369 E Street, S. E. 
...1213 4% Street, S. W. 
...354 I Street, S. W. 
..Bethesda, Md. 

...lhe Kent, 116 N. C. 


Ave, S. E. 


...ISst and C Sts. N. W. 
...127 Oth Street, S. E. 
..ot. Elizabeth. 

.... Fla. Ave. and N. Cap St. 
...1308 U Street, N. W. 
...N. Capitol апа N Sts. 
...1237 I Street, N. W. 
..475 Pa. Ave, N. W. 
..3031 11th St., N. W. 
..1741 Park Road, N. W. 
‚+3120 Brightwood Ave., 


N. W. 


‚1718 Corcoran St., N. W. 


‚110 C Street, N. E. 
....900 Monroe St, Ana 


costia, D. C. 


...1222 C Street, S. W. 
..9th and Р Sts.. N. W. 
...1329 29th Street, N. W. 
..4 N. Y. Ауе. N. W. 
..1375 Emerson St., N. E. 
.I202 N Street, N. W. 
..817 Prince St, Alexan 


dria, Va. 


‚1104 5th Street, N. E. 
616 G Street, S. W. 
‚.123 C Street, N. E. 


18 Quincy Place. 


A’ 


STUDENTS 


TEX eee T 
Richardson, Irene N. 


Salb, Geo ` IPR AE ED TTTS 


Senay, H. Ј.......... 


Tewksbury, M. B.......-:- 


Boyer, W. К............:. 


Deming, C 


EUR Loo cR 


Pozen, M. A....... ee 
Richardson, Mary Н....... 


Richardson, E. K....-++ +++: 


Schulze, G. H., Јт........ 
Spencer, R. B..... 


steele, E. Н...........-. 
Thibadeau, В. В........... nies 
Thompson, М. С.........:: 


17, W, D... 


Timberlake, T. O....++-+++: 


Hemsen ER. A. ck cc оъ 0и 
ШЕЙ Б oe 


W eiss, С, mrad 


CAN TS ч 
ANDIDATES FOR THE PHAR.D. 


Freshmen 
Juniors 


Seni Ts 


СЗ А E ОРЕСТ аа 


LN 


о: Ай 


HE UNI! ERSITY. 


Legal residence. 
A oM vs 

Vi) < 

AX 4 


;D..C. 


Kansas 


Seniors. 


..Md 
Dr Ыы 
Texas 
Russia 
‚. Ohio 
.,.Ohio 
ERA 7ч 
KG 
„Ма. 
Ga. 


Special. 


— 


~ 


Summary. 


DEGREE : 
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City address. 


,.1308 U Street, N. W. 


Herndon, Va. 


..617 oth Street, N. E. 
..439 K Street, N. W. 
...16 3d Street, S. E. 


...I4th and Р Sts., N. W. 

.,..937 K Street, N. W. 
1016 Mass. Ave. N. W. 
1410 I Street, N. W. 


| and Pa. Ave., N. W. 


Е 


«QM 
. 1333 Columbia Road. 
1751 L Street, N. W. 


Falls Church, Va. 
` Kensington, Md. 


.316 4% Street, S. W. 


...430 Sth Street, S. 
...1412 35th Street, N. W. 
тот 13th St, N. W. 


ато E. Capitol Street. 
‚Апасова, D. Ci 
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o 
United States. t- 
ed 
b 


ee apa РТИ eee 
БИИ Om 


SOT UGS VITO 


coo©ccscboecejloceocsts ө 


о есе РЯ 4 7 


| aes eur. B PIRA ASAA 
ES RR АЫ 6 2 
= Fag eA NS tie AEE | I 
7 V S | 2 2 
EE Wilson | 


‚кыы ЛАО | 3 16 | 


South Dakota ........... Кога o 
EMO e Cee 3 


АШУ loeo 205 4 2 
0000 CETERI NIS Sal A CONES 3 |! 4 


Washington............. 
West Virginia........... 
| CSIRO) 
со, ПОРО ЮИ ИДУ ЧҮ AOS Нер 


НИНИ — —— —— —— 


Total United States....| QI 540 100 


BEEN з» өз evi vide [^ 24 IQ 
I 
| 
| 


NIVERSITY. 


OF STUDENTS. 


ч " 
b Q 
Е © 
= z С 
T cd ند‎ 
لم‎ > 
PS — 
HA ge ү v. Ie 
еза B clo гук 
3 p FT by 5 
VCI 3 I 
12 73 24 
р УЧР о 4 2 
А 8 | 
I Р ЗКУ 
І DONI 
2 - RE I 
I ER: 4. dias 
60000-4 3 „ө аза 
"oed 5 $6905 
4 10 с 
2 15 І 
I D. РР 
SAMS e. {А 
3 3 І 
ТТАР К. ааз 
AH DU. S RISES ЗУ 
babies | ES =з 
| 4 | 
Р FE 
TT | 6 ГТУ 
ea SF I 
076 4 9 д | 2 | 2 
баве Ios 
ҮР оо весов 
2 | Is | 2 
vad ees I I 
| С] 
CP ^s 
EU EU oe 
Ке ЕДА. 
00464 р ее, 
ЯЕ ECCL лесе. 
trio eq 4 | I 
» æ { 

4 “` ЖӘГУҮҮҮТҮ 
iss vds | 4 [...... 
4 | 18 | 14 

8 | 
2 eg 
І Да ГРОФ" 
51 123 50 I 


Total. 
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www ка N со 


Соч “У 


L ч m CL т = 
- Ut یہ‎ № соу Cn 


— 


IO 


| 


" 


d 


STUDENTS IN THE UNIVERSITY. 


menTs— inued. 
GEOGRAPHICAL DISTRIBUTION OF STUDENTS Contin 
x К > 
i , ; = Ls = г ee ы © 
Foreign countries. E F b с | а E с 
E- eh Z - M ب۵ وا‎ 
I 
Australia ......... eee] D |... д Ч ss l д 
2 os once cdcvccacsees ER чине ШИРЕ улдыр i М: 2 
Losta Rica ...... ices o» o* ve $* ants а ра түү I 
England..... cc cccccescesieceses b A d binges enin is I 
ОСИУИ rnm] ertt] n TS Wee "ТЕР Y 
ditt ... cc ccc esc seu ojo nen I и rc (er yon uy ت‎ 3 
a. OT l MEA EE GETS | А І 
ШАШай..,.......›› rrr jore ГЕ 2 
ИШАА ann P A сы І ES ees ا‎ se терр 1 
PEN SPOSE TET LL [o i h ud AUN 
Р\їїррїпез..............] е] mpm t í gs y»: xd Ой Bero 4 
Porto Rico..... pesos veoo|scevecce|eocece І USQUE ELIT І 2 
MMOD... i's ccess T T Жез рн ees emo | 
SR Pererr or СОЗИ eue SS "E. 
South Aírica........ eee nnn |] : Жый EE. m i I 
о Pan oe P pare T qe iege cicer E «| I 
OS ДИКАН СУД АС QUU. ET 7р" E EE PEA A. 
lB EEO PO hE aca SE a سا‎ 
IEA ` » 4 
; с 8-3 
Total foreign countries 3 У : be 23 | 59 |1254 
Total United States....| 91 | 540 | 199 | 95 £1|"" pum 
| аер JUNE puru са 28 61 |1282 
Grand total...........- 94 | 549 + : | 


RECAPITULATION. 
; р TEACHING STAFF: 
MEMBERS OF FACULTIES AND | EACHING >I F 
Professors 


Assistant ProfessOTS ..... tt ++... | 4 
Lh 1 | stantS. --- +... ° 
Instructors, Demonstrators, and Assist 


UU TU rr. 12459929599» ә» ажр ai gg 
Total 


STUDENTS : 
LB on c СУТОН ЧИЕ ТУЧ a збя 


Undergraduate 
Professional 


Duplicates ......... rnnt 


Total 
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DEPARTMENT OF ARTS AND SCIENCES : 


Faculty of Graduate Studies.. 


Undergraduate Colleges and Divisions........... 


PROFESSIONAL DEPARTMENTS: 
Department of Medicine.... 
Department of Dentistry....... 
Department of Law........ 


National College of Pharmacy.......... 


Totals 
Duplicates 


Totals 


UNIVERSITY. 


(1 


Faculty. 


Stud 


04 
540 


ents. 


043 


| | 


DEGREES CONFERRED AT COMMENCEMENT, 


Frances Gunby 


Mary Simpson 


Annie Eliz 


abeth 


Degrees Conferred. 


Bethune, 


m 


IN COURSE. 


Bachelor of Arts. 


Virginia. 


3irch, Virginia. 
lodo r, District of Columbia. 


John St. Clair Brookes, 


Robs n de 


S. Brown, 


(With distinction. ) 


Elizabeth Harding Burroughs, 
Isabel Rhoda Capell, 
Harry Seymour 


Cragin, 


John Jones Fosselman, 
Edward H ayes, 
Louise Winifred McCoy, District of Columbia. 


Edgarda Marion 


Syngman Rhee 
F dith He iskell Rido: it, Dis trict of ( “olu ml 1а. 
(With distinction.) 


Jr., District of Columbia 


Iowa. 


District of Columbia. 


New York. 


District of Columbia. 
Pennsylvania. 


Maryland. 


, Korea 


MacMullen, Penns ylv: inia. 


rs Lavinia Scott, West Virginia. 
milie Margaret White, Vermont. 
(With distinction. ) 


Joseph Franklin Brandenburg, 


Bachelor of Science. 
District of Columbia. 


Mildred Winans Cochran, Colorado. 

Frank Adelbert Hornaday, Texas. 

Clara Elizabeth Johnson, Indiana. 

Julia Theckla MacMillan, District of Colum һа 


Ernest F rederick 


Mechlin, District of Columbia. 


William Charles Repetti, District of Columbia. 


Charles Edwin Parker, 
Wilson, 


Clarence 


Paret 


Bachelor of Science in Chemistry. 


District of Columbia. 
Maryland. 


Hans Frederick Arthur Schoenfeld, District of Columbia. 


1907. 
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Bachelor of Science in Civil Engineering. 


Edgerton Chester Garvin, Ohio. 
Harry Carter Hartley, Illinois. 
Hugh Stewart Hill, Wyoming. 
Edwin Hauptman King, District of Columbia. 


Master of Science. 


Harry Wilson Houghton, Maryland. 
B.S. in Chemistry, 1906, The George Washington University. 


Master of Arts. 

Angus McDonald Crawford, Virginia. 

A.B., 1907, The George Washington University. 
Margaret Agnes McMahon, New York. 

B.S., 1906, The George Washington University. 
Alice Dyar Russell, Minnesota. 

A.B., 1903, University of Minnesota. 
William Webb Sniffin, District of Columbia. 


A.B., 1906, The George Washington University. 


Doctor of Philosophy. 

Rev. George Brodthage, Germany. 

Universities of Strassburg, Berlin, and Gottingen. 
Frederick Warren Grover, Massachusetts. 

B.S., 1899, Massachusetts Institute of Technology. 

M.S., 1901, Wesleyan University. 
Edward Elliott Richardson, District of Columbia. 

M.D., 1895, B.S., 1904, Columbian University. 

M.S., 1905, The George Washington University. 
Rabbi Abram Simon, District of Columbia. 

1894, Cincinnati Hebrew Union College. 

B.L., 1894, University of Cincinnati. 
Walter Otheman Snelling, Massachusetts. 


B.S. in Chemistry; 1904, Columbian University. , 
B.S., 1905, Harvard University. 
M.S., 1906, Yale University. 


Doctor of Medicine. 
Walter Raleigh Barnesby, Illinois. 
Matthew John Beistel, Michigan. 4 
Joseph Rozier Biggs, District of Columbia. 
Joseph Borrows Bogan, District of Columbia. 
Charles Franklin Bower, South Dakota. 
William Alexander Boyd, North Carolina. 
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Herbert James Bryson, Pennsylvania. 
A.B., 1903, Columbian University. 

Clare William Burket, Pennsylvania. 

William Brown Carr, Jr., District of Columbia. 

Paul Irving Carter, California. 

John Madison Chapman, Maryland. 

Cline N. Chipman, Kentucky. 

Roy Manning Clark, Michigan. 

Coursen Baxter Conklin, District of 

Charles Wesley Cuthbertson, District of Columbia. 
D.D.S., 1900, Columbian University. 

Moses Hubbard Darnall, Texas. 

Christian Henry Dewey, Illinois. 

James Armitage Emery, Maryland. 

Alfred Clark Garton, Indiana. 

Charles Vincent Grant, Pennsylvania. 

Hubert Victor Hailman, Virginia. 

Nathaniel William Hankemayer, Massachusetts. 


A.B., 1885, Iowa Wesleyan University. 
Theological Seminary. 


Columbia. 


B.D.. 1800, Chicago 
John White Hart, Massachusetts. 
Clarence A. Hartley, Indiana. 
John Kerfoot Haywood, New York. 

B.S., 1806, Cornell University. 
Daniel Lee High, Maryland. 
Samuel Hoberman, New Jersey. 
Robert Ward Holmes, New Hampshire. 
Howard Henry Howlett, Louisiana 
Henry Vernon Johnston, District of C lumbia. 
Henry Walper Kearney, Virginia. 
Jeremiah Edward Kelleher, Massachusetts. 
Lane Bruce Kline, Virginia. 
William Victor Levy, New Jersey. 
Charles Bradford McKee, California. 
William Adam Mess, Indiana. 
Frederick Hinton Monk, New York. 
Roy Thomas Morris, District of Columbia. 
William Calvert Moser, Pennsylvania. 
Alexander J. Nielson, Utah. 
Orlyn Sargent Phillips, Nebraska. 
Frank Leslie Rector, Oklahoma. 


: i anml P ] те. 
B.S., 1902, Oklahoma Agricultural and Mechanical Colleg 


Samuel Sacks, District of Columbia. 
Louis Schapiro, Wisconsin. 
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Joseph Allen Smith, North Dakota. 
Thomas Francis Smith, Florida. 
Eugene Theodore Stephenson. Texas. 
Thomas Stetson, District of Columbia. 
Henry Isaiah Stout, District of Columbia. . 
David Walker Tastet, District of Co'unlbia. 
Philip Roy Terry, Louisiana. 
Stanley Herbert Titus, Washington. 
Timothy Harrington Tomlin, Missouri. 
Clifton Robert Wallace, Virginia. 
John Brockenbrough, Harvie Waring, Virginia. - 
Harry J. Warner, Illinois. 
B.S., тоот, University of illinois. 
Willis Henry Warner, Michigan. 
Charles Lyman Watson, District of Columbia. 
David Gifford Willets, New Jersey. 
Ph.B., 1902, Wesleyan University. 
Edward Comstock Wilson, New York. 
Robert Jackson Yates, Virginia. 


Doctor of Dental Surgery. 


Clyde William Allen, South Dakota. 
Charles Edwin Detmer, Montana. 

Jacob Sidney Eskin, District of Columbia. 

George Percival Jackson, New York. 

William Francis Lawrence, New York. 

George Bertram Roper MacDonald, District of Columbia. 
Francisco Jose Martin, Costa Rica. 

William Allison Merritt, District of Columbia. 

Fred Grant Murray, District of Columbia. 

Charles Sebastian Pflug, Utah. 

John Albert Phillips, Nebraska. 

James Edward Shea, New York. 

Charles Gardner Shoemaker, District of Columbia. r 
John Taylor Vivian, Pennsylvania. 

James Frank Wood, Michigan. 


Doctor of Pharmacy. 
Herman H. Colby, Germany. 
William J. Cantwell, District of Columbia. 
Bert V. Cuppernell, Illinois. 
John R. Jacobs, New York. 
John T. Keister, Virginia. 


م 
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Claude J. Kem, Colorado. 

Louis Laubinger, Germany. 

Н. H. Lantz, Virginia. 

Robert Emmett Madigan, District of Columbia. 
Stella C. Nelson, Oklahoma. 

A. J. O'Neill, District of Columb. 

lenno, R. Preuss, Texas. 

Louis Sacks, Germany. 

W. Burton Spire, New York. 


Robert F. Troxler, Kentucky. 


Bachelor of Laws. 


Е 


Robert Dow Acton, Illinois. 

Albert Conant Agnew, Indian Territory. 

Edward Hopkins Andrews, Michigan. 
A.B., 

William Reed Ballard, Indiana. 

John Frederick Barth, Kentucky. 

John Hudson Bowlby, Nebraska. 


A.B., 1903, Doane College. 
A.M., 1906, University of Nebraska. 


1902, Olivet College. 


Ernest Reeves Braddock, Maryland. 
William E. Buffington, Pennsylvania. 
John Murray Burriss, Kansas. 
Samuel Clifford Carnes, Ohio. 
Charles Frederick Christian, Indiana. 
Guy Milton Cowgill, lowa. 
A.B., 1902, University of Nebraska. 
Kenneth Cardwell Crain, Kentucky. 
A.B., 1902, University of Louisville. 
Luster K. Deller, Indiana. 
Daniel Alfred Dunning, Utah. 


Shepler Ward Fitzgerald, District of Columbia. 


Nathan Gammon, Tennessee. 

Henceford Noel Garner, Virginia. 

Mahlon Hobart Geissler, Connecticut. 

Charles Fusting Gerry, Maryland. 

Walter Schell Gilchrist, District of Columbia. 
A.B., 1902, Georgetown College. 

Louis Edward Giles, Michigan. 


D.S. in E.E., 1902, Columbian University. 


Samuel Victor Gusack, District of Columbia. 


Joseph Daniel Guyton, Mississippi. 
B.S., 1901, Mississippi Agricultural and Mecha 


nical College. 
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Robert G. Hand, Mississippi. 
B.S., 1899, Mississippi Agricultural and Mechanical College. 
Lee Robert Harding, Iowa. 
Ralph Marshall Hattersley, Ohio. 
Myron Freeman Henkel, Illinois. 
William Leonard Hogg, Colorado. 

A.B., 1904, Colorado College. 

Dickerson Naylor Hoover, Jr., District of Columbia. 
Charles Jones Huffman, Illinois. 

Harry Irion, Colorado. 

John Thomas Kennedy, Pennsylvania. 

Robert Grover Langmade, New York. 

Wilmer Ross Leech, Maryland. 

Fred Lees, Kansas. 

A.B., 1900, Washburn College. 

William J. Lewis, New Hampshire. 
Elmer Johnston Lundy, Arkansas. 

B.S., 1899, Dickson College. 

Lawrence Warren Manning, Kentucky. 
Thomas L. Mead, Ohio. 

Ph.B., 1901, Western Reserve University, 
Charles Beach Melby, Wisconsin. 

Robert Irwin Moore, Tennessee. 

A.B., 1898, Vanderbilt University. 
Hubbard Smith Needham, Kentucky. 
William Forrest Prettyman, Maryland. 

A.M., 1904, Randolph-Macon College. 
Montague Sutton Ross, Tennessee. 

A.B., 1903, University of Nashville. 
John B. Schommer, Wisconsin. 

John Abdiel Smith, Pennsylvania. 

Corry Montague Stadden, Ohio. 

Benjamin Gilbert Steenerson, Minnesota. 
Edward Smith Stewart, Maryland. 
Rowland Corwin Taylor, Ohio. 

Enfield Hoge Thomas, Virginia. 

William Enos Thomson, Illinois. 

Walter R. Tuckerman, District of Columbia. 

A.B., 1903, Harvard University. 

Frank E. Tyler, Mississippi. 

Richard Blackburn Washington, Virginia. 

Edward Mitchell Weeks, Pennsylvania. 

Taylor Bladen Weir, Virginia. 


Henry Trumbull Williams, Massachusetts. 
B.S., 1903, Harvard University. 


| 
| 
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James McGowan Williamson, District of Columbia. 


Robert Emmet Winbourn, Colorado. 

Franklin Tuthill Woodward, District of Columbia. 
A. B., 1901, Dickinson 1 ollege. 

William Hand Woolverton, Mississippi. 


A.B., 1903, Dartmouth { ` ege. 


Master of Patent Law. 


John Henry Anderson, Ohio. 
LL.B., 1900, National University 
James Pomeroy Benfer, Ohio. 
LL.B., 1898, Georgetown University. 
LL.M., 1900, Columbian University. 
William Wilson Bon Durant, Illini iS. 
LL.B., 1900, Washington & ollege O1 Law. 
Emory Addison Bryant, District of Columbia. 
LL.B., 1906, National University. 


D.D.S., 1886, Baltimore College о! 


Ethel Marguerite Colford, Nova Scotia. 


Dental Surgery. 


LLB., 1903, | L.M. 1904, Washington Ci llege of L4 


Florence Agnes Colford, Nova Scotia. 
LL.B., 1903, LL.M., 1904, 
James Murray Drysdale, Col rado. 
LL.B., 1905, National University. 


B.S. in E.E., 1906, The George Washingt 


Theodore Cornell Fenton, District of Columbia. 
LL.B.. 1802, LL.M., 1893, M.E., 1900, © 
John Andrew Griesbauer, 
LL.B., 1905, The George Washingt: 
Elbert Lewis Hyde, Ohio. 


7 ; n 
B.S. 1903, ( ase School ot 


n University. 


І 7 sten 
Applied сепсе. 


Eugene George Mason, District of Columbia. 
| | 


LL.B., 1906, National Law choo 
Samuel Bernard Pack, Pennsylvania. 
LL.B., 1906, National Law 5i hoo! 

М е - а А 2 А 8 1 Р 
Clarence Le Rov Parker, District 01 Columbia. 
B.S., 1895, M.S., 1896, Colun bian University. 


LL.B., National University. 


le 
ert Russell, Maryland. 
A.M., 1903, University of Minnes ta. 
LL. В. 19065, Georgetown Ui iversity. 
Adrian Sizer, Pennsylvania 
LL.B., 1901, LL.M., 1902, Ut reetown 
Raymond Henry Van Nest, District of Col 


LL.B., 1906, Georgetown University. 


University. 


umbia. 


9 


Washington С lege of Law. 


lumbian Univers! 


Ir., District of Columbia. 
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William Julius Wesseler, District of Columbia. 
B.A., 1900, Washington University. 
LL.B., 1902, St. Louis Law School. 


LL.M., 1905, The George Washington University. 


Master of Laws. 

Charles Shields Brothers, Mississippi. 

LL.B., 1902, University of Mississippi. 
Allen Gilbert Flowers, South Carolina. 

LL.B., 1906, The George Washington University. 
Philip Manly Garnett, New Hampshire. 

LL.B., 1906, The George Washington University. 
Phillips Campbell McDuffie, New York. 

LL.B., 1905, Wake Forest College, ЇЧ. C. 
Francis John Phillips, New York. 

LL.B., 1906, The George Washington University. 
Franklin Oliver Sanders, Pennsylvania. 

LL.B., 1906, The George Washington University. 
Frank Stetson, District of Columbia. 

LL.B., 1906, The George Washington University. 
Edwin Allen Swingle, District of Columbia. 

LL.B., 1906, The George Washington University. 
Fred William Weitzel, Kentucky. 

LL.B., 1906, The George Washington University. 


DEGREES CONFERRED AT FALL CONVOCATION, 


IN COURSE. 
Bachelor of Arts. 
Albert Perkins Tibbets, New Hampshire. 


Bachelor of Science. 


William Alexander Boyd, North Carolina. 
M.D., 1907, The George Washington University. 


Doctor of Medicine. 


Arthur Compton, District of Columbia. 
Clarence Mazarine Dollman, Virginia. 
John Lee Grant, Virginia. 

Eben Wesley White, New York. 


Bachelor of Laws. 


Henry Palmer Alden, District of Columbia 
Joseph McCarter Bowyer, Pennsylvania. 


B.S., 1904, Princeton University. 


1907. 


DEGREES CON FERRED. 


Frank A. Law, Jr., District of Columbia. 
Henry Petingale Merrill, District of Columbia. 
Jackson Morris, Kentucky. 

William Thomas Peake, District of Columbia. 
Ora Herbert Roberts, Indiana. 

Eugene Washington Staples, Maine. 

Omar Jay Veley, New York. 

Frederick R. Whippler, District of Columbia. 


Master of Patent Law. 


Fred Merriam Hopkins, Michigan. 
Arthur Minnick, Illinois. 


Master of Laws. 


Walter / ` : 
alter Allwood Sommers, New York 


» ^ А p 3 
LL.B., 1905, ot. Lawrence University. 
LL.B | 


В., 


1906, The George Washington 


DEGREES CONFERRED AT WI 
HONORARY. 


C ; Doctor of Music. 

0 " n jra А > в 

te Rübner, of Columbia University, New York. 
iam Н. Santelmann, District 01 Columbia. 


IN COURSE. 
Bachelor of Arts. 


Claude Carville Jones, Maryland. 


Bachelor of Science. 


Charles PT e : 
rles Henry l'yler l'ownsend, District of Columbia. 


Bachelor of Science in Architecture. 


Charles Russell Lombard, Maine. 


! j Bachelor of Scienc 
avid Albert Molitor, Wisconsin. 


Master of Diplomacy. 


Au 7115$ iri - i 
s = Friedrich Wilhelm Edler, Germany. 
A.M., 1907, The George Washington 


University. 


e in Civil Engineering. 


NTER CONVOCATION, 1908. 
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Master of Science. 


George Nelson Coffee, North Carolina. 
Ph.B., 1900, University of North Carolina. 


Doctor of Philosophy. 


Clara Southmayd Ludlow, Mississippi. 


B.S., 1900, M.S., 1901, Agricultural and Mechanical College, 


Doctor of Medicine. 


Thomas Alexander Lee, Jr., District of Columbia. 
Franz Carl Waldecker, Kansas. 


Bachelor of Laws. 

Arthur George Baker, Massachusetts. 

В.А., 1903, Amherst College. 
Louis Nelson Duffey, Virginia. 
Paul Rankin Hallam, Kentucky. 
Charles Meyer Morris, Utah. 
Edwin Augustus Packard, Massachusetts. 

B.S., 1899, Massachusetts Institute of Technology. 


Master of Laws. 


James T. Simpson, LL.B., New Hampshire. 


Doctor of Civil Law. 


Roscoe John Conklin Dorsey, Pennsylvania. 


LL.M., 1903, Georgetown University. 


M.Dip., 1907, The George Washington University. 


Mississippi. 


Doetors of Philosophy. 


ersity has conferred 


1907, inclusive, the Univ 
presenta- 


phy, after examination and the 
on the following persons : 


During the years 1894 to 
the degree of Doctor of Philoso 
tion and public defense of a thesis, up 


1894. 
Edward Farquhar, (Greek) 
Thesis: Elements of Unity (Conservative Review, 


vol. iii, June-September, 1900.) 


in the Homeric Poems. 


y ~ ; 
Walter Scott Harshman, ( Theoretical Astronomy ) 


Q k и и 2 - 
M.S., 1892, Columbian University. 


Thesis: Investigation of the Motion of the P 
xiv, pp. 145-148, 1894.) 


nomical Journal, Boston, vol. 
Professor F А 
sor Frank Hall Knowlton, ( Botany) 
B.S., 1884, M.S., 1887, Middlebury. 
Thesis: The Flora of th« Laramie Group and Allied Formations. (Not 


published.) 
Claude Augustus Oscar Rosell, ( Chemistry) 
M.A., 1881, University of Pennsylvania; town University. 
of the Properties Am. Chem. 
1895.) 


( Astro- 


ericentre of Deimos. 


LL.B., 1886, George 


Thesis: Investigation of Ferric Acid. (J. 


Soc., vol. xvii, pp. 760-759, 


C 1895. 
e Te i 
orge Wesley Hamner, (History) 
B.A., 1882, M.A., Hiawassee College; ersity of Alabama; 
т LL.M., 1886, Georgetown University. 

hesis: Researches upon the Government of 


published.) 


LL.B., 1885, Univ 


the Creek Indians. (Not 


Ed 1896. 
p Clarke Hudson, (Greek) 
.А., 1884, M.A., 1894, Hiawassee College; M.A., 1894, Columbian Unt 
versity. 
Thesis: Investigation into the Use of the Genitive Case in Greek. (Not 
published.) 
( Psycho-physics) 


Rev. ur 
nne Stephen Lemon, 
TM 1864; M.A., 1867, Wesleyan University, 
esis: The Skin Considered as an Organ of Sensation. 


rately, 1898, 70 pp.) 


Middletown, Conn. 
(Published sepa- 


1897. 


Pr ' 
or Charles Arthur Hollick, 
maris 1879, Columbia College. 
esis: Palzobotany of the Yel! 
lished.) 


( Palzobotany ) 


N. J. (Not pub- 


ow Gravel at Bridgeton, 
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John Scott Johnson, ( Philosophy) 
B.S., 1893; M.A., 1894, Columbian University. 
Thesis: The Influence of French Thought on the Formation of the Con- 


stitution of the United States. (Not published.) 


Timothy William Stanton, ( Paleontology) 
B.S., 1883; M.S., 1895, University of Colorado. 
Thesis: A Comparative Study of the Lower Cretaceous Formation and 
Faunas of the United States. (Jour. of Geology, pp. 1-49, September- 
October, 1897.) 


1898. 
Cabell Whitehead, (Chemistry) 
B.M., 1885, Lehigh University; M.S., 1895, Columbian University. 


Thesis: A Study of the Tellurides; Their Formation and Chemical Proper- 
ties. (G. W. U. Bull, 5 [4], 65-68, 1906.) 


1900. 
Eugene A. Byrnes, ( Physical Chemistry) 


B.A., 1884, Michigan University; LL.B., 1887; LL.M., 1888, Columbian Uni 


versity. 
Thesis: Experiments on the Direct Conversion of the Energy of Carbon 
into Electrical Energy. CI, T Voltaic Cells with Fused Electrolytes ч 
2, " Notes on Metallic Diaphragms.” Trans. Amer. Electrochemical 
Society. Vol. 2, pp. 113-121. Vol. 4, p. 135.) 
Rev. Benjamin Alfred Dumm, ( Philosophy) 


B.A., 1886; M.A., 1889, Western Maryland College. 
Thesis: The Concept of Self in the Analysis of Experience. (Not pub- 
lished. ) 
Professor Charles Russell Ely, ( Chemistry) 
A.B., 1891; A.M., 1897, Yale College. 
Thesis: Investigation of the Phenomenon of Deliquescence and the Capac- 
ity of Salts to Attract Water Vapor. (G. W. U. BulL, s [4], 69-74, 
1906.) 
Ernestine Fireman, ( Chemistry) 
M.S., 1898, Columbian University. 


Thesis: The Action of Phosphonium Iodide on Tetra and Penta Chlorides. 
(Am. Chem. Jour., 30, 116-133, 1903.) 


Charles Moore, (American History) 
A.B., 1878, Harvard; M.A., 1898, Columbian University. 


Thesis: The Northwest under Three Flags. (Published separately by Har- 
per & Bros, New York, 1900, 402 pp.) 


1901. 
William Hamilton, (American History) 
B.A., 1891, Moravian College, Pennsylvania; M.A., 1894, Columbian Univer- 
sity. 
Thesis: The Expansion of Russia to the Eastward. (Not published.) 


Chohei Shirasu, ( Economics ) 


Graduate, 1893, Doshisha University, Japan; A.M., 1899, Yale University. 

Thesis: The Development of Commerce in Japan and its Effect on Civiliza- 
tion. (Summary of Commerce and Finance for December, 1901, Bureau 
of Statistics, U. 5. Treasury Department, pages 2227-2315.) 


e t aic ا‎ 


i 


—-———————— бр 


DOCTORS OF PH ILOSOPH Y. 


1902. 
( Anthropology) 


Rev. Frank Leighton Day, 
B.D., 1895, Vanderbilt Univer- 


7 , Е . 
B.A., 1891; M.A., 1896, Roanoke College: 
sity. 


T 1 : ^ : E , т " , 
hesis: Did the Semites Pass through а Totem (Not published.) 


(Chemistry ) 


Stage? 


Nevil Monroe Hopkins, 
B.S., 1899; M.S., 1900, Columbian University. 
Thesis: Some Experiments on Electrolytic Conductivity with Reference to 
the Ionic Theory. G. W. U. Bull., 3 [3], 91-94, 1904. (Published sepa- 
rately as “ Experimental 1 D. Van Nostrand Com- 


pany, New York, 1905, 284 pP 


"lectrochemistry," by 
131 ill.) 


1903. 
( Chemistry) 


M.S., 1901, Columbian Univer- 


Edwin Allston Hill, 
A.B., 1875; A.M., 1902, Yale University; 
sity. 
Thesis: The Constitution of Certain 
\ Thermochemical Data. (G. W. U. 
RIE 
Villiam Mather Lamson, 


B.S Qa». CF m i ра | 
S., 1897; C.E., 1899, Columbian University. 
Domes. (Not published.) 


Halogen Oxyacids as inferred from 


ull, 3 [4], 94-103, 1904.) 
(А rchitecture) 


Thesis: Iron and Steel 


( Biochemistry ) 
Columbian University. 
of Formaldehyde on 


l'homas Malcolm Price, 
ы Maryland Agricultural College; M.S., 1900, 
hesis: The Influence of Varying Strength Solutions 
some of the Enzymes of Animal Origin. 
1904.) 
He "r1 n I өө 
irriet Richardson, (Zoology) 


м 1896; A.M., 1901, Vassar College. 
hesis: Contributions to the Natural History of the Isopoda. (Proc. U. S. 


Nat. Museum, 27, 1-89, 1904, and Bull U. S. Fish Com., pp. 47°54» 


Sept. 17, 1903.) 


(G. W. U. Bull, 3 [4], 104-108, 


Willi M. 
e Macon Coleman, (History) 
ане 1858; A.M., 1892, University of North 
esis: A Refutation of Mommsen's Theory 
" (Not published.) 
'rank Van Vleck, 
N ^y э ` » > 
AE 1884, Stevens’ Institute of Technology. 
^ ıesis: Improvements in Ship Construction. 
ndrew Wilson, 
B.S 1 
S., 1885; B.O., 1886; B.A. 1886; M.A., 
LL.B., 1890; LL.M., 1891, Georgetown 
: 1893, Yale University. 
hesis: Influence of John Marshall ‹ 


States. (Not published.) 


Carolina. 
on Cæsar’s Agrarian Policy. 


(Mechanical Engineering) 
(Not published.) 

(American History) 
Kansas Normal College; 


1890, 
M.L., 1892, р.С.1., 


University; 


n the Political History of the United 


1905 
( Paleontology) 


Ray Smith Bassler, 

aA, 1902, University of Cincinnati; The Columbian Univer- 
sity. 

Thesis: A Study of the James Types of Ordovician and Silurian Bryozoa. 

U. S. Nat. Museum, xxx, 1909, 1-66, pls. I-IV.) 


M.S., 1903, 


( Proc, 


sib مور‎ => = 
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Hiram Colver McNeil, (Chemistry ) 
B.S., 1896; M.S., 1899, Denison University. 
Thesis: On the Constitution of Certain Natural Silicates. (С. W. U. Bull., 


4 [3], 76-79, 1905. Journal American Chemical Soc iety [28], 590-602, 
1900.) 
Henry Albert Pressey, (Hydraulic Engineering) 


B.S., 1893, The Columbian University; B.S., 1896, Massachusetts Institute 
of Technology. 

Thesis: Flow of Water in Channels. (Not published.) 

Warren Waverley Phelan, (Comparative Jurisprudence) 

B.A., 1894; M.A., 1896, Columbia University. 

Thesis: An Historical Sketch of the Criminal Law of Louisiana from the 
Founding of the Colony to the Establishment of the State. (Not pub- 
lished. ) 


1906. 


Cornelius Lott Shear, (Botany ) 
B.S., 1896; M.S., 1900, University of Nebraska. 
Thesis: Cranberry Diseases. (С. W. U. Bull, s [4], 75-78, 1906 'ulletin 


110, Bureau of Plant Industry, U. S. Department of Agriculture, 1907.) 
Martin Norris Straughn, ( Agricultural Chemistry ) 
B.S., 1899, Maryland Agricultural College; M.S., 1902, Columbian Univer- 
sity. 
Thesis: The Chemistry of Different Varieties and Individual Ears of Sweet 
Corn as affected by Enzymes, Climatic Conditions, and Breeding. ( Bulle- 
tin 120, Maryland Agricultural Experiment Station, 1907.) 


1907. 
Rev. George Brodthage, ( Germanics ) 
Universities of Strasburg, Berlin and Göttingen. 
Thesis: Germanentum, Gottmenschentum. (G. W. U. Bull, 6 [3], 82-86, 
1907. 
Frederick Warren Grover, ( Physics) 
B.S., 1800, Massachusetts Institute of Technology; M.S., 1901, Wesleyan 
University, Connecti 
Thesis: Simultaneous Measurement of the Capacity and Power Factor of 
Condensers. (G. W. U. Bull., 6 [3], 92-95, 1907. Bulletin of the Bureau 
of Standards, May 23, 1907, Reprint No. 64, pp. 371-431.) 
Edward Elliott Richardson, ( Philosophy) 
B.S., 1904; M.D., 1895; M.S., 1905, George Washington University. 
Thesis: Mechanism and Teleology. (G. W. U. Bull, 6 [3], 87-91, 1907. 
Rabbi Abram Simon, ( Philosophy) 
1894. Cincinnati Hebrew Union College; B.L., 1894, University of Cim 
cinnati. 
Thesis: The Constructive Character and Function of Religion in Human 
Progress as Illustrated by the Religion of Israel. (Not published.) 
Walter Otheman Snelling, (Chemistry) 
B.S. in Chemistry, 1904, Columbian University; B.S. in General Science, 
1905, Harvard University; M.S., 1906, Yale University. 


Thesis: Contributions to the Knowledge of Tellurium. (Not published.) 


dati nu 


wma dp OM d. 


DOCTORS OF PHILOSOPHY. 


Warner W. Stockberger, (Botany) 
B.S., 1902, Denison University 
Thesis: The Effect of Certain Toxic Solutions on Nuclear and Cell Division 


in Root Tips of Vicia Faba. (Not published?) 


1908. 
Clara Southmayd Ludlow, ( Preventive Medicine) 
B.S., 1900; M.S., 1901, A. and M. College, Mississippi. 
Philippine Islands. The distribution of cer- 


Thesis: The Mosquitoes of the 
nce of certam 


tain species and th ir occurrence in relation to the incide! 


T 
aiseascs. 


Associations. Boards and Committees. 


ALUMNI ASSOCIATIONS. 
THE GENERAL ASSOCIATION. 
Officers, 1907. 


President. 
EpwiN C. BRANDENBURG. 


| чсе-1 б, esiden Is. 


N. LANDON BURCHELL, FULTON LEWIS, 

Dr. THEODORE N. GILL, WILLIAM A. MEARNS, 

Dr. VIRGIL B. JACKSON, Јонх B. SLEMAN, JR. 
Secretary. l reasurer. 

HOWARD L. HODGKINS, Јонх B. LARNER 


Executive Committee. 
EDWIN C. BRANDENBURG, Chairman. 


HOWARD L. HODGKINS, Secretary 


Dr. GEORGE N. ACKER, Dr. VIRGIL B. JACKSON, 


Dr. JOHN W. BURCH, Joun B. LARNER, 

N. LANDON BURCHELL, FULTON LEWIS, 

Dr. Jonn W. CHAPPELL, WILLIAM A. MEARNS, 
MYER COHEN, EDWARD G. PORTNER, 

Dr. THEODORE N. GILL, WILLIAM H. SINGLETON, 
Јонх W. HOLCOMBE, Jonn B. SLEMAN, JR., 

Dr. A. BARNES Hook, Dr. HENRY C. THOMPSON, 


Henry F. WOODARD 


PUGET SOUND ALUMNI ASSOCIATION. 


President. Vice-President. 


Dg KENNETH TURNER, H. T. GARRETSON, 


У Е ! у. vy Е > 
Secretary aua i CaUSUT CI 


CHARLES A. SPIRK, 


New York Building, Seattle, Wash 
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COLORADO ALUMNI ASSOCIATION. m NB 
[ “а nt. | 


SECT rary а i | '( S WP e 


CLARI І \ BRANDENBURG, І | 
| 

I ТЕ { : | 
145-440 Equitabi Bldg., Denver, Colo. | 
| 


CITY ALUMNI ASSOCIATION. | "n gi 
Ов. WILLIAM F. BEER, | 


Sei retary. 
CULBERT L. OLSEN, | E. WILLEY, 


Scott Bldg. Salt Lake City, Utah. 
NEW YORK ALI MNI ASSOCI TION. 
| | 
ro 
I TES 
| 


OLIVER C. CARPENTER, 


SOUTHERN CALIFORNIA ALUMNI ASSOCIATION. 


EN LN 

resident. T resident. І 

JAMES К. ROGERS HARRINGTON BROWN, | 

| 

Ti \ a rea. rt 
GronceE RUSSELL DUNCAN, 
H 
ў South 5 x Street, LA An reles, ‹ І 

| 

E Г соттап І 

1» а | 

RI FRANKLIN D. MATHER. | 

^ e j 
From 1521 to 1908 tl | versity f І rred 6550 dí grees upon 5435 | | 
Dersons. A list of oraduates is kept at the University by ЧИ Secretary M | 
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THE COLUMBIAN WOMEN. 
President. 
Mrs. WM. HERRON. 
Ist. Vice-President. 
Mrs. J. HALL Lewis. 


Corresponding Secretary. Recording Secretary. 
Miss ELIZABETH C. РЕЕТ. Miss McCorp, 
Treasurer. Historian. 
Miss ANNA HAZELTON. 
BOARD OF LADY MANAGERS OF THE 
UNIVERSITY HOSPITAL. 
President. 


Mrs. C. E. MUNROE. 
Ist Vice-President. 


Corresponding Secretary. 
Mrs. Geo. H. Brown. 


Recording Secretary. 
Mrs. Ков Roy McKAHAN. 
Treasurer. 


Mrs. S. E. Lewis. 


THE GEORGE WASHINGTON UNIVERSITY 
MEDICAL SOCIETY. 


President. 
H. T. A. Lemon, M.D. 
Vice-President. Secretary. 
C. S. Wuire, M.D. D. W. Prentiss, M.D. 
Treasurer. 


L. H. TAYLOR, M.D. 


BOARDS AND COMMITEES. 
BOARD OF UNIVERSITY PUBLICATIONS. 
Chairman. 
PROFESSOR CARROLL. 
Secretary. 
MR. SWETT. 
DEAN MUNROE, 


PROFESSOR HOUGH. 


2d Vice-President. 


Miss CLARISSA B. TUFTS. 


Miss ANNE PIERCE. 


2d Vice-President. 
Mrs. E. B. Rosa. Mrs. J. H. CRAWFORD. 


PROFESSOR VEDITZ, 
DEAN VANCE, PROFESSOR SHUTE, 


LI فقس‎ 


ASSOCIATIONS, BOARDS, AND COMMITTEES. 


INTERCOLLEGIATE DEBATING COUNCIL. 
Facu lty. 
PROFESSOR C. W. A. VEDITZ. PROFESSOR LORENZEN. 


Alumni. 


J. W. LANGLEY. H. F. WOODARD. 


Students. 
J. T. KENNEDY, E. P. GATES, H. W. STULL, 
WiLLIAM WEST. 


COMMITTEE ON THE LIBRARY. 
Chairman. 
ASSISTANT PROFESSOR SCHMIDT. 
PROFESSOR ASH, 
PROFESSOR HOUGH. 


PROFESSOR SWISHER, 
PROFESSOR CARROLL, 
BOARD OF DIRECTORS OF THE UNIVERSITY HATCHET. 
President. 
E. P. GATES. 
Secretary. 
Loren H. CALL. 


Vice-President. 
CHARLES Harpy FAIR. 
Treasurer. 
FRANK C. ALLIS. 
W. C. VAN VLECK, DEAN VANCE, PROFESSOR CARROLL. 
THE ATHLETIC COUNCIL. 
Faculty. 


PROFESSOR VEDITZ, PROFESSOR DAY. 


PROFESSOR FARNES Г, 


| Alumnt. 
JR. С. N. ACKER, H. L. BRIGHT, H. P. BLAIR, 
Dr. W, F. R. PHILLIPS, Ов. E. C. WILSON. 


Students. 


E. P. Gare m 
| ' P. GATES, W. A. SOMMERS, E. C. JOHNSON, 

) , : ч "T j 

. А, BAER, R. F. FLEMING, F. H. TWYEFFORT. 


А. C. GONZALES, M. S. BIDDLE, 


COMMITTEE ON THE SCHEDULE 
Chairman. 
PROFESSOR HENNING. 


DEAN HODGKINS, PROFESSOR SMITH. 
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COMMITTEE ON COLLEGES AND ADVANCED STANDING. 
Chairman. 
PROFESSOR GORE. 


PROFESSOR STERRETT, PROFESSOR VEDITZ, 
AssisTANT PROFESSOR MANNING, ASSISTANT PROFESSOR PEAKE. 


COMMITTEE ON SECONDARY SCHOOLS AND ENTRANCE 
EXAMINATIONS. 


Chairman. 


DEAN WILBUR. 
AssISTANT PROFESSOR PECK, ASSISTANT PROFESSOR CROISSANT, 


ASSISTANT PROFESSOR DUNSTAN, ASSISTANT PROFESSOR RUEDIGER. 


COMMITTEE ON EMPLOYMENT FOR STUDENTS. 
Chairman 
DEAN PHILLIPS 
DEAN WILBUR, DEAN HODGKINS, 


PROFESSOR HENNING, PROFESSOR HOUGH. 


The purpose of this Committee is to aid students, especially those 
coming from a distance, to obtain suitable employment as a means of 
defraying a part or all of their expenses while in pursuit of their col 
lege course. Opportunities for such employment in Washington are 
exceptionally good. The many Departments of Government, the Library 
of Congress, Congressmen’s secretaryships, law offices, contractors’ and 
architects offices, night schools, journalism, stenography, etc., offer a 
large number of positions of the most diverse kinds. While the Com- 
mittee must not be understood as in any sense engaging to find employ- 
ment for prospective students, in a great many cases important assist- 
ance can be rendered duly qualified applicants, if the fact of their desire 
to obtain employment is known. Applicants are particularly cautioned 
against coming to the University, intending to depend upon outside 
employment for support, without being provided with funds sufficient 
to meet the expenses of at least the first half year. Communications 


should be addressed to the Committee. 
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Donnay, H. H. [M., 131; H., 133] 
1018 14th St 
Duckett, W. G. (Trustee, Phar., 9] 
2148 Penna. Ave 
Dunstan, E. V. (G. S, 26; U. 5.,_ 
32] 111 12th St, SE 
Dye, Н. S. [M., 131] 1406 L St 
Earnest, J. P. [L., 167] 2123 N St 
EasreRDAY, Н. C. [Trustee, Phar., 9] 
ror G St 
Epson, J. J. (Trustee, Corp., 8; C. C., 
о; Eng., 9] 1324 16th St 
Err:orr, Н. R. (М., 131; H., 133] 
The Maury 
Е1ллѕ, Н. S., ТО. 5. 32] 1538 I St 
FrscueR, W. [U. S., 33] 122 Adams St 
FLEMER, L. (Trustee, Phar., 9] 
от Md. Ave, N E 


Foster, J. W. [17] 1323 18th St 
FRANKLAND, W. A. [M., 131; H., 132; 
We, 154] 1300 Mass. Ave 


FRANKLIN, E. T. M. [M., 132] 
1315 roth St 
Franz, S, І. (G. S., 26; M., 130; D., 
154] Gov’t Hospital for Insane 
Fremont-Smitu, F. [M., 131; H, 
133] 1808 Mass. Ave. 
FRENCH, W. J. [M., 132] 
1726 18th St. 
Fowte, F. E. [G. S., 26] he 
Smithsonian Institution 
Farspv, E. [11] 1607 31st St 
Fry. S, rH.. І 1:3] 1000 N st 
GALLAUDET, E. M. (Trustee, Corp., 8; 
G C. 9] Kendall Green 
Сл. T. №. [G. S., 25] Cosmos Club 
Сове, J. Н. [G. 5., 25; U. S. 321. 
2210 R St 
Gravy, J. W. (P., 185] oth and N Sts 
Grasty, T. S. D. [M., 131]. 
t231 N. Н. Ave 
Green, B. R. (Trustee, Eng., 9] Ж 
1738 N St 
GREENE, S. Н. (Trustee, Corp, 8; 
LE Eu di 1320 Q St 
Greene, S. H. Jr., (M., 131; H., 132; | 
D., 154] 1320 О St 
Hacan, J. К. (Do, 154] 1502 Н St 
Hacner, Е. R. (M., 130] 172$ 
HALL, А. [G. S., 26] Naval Observatory 
HAMILTON, W. [17] 
335 Connecticut Ave 
HARLAN, J. M. [L., 167] | 
tath and Euclid Р! 
Stoneleigh Court 
469 C St 


HARLAN, R. D. [8] 
Harper, R. N. [P., 185] 
Harris, W. T. (С. S., 26] 
1360 Fairmont St 
HARRISON, M. E. [D., 154) 
The New Berne, 1225 F St 
Hernecxe, С. B. [M., 132; D., 154 
trightwood, D. €. 
Herrer, J. M. [M., 131] ‘cro Н St 
Henpry, М. W. [16] Bethesda, Md. 
Henry. F. C. [Trustee, Corp, 8; 
Phar., 9! 703 teth St 
HENNING, G. N. [G. S, 25; U. 5, 
12 | 1728 2oth St 


Hinr, D. J. [12] Ы : 
Minister to The Netherlands 


| 


| 


S., 32] 
221 K St 


Hr Е. A. ІС. S, s6; VU. 


HILLEBRAND, W. Е. [P., 185] 
500 T St 
HILTON, S. L. (Trustee, Phar., 9] 
Норск:иг, Н. L. [G. S, 25: О. S. 
32] 1830 T S 
HoreHLING, А. A. [L., 167] 1416 Е 5 
Houtmes, C. W. [Treasurer, 8] 
2419 18th St 
2125 S St 
131; H., 133] 
1410 M St 
Horxins, N. M. [G. S., 26; U. 5, 
32] 2128 Bancroft Pl 
Hornapay, F. A. [M., 132] 
234 P. O. Bidg 
HoucH, W. S. [G. S., 26; U. S., 32] 
Stoneleigh Court 
Howarp, B. 1. [P., 185] 
1266 N. C. 
Hunt, А. І. [M., 132; 


HorToN, F. A. [P., 186] 


Hoor, А. B. [M., 


Ave, N E 
H., 132] 
х The Burlington 
Hvpg, С. W. [M., 132; H., 133] 
The Plymouth 
Corp., g] 
' 2221 Mass. Ave 
JONES, G. I. [M., 132; H., 132] 
| з, The New Berne 
К. (Trustee, C. C., о] 
t 2 Woodley Inn 
KALUSOWSKI, H. E. [Trustee, Phar., 
9; P., 185] 808 I St 
KELLEY, J. T. [M., 131] 


JENNINGS, Н. [Trustee 


Jones, T. 


; 1312 1rsth St 
KEMBLE, А. [H., 133] The Cecil 
KING, А. F. A. (M, 130; H., 132] 
1315 Mass, Ave 
Kinyoun, J. J. (M. 131; D., 154] 
1423 Clifton St 


Kramer, S. E. [17] 1118 S St 


LANE, M. [16] 120s Thomas Cir 

Larner, J. B. (Trustee, Corp., 8; C. 
C., 9; Eng., 9] 1709 19th St 

LATIMER, J. W. [L., 167] Fendall Bldg 


- 


AWRENCE, W. F. [D., 154] 
1025 roth St N E 
Awson, Н. W. [M., 131; D., 154) 
Columbia Hospital 
(Trustee, Cor»., ©, C 


Baltimore, Md. 
1311 r4th St 


ÆVERING, Е. 
E. у 
EWIS, D. G. [M., 131] 
EWIS, J. Н. (Dy 154] 

1121 Vermont Ave 
ANDsEY, J. Н. (М., 131; H., 132] 
The Cecil 
OMBARD, C. R. [16] 608 E St 
Lorenzen, E. С. (С. S., 26; L., 167] 
1734 U St 


— ка 


LUDLOW, C. S. [M., 132] 
The Ethelhurst 
МАСАТЕЕ, Н. C. [M., 131] The Ashley 
McBain, Н. L. ГО. 5, 31! 
MACFARLAND, Н. ё 
Corp., 8] The Marlbot ugh 
МсКіммтЕ, О. А. M. [M., 131] 


MACMILLAN, J. [15] 600 M 


Mac Veacu, W. (Trustee, 
171 

[M., 132 
(7 


Macruper, Е. Р. 
MANN, А. (С. 5., 26; 
Department 
MANNING, W. 
Marsu, C. D. [U. S., 32 


Martin. T. C. 


MarrHEeWS, M. А. [17] 
MATTINGLY, W. F. i 


MECHLIN, О. А. [G. 5. 
3 


Міснте, Н. 
MILLER, G 
MONTAGU! 


Mortimer, С. W. [U. S. 
Morse, E. E. [M., 131] 
Muncaster, A. [P., 185] 


MuNnoz, С. E. (С. S 


M YERS, G. E. [17] 
NEEDHAM, C. W. 


NEWELL, F. Н. 
NEWLANDs, F. G. 
NICHOLS, T. 


Noves, T. W. [Trust 
„8 9] 


NuTTING, P. G., [14] 


Opor, C. L. fD.. teal 
Owen, W. О. M d 
OSBORNE, (E 3. leot. C 
PEAKE, J. F. (U. S., я 
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RIGGLES, J. L. I 
154] : 
ROSA, E. B. [G. 


R ss, G. А. rU. 


Ruepicer, W. ©. | 


UAZ. 


RUFFIN, S. [M. 
$снмтрт, А. F. 

24 13th St, Brookland, D. C. 
SCHOENFELD, H. 


SCHULZ, W. B. 


L. H. (M. 131) 
The Burlington 
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H., 132] i 

1317 Conn, Ave 
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Swyper, A. А. 
Sowers, W. F. 


STAFFORD, W. P. 
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THOMPSON, Н. C. [D., 154]. 
1500 r3th St 
THOMPSON, J. L. [M., 132] 805 rath St 
THOMSON, F. L. [16] 1536 I St 
THURSTON, E. S. [L., 167] 
1219 Conn. Ave 
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1742 Riggs St 
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Р., 185] 1403 31st St 


Warncorr, C. D. [Trwustee, Corp., 8] 
1743 22d St 
Watton, J. К. [D., 154] 702 roth St 
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753 8th St, S E 


» 


WELLINGTON, J. К. [M., 131; H., 132 


Wuite, C. S. [M., 131] 
Emergency Hospital 
WHITE, W. A. [M., 130 
Gov't Hospital for Insane 
WiQLBUR, W. A. [G. S., 25; U. S., 32] 
1808 Belmont Rd 
WILEY, Н. W. [G. S., 25] 1314 roth St 
WILKERSON, T. К, [D., 154] 
128 М St 
WiLKINSON, W. W. [M., 132] 


The Burlington 


WILLARD, 44. C. [G. S., 26; О. S., 32] 
2926 Newark St, Cleveland Pk 
WILLIAMS, C. V. [P., 18s] 620 F St 


WirLLis, H. P. [U, S., 32] The Mendota 
WiLLovucGHBY, W. W. [U. S. 32] 
Johns Hopkins Univ., Balto., Md. 
WOLFE, А. 5. [1 115 G St 
Wore, К. D. [16] University 
Wooppripce, B. M. [U. S., 
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Woopwarp, 5. W. [41rustee, Corp., 8; 
Lu ts 9 2015 Wyoming Ave 

Woopwarp, W. C. [M., 130] 508 I St 

Yarrow, Н. C. Trustee, Corp., 8; 
M., 130; H., 132] 814 17th St 
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ADDRESS OF PRESIDENT NEEDHAM AT THE COMMENCE- 
MENT, JUNE 3, 1908. 

To speak for the University to the trustees, faculty, alumni, gradu- 
ates, and friends of the University upon this Commencement day 1s, 
for me, no light nor easy task. There are many subjects upon which 
[ might address you; many words which, if fitly spoken, would be 
appropriate, and your presence here this morning furnishes ample in- 
spiration. But to speak the right messages at this time is what I most 
covet for myself and for you. 

It is a great thing for an institution of learning to have lived eighty- 
seven years. Even the years seem to justify its tirth and existence. 
But to have lived well, to have accomplished much that is worthy, to 
have fitted many men for the world's work, is to fill that physical exist- 
ence with a spiritual life that gives strength and beauty to its whole 
being. Institutions, like men, may live and yet be dead, for a man's 
life does not consist in the drawing in of breath, nor in the circulation 
of blood. These are essential, but they are physical. Life to be worthy 
must be intensely spiritual. Real health and power are not told by 
testing the lungs nor by counting the pulse beats, but rather by measur- 
ing the dynamic force within man that we call “life.” Living is not 
meat and drink. It is the exercise of the high privilege of knowing 
800d from evil, choosing the best conduct, and making that conduct 
prevalent. 

A university is not buildings 
These things are impor- 


50 it is with institutions of learning. 
or grounds or laboratories or endowments. 
tant and necessary, but they are only the workshop, the tools and the 
instruments Of a university. They give shelter but are not the life; 
they keep out the rain but they do not make men; they are the imple- 
ments of culture but not the fruits; they are physical, the university 
I5 Spiritual. Nor is a university a mere organization of faculties, books, 
Or curricula. These are vastly important, for they mean system, the 
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treasured learning of the ages and orderly procedure in the acquire- 


ment of knowledge. 

What then is a university? It is men! men! Not common men, but 
great teachers, with luminous minds; who create an atmosphere which 
it is impossible to breathe without feeling the quickening of a new and 
larger intellectual life; men who call forth the latent power of the 
human soul and develop and enlarge the minds of students through 
self-activity; men who are a consuming spiritual fire; a constant power 
drawing in and sending forth knowledge, and creating a love for it. 
The true university is first of all the home of great teachers. It is a 
place also where students gather and strive for knowledge, for intel- 
lectual strength and seek after perfected manhood and womanhood. 

Costly structures, rich endowments, well-filled libraries, thoroughly 
equipped laboratories, are great factors, but the center and heart and 
life of a university is the presence and inspiring spirit of great teachers 
and fine scholars. 

When one year ago we were compelled to choose between using the 
available funds of the University for a site or putting so much of the 
funds, which could be thus properly used, into additional teachers and 
maintaining the policy of advance in educational work which had been 
adopted, we chose men and the maintenance of our new educational 
life. This choice and the results of the policies adopted four years ago 
have been justified. 

May I hold your attention for a few moments to make clear what 
these policies are which are controlling the new University movement. 

First and primarily we sought the unification of the University; 
bringing the various schools and departments, which were scattered and 
but slightly attached, under the direct control of the central authority; 
into intimate relations with each other; creating a well-organized edu- 
cational system. This system begins where the work in the high schools 
concludes, and aims to give first a thorough college education, fitting 
the students for the graduate work in arts and sciences and for higher 
professional and technical training. The college occupies the place be- 
tween the high school and the purely university work, giving that cul- 
ture which men must have who aim to become scholars, scientists, 
statesmen, lawyers, and doctors. 

The organization of our college must be such as to give that funda- 
mental training in subjects essential for students who are to pursue 
the graduate and professional work carried on by the University. The 
work should be thorough and deep, rather than diffused, including 
from three to six topics in Mathematics, Physics, Chemistry, Geology, 
Biology, Greek, Latin, English, German, French, Spanish, History, PO- 
litical Economy, Philosophy, and Psychology—with good laboratory 

work in Chemistry, Physics, and Biology. With undergraduate work 
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thus organized we shall turn out each year some fine graduates, and 
provide a proper training for students entering the graduate and pro- 
fessional departments of the University. | 
Next comes the graduate instruction leading to the higher academic 
degrees of Master and Doctor of Philosophy. This is strictly university 
work. It is to be carried on by university methods—the development 
and supervision of study and research, by lecture, seminary and labo- 
ratory courses. In this department we shall keep in view the establish- 
ment of special graduate work in agricultural science and in the me- 
chanical arts, subjects in which research work can be carried on most 
successfully in this city, where the government furnishes facilities and 
materials so much sought for by graduate students. 
The College of the Political Sciences is intended to be a highly organ- 
Ized graduate and professional school, giving à comprehensive and 
highly specialized training in the political sciences, based upon the con- 
stant observation of events, and the critical appreciation and compara- 
üve study of political institutions in this center of national activity. 
Training intended to fit men for consular and diplomatic positions, for 
the public service in the United States, while giving that general cul- 
ture and equipment necessary for efficient civic service and the intelli- 
Sent discussion of political, economic, and public questions. In this 
College we hope to do for the young men of the United States what 
the great schools of Paris and London are doing for the men of Europe. 
The Department of Law has for many years been an important part 
of the University. The methods and work of this department have 
received, and are receiving, the most careful study and attention. 
Го give a thorough, scientific knowledge of the municipal law, training 
men for the practice of the profession, giving them fine equipment 
соч high ideals of professional ethics, is the high aim of this faculty. 
lhe standard of admission has been gradually raised, and will be 
College requirement for the standard 


rais ыш 
aised next year to a two-years ! 
university school, where university 


Course, "We aim to make it a 
methods of teaching and study prevail. 

l'he spirit of scientific investigation is everywhere. 
теп are seeking to know the truth dogmatism must take a low 
the feast, arrived at along the stepping-stones of 
facts. Not what some writer thinks the law is, but what constitutional 
Conventions and judicial tribunals have declared 
it to be, is the inquiry in the best law-schools to-day. This knowledge, 
to be exact, must be obtained at the original sources. It is not enough 
for the lawyer to know what Blackstone, or Story, or some other pe 
nent text-writer may have said, he must be able to state а propositon 
- law and defend his thesis. While learning the law the student must 
atso learn the art of applying it to concrete cases. This art can only be 
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acquired in a school by the study of adjudicated cases and the discus- 


sion of them in the class-room under the guidance of a teacher. By 
and obtains his knowl- 


this method the student acquires a ` legal mind” 
and lawyers must 


edge from the original sources, where text-writers 
find it. 

This method of teaching, which will produce good lawyers, requires 
the constant time and effort of a few professional teachers. No 
educational work can be scientific that does not demand the ser- 
Great teachers are not simply men pos- 
n who are skilled in imparting 
part of the students. 
is the process of 


vices of scientific teachers. 
sessing knowledge of the subject, but me 
that knowledge and in creating self-activity on the 
Education is not an intellectual storage business, it 
assimilating knowledge by the process əf intellectual digestion. The 
great teacher is the man who makes the student work im the class-room 
as well as out of it. This requires hours of careful preparation on the 
part of the teacher. There is a field of great usefulness in the law 
school for the practicing lawyer and the eminent jurist. They will give 
fewer hours but they bring to the student that stimulus and interest in 
the subject that come from contact with men who are determining and 
A complete law faculty, therefore, will be composed 
racticing lawyers and judges. The method 
' depend largely upon the teacher, recog- 
to be sound, must be an 
activity and effort on 


applying the law. 
of professional teachers and p 
of instruction will necessarily 
nizing always the principle that education, 
assimilation of knowledge, requiring intellectual 
the part of the student. This kind of a programme requires more time 
for reading and harder work. If an easy course to a law degree is 
what a man desires I pray that he may not find it in the Law Depart- 
ment of this University. 

The Department of Medicine also occupies a large place in the Uni- 
It is, however, to be 


versity system and has done most excellent work. 
to be technical, but 


made a university school. The training is not only 
it is to be highly scientific. The field of the didactic lecture is to be cif- 
cumscribed, while clinical and laboratory work is to be greatly extended. 
A sound knowledge of the human body, its functions, its normal and 
its abnormal conditions are ascertained, not so much by listening tO 
lectures and reading books, as by discovery in the laboratory and in 
the hospital. This method also requires the scientific teacher in the 
scientific subjects that can best be taught in the laboratory. Hours and 
days oí preparation, careful selection of materials, and a vivid and clear 
presentation by observation, are required of the teacher. The practic- 
ing physician in these busy days has not the time, although he may have 
the ability, to prepare and do the laboratory work as it should be done 
for students fitting themselves for this high and noble profession. ‘There 
is, and always will be, a wide field of instruction in the best medical 
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Schools to be occupied by the practicing physician and surgeon: but 
these teachers will do well to keep closely to the clinical method. What 
I have already said about acquiring knowledge by investigation and 
observation and the application of principles to the concrete case, ap- 
me with equal force in this great department of education. No man 
сап become a great scholar who does not by earnest and laborious 
research gain much of his knowledge from the original sources wliere 
M knowledge is to be found; and any system of professional education 
e m recognize this and provide such а system of instruction 
Face’ \ entally wron luates must either fail in the pro- 
ession or repair their defective education at the expense of those who 
employ them. 
| It will be apparent to every carefu 
"etia teaching and study by scientific methods it is necessary that 
ent should have had preliminary education in 
study, and the power of con- 


g, and its graí 


m 


1 observer that in order to carry on 


certain elementary 


Subjects. « 
ti jects, should have acquired habits of 
Inuous } SL. “м 
ak 1s intellectual effort. While we do not say that a man must have 
aken ` My E : r 

the degree of Bachelor of Arts in a tour-years course before 


enterit y - , ^ ' 
ig upon his professional studies, we do say that to do the best 


ве кошо schools the average man should have that 
versity "ae pex wn training which is given by the college. The Uni- 
lone) Агы ое fixed its requirement for admission to the proics- 
Día schools at two years of college work, beginning 1n 1909. 

жа Pi permit I should like to speak of the exce work that is 
poe thie н n other schools and colleges of the 1 niversity, but my pur- 
versity ID CT is to put before the friends and alumni of the Uni- 
insisting * aims and the central and fundamental things we are now 

pon. First, a strongly centralized and efficient college; and 
al schools of university grade. 


second, 
honest 


К en work and profession 
effort i aegri simply to imitate other great schools, but an | 
University me ^ e Nation's capital a non-partisan, non-sectarian 
methods, ^ ee ир its special sphere the best work, by the best 
heart of riis b. " men that are in and can be attracted to, this great 
That the ne 1 tonal life. | 

E unie PORC has been a wise one, there qo | ' 
increased xps proofs. [he student body of the University has 
ance, which dap during the four years of advance. The attend- 
year, has st ر‎ о fall ofi twenty e to thirty per cent during the 
done at eadily improved and 1s now thoroughly normal. The work 

es and colleges through- 
placed on the list 
aching, a de- 
e aims of 


not wanting 


receives approval and credit by universiti 
of the стай дү University has been accepted and 
Cided credit "td ‘oundation tor the Advancement of Te 

о the work, as it is well known that one of th 
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the Carnegie Foundation has been to place its requirements sufficiently 
high to induce all who sought its benefits to do work of excellent grade. 

Nor has this policy failed to meet the approval evidenced by financial 
aid. During this period of advance we have received over seventy 
thousand dollars in cash; have now over one hundred and sixty thousand 
dollars in subscriptions; while it is known that there have been provided 
in wills, legacies amounting to nearly one hundred thousand dollars. 1 
mention these facts as matters of encouragement at this time, when we 
are deeply impressed with the difficulties and adverse conditions con- 
fronting us—perhaps the most trying period in the history of the 
University. 

The new site is still undetermined, while the need for it and for new 
buildings has greatly increased. Our buildings and laboratory facilities 
are over-crowded and inadequate. Our annual expenses, occasioned 
by the advances in the quality and methods of instruction, have in- 
creased over one hundred thousand dollars. Endowments to meet these 
expenses and to sustain the life of the institution are imperatively de- 
manded. Poverty is not a shame, but with so much to do it is an in- 
convenience. We shall not turn back, however, from doing the higher 
and better work. If the University has not a proper site and adequate 
buildings and endowments, it shall deserve them. If it has not won the 
crown it shall possess the power and do the work to win it. We look 
to our alumni and friends to-day as those look who are upon the battle 
line, watching for the approach of the army of the reserve. We need 
your strong help and support; and success will add to your honors as 
it brings strength and glory to the University. 

To the Graduates: You, who graduate to-day, have your faces 
toward the future, to the rising sun, to the new day that is to be. The 
work you have done has been a preparation for the work you are to do, 
and the work you do in the immediate days to come will be the prepara- 
tion for the work you are to do in the days that follow them. We are 
constantly building stepping-stones for ourselves, on which we rise, OF 
descend; new mansions in which to live, either larger or smaller, as 
our visions and ideals and work determine. 

Human life is a mixture of the visible and the invisible; of dreams 
and realities; of the spiritual and the physical. For this earth and its 
affairs, both are essential. 

The most important thing for every man is to keep up a proper rela- 
tion between these concomitant existences we call body and soul. It i$ 
not uncommon to see an over-developed spiritual nature living in а 
scrawny, anemic body; or an over-fed, over-indulged body housing ап 
emaciated soul. There is a Nemesis presiding over the normal and 
proper order of things, visiting with retribution any derangement of 
the natural equilibrium. Too much wealth and luxury and ease in- 
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crease the тү 3 Ра i. 
ise the physical life but submerge the spiritual. l'he vital and virile 
ore » T ¢ Е - : E 2 2 - - E 

ce, so essential to high living and noble deeds, 1s dethroned or insidi- 
and luxury, and the man becomes а 


ously robbed of its power by ease 
movements to advance and im- 


mere non-entity in all great constructive 
E mankind. If the number of such ill-adjusted beings increases 
and becomes common in the State, woe be to it, " Every State in its 
decline has exhibited the spectacle of selfish luxury side by side with 
abject poverty ; 

‘Of wealth, a monster gorged 

Mid starving populations." " 
The civilization and the armies of Rome were triumphant until wealth 
Me luxury sapped her strength and power. 

l'he overthrow of the supremacy of the higher nature is a revolution 

It is an insidious disease—the victim 
The beginnings are quite small 
to rest with great confidence 


that comes without observation. 
mistakes the fever for glowing health. 
and seemingly unimportant. We come 
а im tings which can be seen with the visible eye. We are quite 
eglect the things that are ‘ntellectual and fine. The woman 
the visible and material things of 


forge Ч i 
gets her music or her painting; 
The maa 


hon 

le ғ э E д а » | 

5 ind society crowd these "fine arts Out of her life. 

у gets #* н чө - К - 
his Homer, Cicero, Horace, and the masterpieces im all litera- 

and throws his whole being into 


ture e . { 
‚ that have cultured his mind, 
The world for a soul is a 


Ru punt and running automobiles. 

exchange. 
A eue Md there is also great danger in the over-development 
more "ciue: the neglect of the physical. There are few beings 
ae ۳ т - book-worm spending his hours and days in the 
never will eie: delving into and accumulating knowledge that he 
ебе Pus; p any practical purpose. The saints who are too good 
selves out of P sonal and direct contact with humanity, take them- 
divine Master Ti worm М are useless, which is the very thing their 

We mnm F si fem might not happen. VOR 5 

ideals, vent pu^ ideals, for high living is “after a pattern. But 
and death ^ni rtr and true, will not save the body from poverty 
à proper ас. of character, high efficiency, depend upon m 
and the invisi] per between the spiritual and the physical, the materia 
* Sandip не: the dreamland and the fatherland. 
the Mania» uà ot р is this. Deep апа abiding joy does not come by 
some са айтеп of one part of our being ; nor does 1t gr 
though i; : by a belief in a few detached truths, important and vita 
broad, Me "undue [he highest satistaction 15 reached by Р Mutin SO 
rought into Ut edge SO extended and accurate, that many Е n 
ness. A p. » monious relations with each other. Ignorance 1s Weak” 
partial view of truth deceives us, while to know the causes of 
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things rids one of superstitions and explains many apparent evils in 
uncivilized man does not 


society. The sounds and events which the 

understand, he attributes to mythical gods— creati 
Civilized man moves away from 
degree of his 


ons of his own imagi- 


nation—and lives in constant fear. 
these superstitions by scientific investigation, and the 
departure from savagery 

We are distressed by many eve 
us, and cast dark shadows across our pathway. 
and honor and find that the elements within and without are against 
us. We live for noble causes and see them fail. We hope and pray 
for a universal reign of peace, but war-clouds and darkness still ob- 


scure the throne. 

Тһе tension is relieved when some gre 
or when some lesser gratification comes into the life which the mind 
can attribute (although blindly, perhaps) to à good over-ruling cause, 
but it is not safe or sound judgment always to judge by immediate 


results alone. The narrow-minded, with no broad vision, miss the har- 
To fail to see some of the wise 


is measured by his education. 
nts in life which disappoint and afflict 
We strive for virtue 


at public welfare comes to pass, 


monies, wherein lies the greatest joy. 
and proper adjustment and relation of events is like living “ Where 
musicians are constantly tuning their instruments, but where they never 
play. There are only fragments of sounds, discordant notes, each of 
which would be beautiful if brought into right relations with other 
sounds in some grand symphony." 

Patches of color, whether they be somber or brilliant, are not espe- 
cially interesting taken by themselves, but when mixed and brought into 
harmonious relations upon the canvas, revealing a landscape or a beau- 
tiful face, they become supremely ‘nteresting. And so isolated events 
in the world distress us, but when they are brought into right relations 
with other events and we see the relation and sequence, we grow strong 
in faith and hope and work. The joy and strength of life is in a good 
a broad and accurate knowledge. Whatever the dog- 
of ignorance or blind belief, as a means of 
quieting the disturbed mind, knowledge is better than tgnorance and 
searching after knowledge ts ` the beginning of wisdom.” 

Faith. But after all is said and done, there is much that lies beyond 


the immediate vision of man. No man accomplishes anything in this 
world without faith. But it must be a faith resting upon substance; it 
must be an evidence of the thing not seen. True faith is no gamble ОП 
the future—no attempt to walk upon wate 

Crossing the Atlantic, I stood by the 
Clouds were thick, mists were falling, 
stars in sight by which to lay the course of the ship; no buoys or light 


houses to tell of dangerous rocks or shoals if they existed. Hundreds 
and fortune were at stake; but the ship 


perspective; in 
matist may say in favor 


r—no mere mirage. 
pilot-house on a dark night. 
and there was no land, no 


of people were on board; life 
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The Captain was consulting his chart 
and following the pointing of a metallic finger carefully protected under 


a glass. Experience had taught that this bit of metal would tell where 
estimony he made his 


It was no gamble. 


rushed on through the darkness. 


the north star was shining and by its silent t 
course. Such faith had “substance” to rest upon. 
We made the port in time, because the Captain had strong, reasonable 
faith when he could not see the way. 

l'he farmer throws the seed upon the ground and covers it, and then 
while there is no seed or blade in sight he borrows money upon the 
crop, on the faith that there will be а harvest. He cannot prove in 
court that there will be a harvest, but there is sure “evidence ” that 
and buyers in the market places 


t » h 2d * 
here will be grain to market 
faith which rests upon something, 


These illustrations differentiate 
and is the evidence of something, f 
too precious a thing to risk upon the € 
throw of the dice. There is no get-ric 
Character. Nor is there any particularly fl 
eternal city; those who reach it come up t 
pu of greeting are not that somebody brought them, but that 

y came ministering to the hungry, the thirsty, the naked, and the 
the gates are open to them. 
nowldge. Where knowl- 
afe grounds for faith. 
at you soon 


rom mere fancy or desire. Life is 
leclaration of a dogmatist or the 
h-quick method of acquiring à 
owery or speedy road to the 
hough much tribulation, and 


prisoners along the way, and therefore 
: М here knowledge is possible we must seek k 
edge е Hot possible we must find suitable and s 
Service. My supreme wish for you this morning is th 
Nm А places of service іп the world's work, and that you do your 
A upon sound principles, with generous enthusiasm. Do not think 
exclusively nor too much about material things; continue to culture 
be human, be patriotic, and in it all be sane. 


Do : 
no roe ‹ ; . { . | 9.1: 
t forget that we live in ideas and aims; 1n faiths and hopes; and 
That we are builders 


that honor and abiding joy are born only of labor. 
and moralitv | | | in some degree for the health 
and the узу the uprightness and integrity of the community, the State, 
the Nation in which he lives. Society 1S made and modelled by 

are no higher than the aver- 
is the visible expres- 


your minds and hearts; 


of SOCIe ‚е ` А 
iety and that everyone is responsible 


age aa = ae it, and the people ге по 
sion of th — which prevails. Our civic life : 
these аса маф sentiments and standards of the whole people, an 
Mforts of "à s are made and maintained by the constant and Tipi 
may be m: ж best citizens. In all your civic efforts—and I trast t z 
expansion LI in all your striving atter political power and — 
coge Mer that ultimately Е Society rests upon a ES 
Without } science. ‹ ivilization is first and foremost a mora we 
Without rura without respect for law, without the worship 0 uty, 
ш a word, without virtue—the 


whol love ot one’s neighbor- in 
and neither letters nor art, 


з menaced and falls into decay, 
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^v 


nor the policeman, nor the 


neither luxury nor industry, nor rhetoric, 
difice of which 


custom-house officer can maintain erect and whole an е 
the foundations are unsound." 

If our good wishes and our willingness to help you could win your 
battles, the victory would be sure; but in life character and skill must 
trial every man and woman must stand 


come to judgment, and in the 
admonition and 


alone. But we believe in your future, and with kindly 
words of cheer we lead you to the gates and bid you God-speed. 


ADDRESS OF HON. ELMER J. BURKETT. 13 


THE PROTEST OF AMERICANISM AGAINST GOVERNMENT 
OWNERSHIP OF RAILROADS. 


ADDRESS or How. ELMER J. Burkett, UNITED STATES SENATOR FROM 
= 


NEBRASKA, AT THE WINTER CONVOCATION, FEBRUARY 22, 1908. 

A g {7 э е; * Г " ~ » ~ » * 

[r. President, Members of the Faculty, Students of George Й ashing- 
ton l niversity, Ladies and Gentlemen: 

reet you, and 1 appreciate the honor of 

on this day in the Capital of our 


a day there 1s so much that 


[ am glad to meet and g 
addressing this magnificent audience 
Nation. U pon such an occasion ал id such 
that one is lost in the abundance of it. The man, 
nation, its history and achievement, 
national growth and po- 


IS appropriate to say 
the Statesman and warrior; the 
social progress and commercial development, 
Geld for reflection and consideration 


we revere more the founders 


vork and worth of him whose 


litic: $ ` 
ical evolution opens а limitless 


rI 
A4 


upon this anniversary. As time goes О 
^ the Republic and appreciate more the \ 
em we here celebrate. On this anniversary of the birth of George 
Vashington we span the century of our national life and compare the 
old Virginia colony where he was born with the American Republic, 
Where he lies buried. From the tangled threads of disorganized colo- 


nies Tz , ' p 
he wove the national fabric, and from the chaos of rebellion and 


uncertainty h i 
ertainty he gathered national policies 
his monument, upon which engraven 
representative government 


and made them corner stones 


of the Republic. The nation is 
deeply is his epitaph, “ Father of his country, 
and economic individualism.” Through that sign we have conquered ; 
strength. ard | from weakness гесе һаѕ соте 
= E from insignificance there has come glory. Eighty millions 
an beings have taken oath in their hearts to defend the flag 

which he established and 


fror 
a squalor there has come opulence 


| 
| 


ch he unturled, to sustain the institutions 


iow the prin ciples which he ordained. 
Was тя ресе se to-day to talk л n опе phase of the policies of the 
KE Sowas P кэн ot politics that has meant much to our perpetuity 
chosen is c Boag growth and glory as a nation. The subject that I have 
[ Railroad "т — of Americanism against Government Ownership 
Vailroads" Within the next dozen years, in my opinion, the people 
whether the ideas that have 
» be perpetuated or 
we shall pursue а 
inception and so- 


à | 
E. o are gi ing to determine 
whether mee bee hitherto in this particular are ti 
plan =й ae зы the example of efiete monarchies, 
Cialistic ا نت چ‎ 01 1 econ, un-American in its 
These tS acc implishment. 

ese mighty problems and so many of them have made us great, 
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for further achievement. I remember once of hearing a Methodist min- 
ister say that what made his church strong was that it was always in 
debt. The members always had something to do: first they built a 
church house, then bought a bell, then an organ, then fixed up the 
Sunday School room, then built a parsonage, then repaired the church, 
and so on year after year, always doing something and always in debt. 
And his prophecy and fear was that if the time should come when there 
was nothing more for the voting members to undertake that would keep 
the working women fully and religiously employed, that the Gospel of 
Wesley might succumb to the gossip of women, and the Methodist 
Church would become a stagnant pool America in that particular 
furnishes them a good example, for we always have some problems to 
solve. From none have we shirked, and in none have we failed. Fight- 
ing, thinking, working, praying, have made America strong. Who can 
say we have not succeeded? What other than the fantastical dreamer 
of whims and fancies will say that we have failed? If success is meas- 
ured by achievement, America has succeeded; if it is measured by the 
improved conditions of her people, America has succeded—if by greater 
influence among nations, then America has succeeded. If wealth and 
power and glory are triumphs, then America is triumphant. If hope 
and cheer, and opportunity and possibility to mankind is a result of 
good government, then America has governed well. 

For a century we have existed as a nation, and have operated under 
the policy that the function of government is to govern; that its pre- 
rogatives extend no further than the life, liberty and welfare of its 
citizens in a supervising capacity, and to its own honor and perpetuity. 
The struggles of trade and commerce have been left to individuals, and 
the government has contented itself with maintaining harmony and equal 
opportunity. And if to-day we undertake government ownership of 
railroads we shall take a step backwards, set aside every teachig of the 
fathers, every principle of the constitution, and trample upon every 
tradition of the Republic. 

In my judgment it is impolitic to do it, and if we can contribute any- 
thing that will prevent the headlong leap, or stay its time, we shall 
have performed a duty to our country, the value of which will be more 
appreciated as the years go by. 

As a practical people (and the Americans are intensely practical) 
there are always two questions that we ask concerning every under- 
taking. Every American asks and answers these questions а thousand 
times a year. You may do it almost unconsciously, but nevertheless 
you do it. You never buy a cow or make a contract, you never rent à 
farm or build a railroad without asking and answering these two ques- 
tions. And I am going to ask these two questions of the advocates of 
the proposition for Uncle Sam to go into the railroad business. Every 
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, and through life make it a 
shall have first asked and 
your life will be a suc- 


young man should learn these two questions 
habit never to undertake anything until he 
answered them. If you do, my young friend, 
grand and 


prolonged speculation, 
when the “blue” wins. 


cess if you do not, it will be one 
with your sacrifice eternally upon the “red” 
First: Is it possible ? 
Second: Is it advisable? 
Simple, aren’t they—you knew them before. 


econd, is it advisable? Men of America, pride o 
the other question must be 


. and dispassionate judgment. 


First, is it possible? 
f citizenship, will tell 


us that we can own the railroads, but 
wrought out with clear heads, keen vision 
First, is it possible? Second, is it advisable? On all political problems 
these questions must be asked from three view points. There are three 
considerations that call for attention—three phases of each question 

ase, the financial phase, 


that must be determined: The constitutional ph 
and the political phase. Is it constitutional? 
politic ? The question then becomes: 

First : Is it possible—constitutionally, e 

Second Is it advisable—constitutionally, econ mically, politically? 

Every true American is endowed with a profound respect for the 
constitution. It is the bulwark of American stability and individual 
liberty. Within it there is order—without it there is chaos. Behind it 
fusion and anarchy. It stands 
‘iems.” It is the great 


Is it economic? Is it 


conomically, politically ? 


there is hope—destroy it, there is CO! 
between contending factions and contesting 
sheet anchor of refuge that must be relied upon in th 
Roo the principles of the Republic. [t was begotten in the 
es of monarchical oppression. It was nurtured by feudalism 

reign of despotic paternalism. It has 
of radicalism have lashed 
So we must ask ourselves 
After we have 
into the financial 


e severest storms 


E serfdom and was born in а 
EM us in many a gale, when the tempests 
I^ a foam the political sea that we tray el. 
урода, Is government ownership с nstituti nal? 
e crga shall then be in a position to inquire e fin 
nomic AS „| SPECS. it it is constitutional, will it be economic—if eco- 

, will it be politic? And the word “ politic” has no reference of 
it prudent—is it promotive 
How will it affect our institutions of 
American traditions? I shall 
to concede it and 


«ааш to partisan politics, but is it wise—1s 
г our scheme of government? 
dh "cos how will it harmonize with 
adm; Ug to the first question to day. 
| ордада possible. Loyal as | am to my 
к spi traditions—revering as I do every 
to E. bound to say to you that I have never allow 
Stitution урт nor reverence to become sentimental. 
will be ae made by men and for men. If it was divinely 1 irec 

ivinely protected. It is not a crime to amend the constitution, 


I am going 
country—venerating as 


syllable of the consti- 
ed veneration 
The con- 
aspired it 
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and if it does not now permit of government ownership, it can be 
amended to permit of it, if it shall be the will of the people that it 
shall be so amended. The government either has the necessary money 
to own them, or it can get it. The people pay the bills, and if they want 
to own the railroads, they not only have the right to own them, but 
they can own them. I do not believe it would destroy America. И 
would revolutionize American ideals and American institutions of 
government, and would centralize power almost to monarchical propor- 
tions, but we should still be Americans—with American vigor and 
American courage. I have great faith in the capacity and courage of 
the American people constitutionally, financially, and politically to do 
anything they undertake to do. 

The really serious question that confronts us is that of advisability. 
Granting as I do that the first question of possibility can be answered 
affirmatively, I am not willing to admit the latter. In my opinion, gov- 
ernment ownership of railroads is not advisable from any of the three 
standpoints that I have mentioned. It is not advisable constitutionally, 
economically, or politically. 

Granting that it would be possible to amend the constitution, I deny 
that it would be advisable; or granting that the constitution would not 
need amending, I am not willing that it should be stretched. If there 
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is one strength of this government more than another, it is the fact 
that it has stood for a hundred years—that it is thoroughly set, so to 
speak, and that every hour is making it less and less susceptible to the 
strains that always surge about it. I stood the other day alongside the 
great concrete bridge out on Connecticut avenue, that has been so 
recently completed, but which will stand forever with the pyramids of 
Egypt, one of the most stupendous productions of the moulder’s art. 
During the three or four years of its building, I have watched it rise, 
a grand plateau from the bed of the great canyon a hundred feet be- 
neath, and join in one unbroken plane the precipitous hills on either 
side. It is an immense structure, fourteen hundred feet in length, fifty 
feet in width, and a hundred feet high. A prodigious example of human 
intelligence—a mighty and recent illustration of man’s genius in appro- 
priating and decorating the ruins and remnants of nature for his own 
aggrandizement. I walked beneath its huge arches—gigantic semicircles, 
two hundred feet in diameter, and as I looked and marveled at that 
wonderful creation of man—as I calculated its burdens and estimated 
its strength—I was mystified by its stupendousness and bewildered with 
the thought that what is now so beautiful and so strong was once plastic 
cement that the workmen moulded. But I saw it stand there in the 
moulds before it could stand alone, days and weeks and months, great, 
ugly, ungainly, sickening sight, wrapped in its huge bandages. For the 
builder knew that it must season and set and dry and harden, and scien- 
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tists te А . х А 
sts tell us that it will become stronger with age, until the artifice of 


man shall be as imperishable as the mouldings of nature itself. 

For a century the constitution has stood, strengthened and steadied 
by the succession of years. A hundred years of history and tradition 15 
its ballast. Four-square to all mankind, it has resisted the storms of 
ip, of sectionalism and collectivism. Men are loyal 
‘t—died for it—aye, lived for it. From 
and from the unknown por- 
It is respected abroad 


of time for that 


creed and partisansh 
to it—they have fought for 
everywhere it has brought men unto us, 
tions of the earth it has raised up Americans. 
I would not destroy that legacy 


estionable in achievement. 
adiction that the authors 


and loved at home. 
which is unnecessary or qu 
I think I may say without great fear of contr 
E aser Wn did not contemplate, to say the least, that the govern- 
should enter, in any degree, commercial pursuits. The funda- 
sarai er mad upon the theory that the government was to be a 
; of things, and not a doer of things; that it was to be a har- 
participator in the struggle for 
itself being thrifty; that 
any of its rewards ; 


gen of differences, rather than a 
un ge е to encourage thrift without | 
iz m "c enterprise without withholding ! | 
was to оч 24 -— commerce without trafficking in trade; that it 
ers of FU. = s à not to be competitors of men. In short, the found- 
their [rte lic, the authors of the constitution, believed, as one of 

guished members expressed it, “That nothing should be 
a gd | the local authorities are compe- 

, and nothing by any governmental power which individuals 
[ shall not dwell at any great length upon 
all a few witnesses in support 


don 7 , ” 
€ by the general government which 


"€ do for themselves." 
Eure vt the subject, but only to € s in 
was тпру: In one of the early drafts of the constitution there 
but they — to Congress to build post roads and military roads, 
DOower to es | - dropped. Later on the proposition to give Congress 
to uen bi рыр coaches was voted down. Again, some one moved 
the words + E Y build canals, and that was тоже down. And 
were finally zd we find in the constitution to-day “апа post roads 
by a ities 2s ded to the seventh enumerated power of Congress 
six to five. It was after a long, hard struggle—the seventh 
hority "to establish post of- 
amend by adding the 
in existence, but 
What few roads 
voted 


pem power gave Congress the aut 
words "ird Gerry, of Massachusetts, moved to 
the "bm post roads. The post office was already 
, of transporting the mail was uncertain. 
et stage coaches were 
ere voted down, post 
absolutely the 
rise in 


there 

ES E scarcely passable, and y 

ro anals were voted down, military roads W 
ally passed as 

overnmental enterp 

margin of a 
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only were voted down at first, although fin 
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of this absolute necessity, and that by the narrow 
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The constitution was afterwards interpreted by the men who made it, 
and Presidential messages and State papers of those times are most 
convincing that their idea was that the government did not have power 
to enter the domain of commerce as a factor of trade. While they and 
their contemporaries lived, that interpretation controlled. Jefferson so 
construed it in his message of 1806. President Madison in 1817 vetoed 
д road bill on the ground of no constitutional authority. In fact, not 
until 1825 was any other construction claimed to any considerable 
degree. 

| might give more in number of those early interpretations. 
not, it seems to me, make more conclusive what their ideas of g 
mental function were. And I confess that I am not more concerned in 
their interpretation of law than in their interpretation of intention, nor 
in what they thought of the authority of government ownership, than 
in what they thought of the policy of government ownership. And 
after considerable of research among the time-worn and musty volumes 
that make up the constitutional and political history of their day, | am 
convinced that it was their idea, basic and fundamental, that the govern- 
ment should keep out of business, and out of religion. They specifically 
enumerated the one, and encompassed the other in the general with- 
holding powers "not herein specifically granted." They had before 
them the example of Caesar, tyrannical in power and powerful in the 
control of the industrial wealth of the world. They knew that govern- 
ments became tyrannical as they became powerful, and that they be- 
absorption they controlled the 

The pathway of the world's 
ous 


I could 
overn- 


came powerful when, by competition or 

necessities and pleasures of their citizens. 
history is well strewn with the ruins of nations wrecked on the peril 
expedition of mercenary commerce. When governments are landlords, 
the people are tenants; when governments are employers, the people 
Either relation, in the end, is disastrous to the nation 
and the people. The government should be landlord to as few tenants, 
and master of as few servants as possible. The ideal relation of govern- 
ment and citizen can never be attained while the relation in fact is that 
of master and servant. So keep the government out of business—keep 
it out of competition with its people—let it open up opportunity, but 


are employes. 


never foreclose it. 
My observation, after studying somewhat of the world’s history, has 


been that people are perhaps more susceptible to economic argument 


than to ethical and constitutional argument, and that fear and respect 
for the future are not more potent elements in determining men's 
actions perhaps, than realities of the present. In my judgment, the 
fear of hell after death, although somewhat spectacular and depressing, 
is not more potent in reforming men than the assured realization of 


adequate rewards in the present. I fear that upon this question of gov- 
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ernment ownership more votes may be determined by the financial effect, 
n | on the present generation, than by the 
sociological and political effect upon our grandchildren. Pocket-books 
of to-day may be stronger considerations than the liberties of to- 
тосом. jut іп my judgment both are arrayed against government 
ownership of railroads. It will be ruinous in our day and disastrous 
is sometimes very dear. Most people 
as long as there are 


ог the fancied financial effect, 


to-morrow. What seems cheap 
believe that, but they never will all believe it 
I heard two men talking. One said: 
dollars to buy the railroads,” 
because it was SO much. 
hundred dollars per 
t it was 


bargain counters and sale days. 
- Why, it would cost seventeen billion 
e that convinced him that it was wrong, 

he other man said, * What of it, that isn’t two 


Pm. а American people,” and that convinced him tha 
"e becaus " М «ни cheap. Neither of them went any further, the 
aan аң мча И у squelched his adversary, and the other because he 
Bir capite A ching. Just as if seventeen billions or two hundred 
: och ә j it cheap or extravagant. Т knew а man once who built 
that ar house with no more apparent excuse наг: 
aon : twenty thousand. He had the original cost. Now 
have the "sth ie houses are desirable, but 1 would much rather 
ial — dollars and no house at all than to have à 
people E "eret house and no more dollars at all. A lot of 
eas of the vad М hill of life to the poor house, figuring out the cheap- 

iginalcost. I am not worrying about the seventeen billions 
he problem of paying inter- 
airs and improvements and 
The United States can get 
nteen billions of origi- 


Ecce "Tag nearly as much as I am of t 
lis of титу and operation and rep 
the ins 5 5 we get the railroads. 

ll ios! y | 0 | шу them; she can borrow the seve ! or 
st; anybody can borrow the principal, but neither the United 
a single penny of interest. The 
un when income ceased to 
As soon as 


E quaes else can borrow 
pay iie A man and natıon has beg | 
inis es de eure and interest on borrowed capital. | 
sealed with ^t " = Peter to pay Paul, and they find и out, his doom 1$ 
Wants to wien : Peter and 1 aul. Now of course I know that some one 
know? n fis that the business will pay Из own way. How do x 
The United а p^ years, but not every year—it may not any year. 
how do rur has never made any money out of anything 50 ud 
of railroads T п would out of railroads f Government ownership 

ads has paid in some countries some years, in some countries 
Private ownership has paid at 
I recall that within 
oad mileage of this country 
ould not pay interest upon 
rity that this genera- 


no Ve: | " 
year 
5, but in no country every year. 


time 
as not paid. 


ten om сту at other times it has 
has < SM than а fourth of the railr 
mort с кыбы, auction block because и с 
gages. This is the era of greatest prospe 
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tion, and probably any generation, has ever seen, yet Poor's Manual of 
Railroad Information, the authority that nobody disputes, says that 
some railroads did not make running expenses last year. И also shows 
that some parts of great systems lost much money. The Interstate 
Commerce Commission informed me that thirty-seven per cent of the 
railroad stock paid no dividends last year, and that some were in the 
hands of a receiver. Those railroads, every mile of them, have been 
paying taxes into our treasuries. Under government ownership they 
would not be taxed. I cannot imagine a more distressing event to the 
tax-paying public, unless it would be one of those years when the rail- 
roads, under government ownership, failed to pay expenses, and the 
people not only lose the railroad tax, but must tax themselves an addi- 
tional sum to make up the deficiency of railroad expenses. In that time 
the people will wish, in terms pathetic and expressive, that there was 
some despised and sometimes abused railroad capitalist upon whom 
to unload the deficiency. 

But another question presents itself, would the government be able to 
run the railroads as cheaply as private ownership runs them? Profits, 
you know, is a result of a mathematical process, in which income and 
expense are both equally important factors. As expense runs up profits 
go down, and as profits go down, the deficiency runs up. Expense and 
deficiencies go up and down together. I doubt if any man will contend 
that the government can run anything as cheaply as private individuals 
can do it. There may be particular reasons why the government should 
and must do a certain thing, but there is no reason in the books why 
the government can do it as cheaply. The government never works 
by the rules of economy, but by the rule of necessity, and experience 
of the past has taught us that economy is not а governmental virtue. 
We boast of our post-office system, and yet it has never paid expenses. 
Postal service is cheap of course at any price, but the price has never 
equalled the cost. Yet, notwithstanding, to-day there is pending à 
proposition more or less certain and responsible to run the postal sys- 
tem at half what it costs the government. There is no department of 
the government to-day that would not be run with twenty-five per cent 
less clerks and fifty per cent less salary under private control. Tied up 
with red tape—and sewed up with civil service—the government service 
is neither economical nor exceedingly practical; and a conscientious 
government clerk may find himself somewhat embarrassed to know how 
to escape entanglements in the tape, dodge the rules of the civil service, 
and influence a raise in salary, at regular and respectable intervals. Tam 
not criticising either red tape or civil service—both of them are desir- 
able, to a certain degree at least. They are necessities in government 
service—but they are not income bearers—they are liabilities, not assets, 
and commendable as they both are, I am sure that no living man of 
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wom "1 . | : F 
an will contend that either of them are money makers or ever 


were intended to be. 


R > е Е . ө 4 2 , " " " » * * 
ed tape had a very legitimate origin im the worthy idea of checking 


at public plunder. I may say 
carried to such won- 
Ei неми thi а series £ years it may extract more from 
аел T pitied through the bunghole of increased salary roll, than 

ked and wilful could have gotten with the head of the barrel 
in the popular belief, is the expression of law 
in public works. It was designed by 
service of political appointments. 
ome reforms of 
one way or the 


n E af | 
x: enemies of society in their attempts 
1: او ا‎ 63 

it like many things originally good it has been 


, d UE: 
lrous extremes that through 


left open. Civil service, 
in protest of political interference 
those who wanted to rid the public 
And while it has always been listed among the wholes 
o me without prejudice 


this generation, it has seemed t 
al responsibility to public shoul- 


de most successful in shifting politic 
Ee fraud and failure in the blind alley of civil service 
were ер gi ut wholesome as their purpose 1s, pure as the motives 

at inaugurated them, necessary as they are in public service, 


they are r Sar d 1 А 
у are not adopted by individuals and concerns who act with the single 
It has not been my 


Obiec f ` 
ject of the most and best and cheapest service. 
hem as a single illustration 


inte 10 iam ieg 
ntion to criticise them, but only to use t 
as cheaply as private 


“ why government service is not performed 
Service, 

Bureau heads and chiefs of departments ch 
caprice and will of the 
‘ons than any one portion of gov- 
s, and with each, 


ange with administrations. 


Administrati : 
linistrations change with the people, deter- 


ee ар by general condit 
the SIP work. Presidents serve, at most, eight year | ( 

ads of departments change. It would not be practical to have 1t 
out of harmony with the Presi- 


Otherwise. f 
erwise, for heads of departments, 
r. and between the plan of the 


den , 
Pr ehe work out the plan of neithe 
esident ; | . 
ent and the policy of the department would be ground to failure 


the work of these years. But constant change is expensive. It is a 
is equal to one fire. Just how 
we cannot tell, but we do 
f change—much loss of 


"CEDAR business that three moves 
know "ing would start а conflagration 
experience ael T much loss in the process © 
s. RPM and much of inertia. 
B cop densos financial loss to the public in g 
ee i vs юр that always attends the work of 
ernment sr d to its employes or others. W hether or not the gov- 
ments of ж có tardy with railroad claims as it 1s in other depart- 
that им m lic service, 1S Ol course problematical, but it А ae 
Provision t could be collected m: the government unless specia 
Serious obj — oe made for it. This, to be sure, may not seem à 
made jection, and it may be answered that the prov 
| iat the government n 


overnment ownership, 
Congress in the pay- 


ision will be 
However, it is morally certain tl ever would 
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allow as much means of redress nor as liberal a measure of damages as 
now is possessed by provisional claimants against privately owned 
railroads. 

There is another important financial reason to that portion of the 
country that I live in. I live out there in a State with more square miles 
than all New England. We raise enough pork and beef and wheat and 
corn to feed all of New England. We have more sunshine and more 
pure air than all New England. We have a better country than New 
England. I hope no one will think I am either joking or am over- 
provincial, for that is spoken after much of deliberation. I find that 
eleven thousand five hundred and forty-nine of our people came from 
New England, and no Yankee ever went two thousand miles for noth- 
ing. So far as I can learn there have never been but ten people in Ne- 
braska who ever went back to New England to live, and every time I 
see one of them he apologizes for it. The people out there are better 
than the people of New England—they are the children of New Eng- 
land, and my experience is that each generation is an improvement on 
everything that went before it. But with all this to our credit out in 
Nebraska, we have only two members of the United States Senate and 
six Congressmen, while New England has twelve senators and twenty- 
eight members in the House of Representatives. That is the actual 
count, as I took it from the directory this morning, but in practical 
effect the difference is about three times that much. A senator from 
Maine or Rhode Island not only votes himself, but all the senators 
west of the Mississippi river. If we should, in addition to our other 
qualifications, increase our population to double that of New England, 
she would still have six times as many senators as Nebraska. I want 
more railroads in Nebraska—I want what is there double-tracked—I 
want more engines and more cars, and for my part I would rather trust 
to private capital putting railroads there where they are needed than 
to the exigencies of political log-rolling, handicapped by the discrep- 
ancy of votes that confronts us. Last year there were built in Nebraska 
183 miles of new railroad, while in four States of New England there 
was not a mile built, and in all New England there were built only 
46 miles. Nebraska increased her railroad mileage in 1904 2.67 per cent, 
while New England increased hers .59 per cent. Does any one familiar 
with legislative processes believe the proportion would have been that 
if the 40 votes of New England and the 8 from Nebraska had been 
determining it in a log-rolling scramble on the floors of Congress? 

The power that builds lighthouses in harbors and then dredges the 
harbors to make use of the lighthouses might build railroads, even 
though practical business rules would not have prescribed their need. 
I confess I have no particular genius for statistics, but in the light of 
what has been, I would like to know about how long it would take the 
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, | portion of the roads 
if their location was under government cont t how soon would 
Statistics show that west of the 
ads and only 28 per 
railroads, and 
ate the build- 
It required 
igation of 


лон а арно те 
try west of the Mississippi river to get her 
rol—abou 


she have gotten what she has to-day ? 
47 per cent of the railro 
cent of the public buildings. Private capital built the 
they go where there 1s hope of reward. Public officials loc 
Rgs, and they go where there are the most Congressmen. 
4 quarter of a century of fighting and praying to begin the irr 
^ Ar qus of the west, while during that time the unruly rivers of 
„© ийуу been diked and the dry rivers of the east have been 
dredged in the sum of $450,118,899.95. And when irrigation came it 
ut the best bargain that we could drive was 
paid for our own land with 
ment of every 
—insignificant 


Mississippi river we have ‹ 


was not an appropriation | 
permission to use our own moncy that we 
a lien upon the land for the repayment to the govern 
follar we used. Yet jug-handled as was the propositio: 
as it was in comparison with the gigantic river and harbor appropria- 
tions, it passed only after a hard battle of three days with the more 

of our country. I 


eastern portion 
who 


numerous representation from the 

ge hearing a most distinguished Congressman, a man 
served his district two decades, Oppose the irrigation bill on the 

Кече ре t would be to the detriment of his farmer constituency— 
À meant land in competition with the farms of his district. 

for in speaking for the men 

ho had no farms. While 


as overlooking the 


He was short-sighted in his contention, 
who had farms he overlooked the many more W 
in a home he w 
[f after twenty years of 
of his own congressional 


)Irotectino 
protecting those already established 
oppor - " Г " 

pportunity of others to get à home. service that 


man c : 
could see no farther than the borders 
of home building, how long would he 


district in the important matter 

Le petre he would vote to put a railroad across a great plain to 
Pi 3, million acres in competition where irrigation can open up а 
БА "caida | hope nobody will think that 1 am reflecting on anybody 
E. у it is only à tribute to Americanism. ]t is a tribute 
; zcal and energy and devotion of Congressmen to their. people 
ii their communities. Communities are a good deal alike in this par- 
cular. The people of my section are just as s licitous about getting 


their he : | Ф - 
share in the distribution of the public funds às 
servant will no doubt be largely 


r triumphantly waving well in 


any people on 


e: and my success as à public 
por wrm ability to keep our banne | | ng 1 | 
blic we assault on the treasury. When Congress 15 distributing 
руа I want one for my State, and my people will not be 
if I do not get опе. When Congress is building fish hatcheries 
and lobster coops, and lighthouses, to want à Ssh hatchery 
our fishes do their 


and are full 


I am going 
the fact that 


and ; 
t lobster coop, notwithstanding 
from down east 


own ae А 
hatching and our lobsters come 
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grown. Nebraska people originated in New England and Ohio and 
Pennsylvania and Illinois and Iowa and we have inherited those prop- 
erties legitimately. Nebraska people oppose your ship subsidy to-day, 
firstly because it is wrong in principle, but secondly and thirdly and ever- 
lastingly because we have no ship building out there and we cannot get 
enthusiastic over it. And I fear that Massachusetts with her railroads 
well developed and a mile of road for every four square miles of terri- 
tory, and New Jersey with a mile of road for every three square miles 
of territory, might not appreciate as much the propriety of railroad 
building as we people in young, progressive, and undeveloped Nebraska 
with only seven and one-half miles of railroad to a hundred square 
miles of territory. 

Rural free delivery is not extended to sparsely settled communities 
as it is to the more thickly populated portions of the country. You say, 
the man on the frontier cannot ex- 


of course not, it ought not to be 
pect it—he pioneers—he leaves behind the comforts and advantages of 
the thickly settled portions that he may have the opportunities of the 
frontier. He exchanged advantage for opportunity. He expects great 
reward and in certain particulars must expect to pay the penalty. But 
he does not think so—he knows that the government is doing more for 
his neighbor a hundred miles farther east than it is doing for him. He 
knows that it is doing it at a loss for his neighbor, and that the question 
is one of degree only. It is not right in his eye, and if he had the votes 
it would not be right in the public eye, for he knows that those who 
have it, have it because they had the votes. 

Again you say that the government inaugurated the Pacific Railways 
across the continent before there were any votes out there. Yes, but 
under the impetus of military expediency. It was the old ship “ Ore- 
gon" ploughing the waves around Cape Horn that started the Panama 
Canal. It was the gold discovery in California and visions of an El 
Dorado of wealth far removed from military basis that prompted gov- 
ernmental aid to those great transcontinental lines. 

It was for military purposes that Lincoln in his first message to Con- 
gress recommended the building of a railroad connecting the loyal 
regions of Tennessee and Kentucky. It was for military purposes that 
Prussia built her great railroad in 1848 from Berlin to the Russian 
frontier. It was for military purposes that Germany under Prince Bis- 
mark after the Franco-Prussian war, inaugurated government ownership 
of railroads to cement German unity and insure its permanency. It was 
the death of Chinese Gordon, the heroic struggle of 10 years to recap- 
ture the lost provinces of upper Egypt, the impossibility of maintaining 
communication with Cairo and the world, that pushed the railroad into 
Khartoum as a military necessity. But military necessities may not 
always be forthcoming as we need new railroads. And so I say, that 
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are our industries, unequal 


extended as is our domain, diversified as 
it is unwise to make 


as are the different sections in political strength, 

the railroads political business. Private enterprise has more equally 
distributed its rewards than has the government Santa Claus his politi- 
cal generosity. When the east lets us make a few Rhode Islands and 
Delawares in extent out west, and give them two senators each, and 
when we shall have accepted in fact, as we have in spirit, the Roose- 
аа doctrine of race suicide, and shall have some New Yorks and 
Pennsylvanias in population, with their 69 Congressmen out there, the 
contest will be more equal and one objection will be minimized. But, 
am not willing to risk the future development 


sirs, until it does come, I 
Mississippi river to the unequal con- 


of that great empire beyond the 


te " ' 
est of political legerdemain. 
I : bcd | | 
m not arousing sectionalism, І ат only picturing human nature 


In every section. I am not sentimental, I am only portraying the result 
in every country that has tried government ownership and is large 
enough to have diversified industries and unequal distribution of its 
people. Of course, this would not apply to а tiny little country where 
B ie docs anniy and must be if they find any room at all. 
оди Ln » a great big United States extending from ocean to 
Bol. to A des the [Tropic of Cancer to the Arctic Circle. It does 
in the а with its manufacturing 1N the east, its agriculture 
cid N its population on the Atlantic and its great undeveloped 
Tces west of the Mississippi river. 
E aoe to me enough that because some countries have gov" 
E coercere) with apparent success that we could. I doubt if 
Eu». grii: in any country is as successful and as helpful 
vate 2657 development of its industries and its territory as Ptr 
wrong in ст would be. But if it were apparent to me that I were 
рыда ери 1 would still maintain that there is nO country 
КЕ the { nited States in extent of territory and railroad 
ML A "e and Belgium are the two countries most used to 
Americans to government ownership—Russia because of her 

ise she makes the best showing. But 
Inited States and offer no valuable 
aratively speaking, and 
e in both. 


аа: exc 
people are equally distributed 


ет, and Belgium becat 
E not muse cases to the 1 
еар юг Russia has no railroads, comp | 
^ол ee апоу, while the United States is larg ee 
in a Drag square miles but short in railroad miles. She x ч 
the dry “iy but small in transportation. She occupies one-sixt : 
United 2 3G the earth < surface—she is three times as large as the 

»tates—has twice as many people and has one-sixth as many 


miles на $ 
Bel ла railroads as the United States. 
Cio NE 6 м 
size 2M. occupies a spot on the earths surface about one-seventh the 
e .C 0 ] * "v k А n т Y xm * 
Nebraska, and in that territory lives а population six times that 
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of Nebraska. Get the figures. One-seventh as large as Nebraska and 
six times as many people—11,000 square miles and six millions of people. 
The United States has three and a half million square miles and eighty 
millions of people. Belgium has four thousand miles of railroad and 
the United States has more than 233,000 miles of railroad. Belgium is 
about the size of Massachusetts and has about the same amount of 
railroads. I submit that government ownership of a few miles covering 
a small territory, with people compact and quite equally distributed, 
industries not greatly diversified, is not a very sufficient precedent for 
a country the size of the United States. No country on earth under 
government ownership has had the railroad development that the United 
States has had under private ownership. The countries that have 
trusted to private enterprise to build their railroads have fared better 
than those that have undertaken to develop them by government 
ownership. 

Hungary has government ownership, but it came as a necessity. Pri- 
vate capital would not develop railroads adequate to the commercial 
and industrial needs. The public treasury has suffered and the rail- 
roads are unsatisfactory. 

The story of the railroads of France is a weird and haunted tale of 
disappointment and failure of the government. Her treasury has been 
depleted, her taxpayers have been distressed, and facilities inadequate in 
the end is the sacrifice to the idea of government ownership with which 
France was inoculated from the beginning. Reflect upon the results in 
France and in America in railway building. They began their railroad 
development simultaneously. France, old, rich, thickly populated; 
America young, undeveloped, little of capital and sparsely settled. From 
the beginning in France there prevailed the idea of ultimate govern- 
ment ownership. In the United States the prevailing sentiment was to 
get as far from it as possible. The very year that the first rail of the 
Baltimore & Ohio Railroad was laid in the United States the first little 
coal road in France was completed and when two years later the B. & 
O. had finished its first 15 miles between Baltimore and Endicott Mills 
the first passenger and freight line in France 35 miles long was opened 
between Lyons and St. Etienne. From the beginning the goverment 
was closely related to her railroad. She subsidized them, she guaran- 
teed their interest and finally guaranteed their dividends. She told 
them where to build and how they must operate. In 15 years from the 
time when the United States and France started out together France 
had 1137 miles, and the United States had 5996 miles; and at the end of 
а half century, each working under its particular method, France had 
13,000 miles and the United States had 150,000 miles. And to-day, 
after almost a century of ruin and disaster and uncertainty and ago- 


nizing, France finds herself reaping the rewards of what she has so 
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profligately sown of assuming entire ownership and control in order 
that an adequate system may be supplied. 

In a great country like ours there is so much to d 
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ment ownership they are less offensive and fewer than under private 
ownership." Railroads under any sort of ownership must be operated 
by men—plain, frail men. Successful operation depends upon the super- 
vision and control of the operating under either system. Let the gov- 
ernment control and provide in general the objects that must be accom- 
plished, but trust to the private owner to economically work out the 
details. Half the laws under private control will bring about the end 
we all seek as would produce the same result under government owner- 
ship. Government control is doing business in this country. Only a 
1 casual observation of events during the last 15 months convinces the 
P 1 most skeptical that a ten-thousand-dollar fine and four months’ impris- 

onment is more dreaded by these masters of trade and finance than ten 
| years of perpetual and everlasting blast of the government hot-air 
1 artist. The conviction of the Burlington railway at Chicago a year ago 
made reform the largest word in the railroad dictionary. And since 
the prison sentence of a half-dozen railroad officials at Kansas City for 
giving rebates there has been the greatest repentance among sinners 
since the days when John Wesley walked the byways and lanes in the 
evangelization of wicked and perverse old England; and the way to the 
altar of confession and reform like the way to Europe and immunity 
from summons has grown travel-worn and dusty by the constant and 
| | hurried tread of these conscience-smitten and terror-stricken old dis- 
К criminating rebaters and rebating discriminators. But discriminations 
ЯЗ E are not unknown in countries where the railroads are owned by the 
[ET UE 1 government. The farmers of the wheat-raising section of eastern Ger- 
IU У many have complained for years of the system that has kept their 

н "n products out of the mining districts along the Rhine. Special export 
Е" 3 rates which our courts have condemned are common practice in E 
|] { 9 I Germany. E 
| 1 I found in France that the freight on the same article for the same ! 
: distance over the same track was higher one way than if going the 
E other way. 4 
i There are abuses under government ownership and under private E 
ownership. But no country on earth ever assumed government owner- 
ship to stop abuses. Holland assumed the burden because she had so 
many waterways that private capital would not invest. Germany under- 

"M & took it for military purposes to bind together the several States and 
4 assure national unity for the entire German empire. 

The question that has troubled every other country has been how to b 
get railroads. In America that has been our smallest grief. With а І 
E few exceptions railroads have preceded demand. Just why in this E 
young country capital has been so plentiful and so daring may not easily 
be answered, but the fact remains that nowhere are railroad facilities 
so adequate for every portion of the country as in the United States. 
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ailways, and to-day the 
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revolution here. It would be a spear thrust to the very heart of our 
body politic. It would mean revolution not only to our political ideals, 
but to our commercial affairs. It means paternalism in politics and 
socialism in commerce. Government ownership is the beginning of the 
end of individualism that in my mind has been the best of all American 
virtues. It has been inspiration to youth, encouragement to middle life 
and comfort to old age. It has been opportunity and possibility that 
has ever thrilled the boy with the hope that he might become whatever 
he fitted himself to be. It has been the rough and ready contest in 
America foreclosed to none that has raised up the most splendid type 
of human beings that the world has ever seen. 

In the hope of the people has ever been the inspiration of the man; 
in the inspiration of the man has been the achievement of the nation. 
We would not destroy hope nor withhold inspiration. We shall not 
traduce our century of achievement nor encumber our millenium of 
possibility. А hundred years of American history, a century of Ameri- 
can tradition and a thousand years of American possibilities disavow 
this ghost of paternalism. The hope of the people and the life and 
institutions of the Republic cry out against it. Constitutionally, eco- 
nomically; and politically, Americanism 15 à prolonged and mighty pro- 
test against government ownership of railroads. 
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UNIVERSITY. 
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THE UNIVERSITY COUNCIL AT THE MEETING ON MAY 28. 
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natural to ignore the solidarity of the general culture work in under- 
graduate studies, and the gravitation of things is in the direction of a 
full recognition of this. 


WASHINGTON COLLEGE OF ENGINEERING. 

It has been observed at other universities that the enrollment in 
engineering courses has increased much more rapidly than in the col- 
lege courses, and the statistics of our own school has shown the same 
to be true here. While the requirements for admission to the College 
of Engineering have been more strictly enforced, and an increase in 
tuition fees has been made, the number of students increased from 135 
two years ago to 142 last year and to 150 this year. The fact that under 
these same conditions of heavier entrance requirements and greater 
tuition fees, other departments of the University have had a loss im 
attendance while engineering has had an increase, 15 evidence that there 
is a demand for a college of Engineering in this city, and that we are 
meeting that demand. 

During the year the new engineering laboratories and shops have 
been used, and with very gratifying results. We are now able to use all 
of the apparatus we possess that is of value in teaching, and we are 
giving courses that will compare well with those given in the larger 


and richer engineering schools. 


DIVISION OF EDUCATION. 


Of the one hundred graduate and undergraduate students in the 
Division of Education, 77 are in service in some capacity in the schools, 
s are in Government service, and 18 are not professionally employed. 
The 77 in school service are distributed as follows: 14 are principals of 
schools (2 high school principals and 12 grade principals), 22 are high 
school teachers, 34 are teachers in the grades, and 7 are teachers in 
private schools. The public school service furnishes therefore 70 of 
the 77 teachers taking courses in Education. Twelve of the 18 pro- 
fessionally employed are found in the Arts and Crafts courses; on the 
other hand, one-third of those taking Arts and Crafts courses are 
teachers, and one-sixth are in Government service, showing that these 
courses attract about equally professional and non-professional students. 
The total registration in Arts and Crafts courses 1s 25. 

Of the 63 undergraduate students in educational courses proper, 34 
are candidates for a degree and Teacher’s Diploma, while less than 
one-half, namely 29, are special students. This 1 regard as a promise 
of substantial growth. Most of those who have entered for a degree 
will continue their studies until they graduate ; and many other candi- 
dates for degrees may be expected to enter, now that a college degree 
has been made a condition of eligibility for high school positions. 
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DEPARTMENT OF MEDICINE. 
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DEPARTMENT OF DENTISTRY. 
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NATIONAL COLLEGE OF PHARMACY. 


The outlook for the session of 1908-09 makes it appear that the grad- 


ass will be numerically slightly larger than that of the p 
From the number of inquiries 
will 


uating cl ast 
year; the Junior Class will be smaller. 
that are being received at this season it may be stated that there 
probably be a good Freshman class. 

The Chairs of Pharmaceutical Jurisprudence and Mercantile Phar 
macy became operative during the past session; the courses were well 


attended and the results have been satisfactory. 


DEPARTMENT OF LAW. 
It may not be amiss at this time, in retrospect of the year's work, to 
In the first place, it has been made 
ave recently been brought into con- 
aw-schools of the country, that 
t of 
In 


Say 


note wherein we have made gains. 
perfectly clear to those of us who h 
tact with representatives of the leading | 
this law-school is steadily gaining in reputation and in the respec 
the educational world, so essential to ultimate and real success. 
the second place, while it would be both foolish and ignorant to 
that the work done in the Law School either by teachers or students, 
can be no question that the character 
e- 


is all that it should be, yet there 
of the work done during the past year has shown a marked improv 
ment and that the standard of scholarship has been raised. 

‘In order to provide for the increased work incident to the 
establishment of separate forenoon and afternoon courses, the following 
additions to the Faculty have been made: 

Mr. Justice Stafford, of the Supreme Court of the District of Co- 
lumbia, Mr. Justice Van Orsdel, of the Court of Appeals of the District 
of Columbia, and Mr. J. C. Monnet, now of Harvard University. Mr. 
Monnet will give his entire time to the work of instruction. 


COLLEGE OF THE POLITICAL SCIENCES. 

There are forty-four students carrying on work in the College of the 

Political Sciences. Of this number nineteen are candidates for the 

Bachelor of Arts degree, eight are candidates for the Master of Diplo- 
macy degree, and seventeen are special students. 

The maturity of our students is indicated by the fact that the aver 


This is not surprising when 
teen 


age 


age is twenty-six and three-quarter years. 
it is remembered that among the students there are graduates of fif 
different universities and colleges. In addition to those sudents who 
hold degrees it should be said that several have studied for one or more 
years at other institutions of higher learning. In fact, twenty-three of 
either studied at or graduated from other institutions 


our students have 
of higher learning before registering with us. 
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College of the Political 
educational demand 


that is being inc ' i wA : 
s being increasingly felt throughout the country. [he need for 
{от the public ser- 


The | 
© there would seem to be no doubt that a 
ociences | P i 

nces in Washington corresponds to a genuine 


ану courses that will train men for business, 
у d pursuits is being recognized by an increasing num- 
ت‎ : itutions of higher learning. rhe. city of Washington 

sses an enormous advantage over other cities for training men 
К аө au | The strategic advantages of 

y i uch that we should be neglecting a magnificent educational 
efforts to preempt, as it 


who aspire 
aspire to enter the public service. 


Spportunity if we did not exert our utmost 

were, the territory in political sciences. 
[Since the report was made from which the above 

developing the Col- 


extracts were 


taken а n І . 
leg t considerable fund has been subscribed for 
e o : » AN R 4 7 
the Political Sciences, a house has been rented for occupancy 
been issued describing the 


the C - 
'oming year, and a separate bulletin has 
sent to any address on 


work , $ | : 
МА 1 that will be given. This bulletin will be 
application to the Registrar | 


A RESEARCH FELLOWSHIP IN MEDICINE. 


ason is the 


announc à; 

ceme ; " ^ 11 a ра p 

1908, of e of a Research Fellowship established by the Class oi 

» O the = r p € ‚шч r я , " * 

during e Department of Medicine. The income 0! this Fellowship 
tne "ese " a ^ ^ 

е present year will be $300 or more- already $350 have been 


ai )T 


ЌЕ ove | 
ео ` ‚ , . T ` 
1 the interesting teatures O1 the 1 ommencement SC 


Subscril : 
` ibed, an - 1 ` e , " 
nd it is the intention of the Class to maintain the Fellow- 


It is their wish that 


ship | 
IV g ; : | . 
y annual subscription among its members. 


the aw à 
award |" ; Yes 
of the Fellowship shall be by ргеїегепсе to Alumni of the 


University, The 3 
mittee af 
e QT | 
Th of th« Faculty ої Medicini 
е anno "à f . b : 
ment hv aa et of the Fellowship was made at the Commence- 
mittee Od Frederick S. Avery, Chairman of the Fellowship Com- 
- ot the Class. Dr. Avery 
Juri | Га ; 
ng X : ; ; i2 
by leaps н үз past few years the oc! Medicine has advanced 
А € ! ar OU n ‚ 
great prob] uunds. Many startling discoveries have been made, many 
Diems à 
tered and theories have been shat 


lines of research will be determined by a special com- 


: have been solved, time-worn 

discar A е " 

to-day we ] 4 irded, therapeutic laws have been revolutionized and 
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has attained | [ e upon th« rh standard which the profession 
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ad cause of this phe 
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се, we are impressed by the fact that it has had for its 

truths in themselves 


their very simplicity, they have defied the most 
impressed by the 
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fact that the great majority of these fundamental and all-important 


en brought to light in connection with investigations 


principles have be 
orld, and as the result 


carried on by the great medical schools of the w 
of persistent, thoughtful and systematic study by competent men con- 
nected with these institutions. The members of this Class have been 
imbued with the idea that our Alma Mater should contribute to the 
general movement forward; she should help to add to the working 
knowledge of the modern practitioner of medicine; she should not enly 
teach, but originate. This year the graduating class seeks to establish 
We have subscribed the sum of $300, which we pro- 
University, with which to establish 
ose of prosecuting original research 


a new precedent. 
pose to place at the disposal of the 
а Research Fellowship for the purp 
work in the Medical Department of our University." 


“THE JAMES CRICHTON COLLECTION.” 


collection of butterflies has been recently 


A new case containing a 
was made by 


placed in the Zodlogical laboratory. This collection 
Mr. James Crichton, a resident of Washington, and an artist and nat- 


uralist of much promise, who died March 1, 1907, at the age of twenty- 


seven years. 
Mr. Crichton was a native of Baltimore. He was of Scotch descent, 


s “The Admirable Crichton.” His generous na- 


of the same family : 
and 


influence of travel and wide experience of men 
knew him, very unusual gifts and attain- 
ith rare aptitude for learning, versed im 


ture, under the 
places, exhibited to those who 


ments. He was a student w 
in classical literature, music and art. He had trav- 


India. and shortly before his death he 
He was cosmopolitan in his 


biology, astronomy, 
elled widely in Europe and in 
had engaged to give lectures of travel. 
views, broad in his sympathies, versatile in his gifts, and notwithstand- 
ing his early death, admirable for what he had accomplished. He was 
a miniature painter; his most 
atures on ivory, showing rare 
His interest in 


an artist who had achieved success as 
notable work was in the painting of mini 
ability to catch a likeness and express spiritual quality. 
collections of butterflies, one of which 
his friends have presented to the University. This contains many beat- 
tiful specimens, including rare and interesting varieties of great value 
to the student; it will be known as the “ James Crichton Collection.” 


natural history is shown by three 


UNIVERSITY CONVOCATIONS. 
The Fall Convocation of the University was held at Belasco Theatre 


October 16, 1907. The address was 


on the morning of Wednesday, 
Andrews, of the University of Ne 


made by Chancellor E. Benjamin 
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THE EIGHTY-SEVENTH ANNUAL COMMENCEMENT. 3? 


br; Sk: ыы " , < - , + , 
iska on “ Phlegm versus Frenzy in Some Current Discussions." This 


address appeared in the October Bulletin. 


Drees war E a 
egrees were conferred upon 19 candidates, distributed as follows: 


A. B. 1; B.S. 1; M.D. 4; LL.B. 10; LL.M. 1; M.P.L. 2. 
Relasco Theatre on the morn- 
ade by Senator 
Americanism 


е Winter Convocation was held at 
E oe February 22, 1908. The address was m 
"e J. Burkett, of Nebraska, on " The Protest of 
against Ownership of Railroads." 

Degrees were conferred upon 10 candid 
Es 1; B.S. in Arch. 1; B.S. in C.E. 1; M.Dip. 1; 

„I;i ‚ 2; LL.B. 5; LL.M. 1; D.C.L. т. 

Music was conferred upon Pro- 
University, New York, and upon 
U. S. Marine Band. 


ates, distributed as follows: 
M.S. 1; 


; h« honorary degree of Doctor of 
Cs P Ar - ‘ " : 
| sor ( ornelius Rubner ot € olumbia 
ACL А " p. ' * - 
itenant William Н. Santelmann, Leader of the 


THE EIGHTY-SEVENTH ANNUAL COMMENCEMENT. 


On 3 
ound: я 2 i . ; ; 
lay afternoon, May 3i, the Baccalaureate Services Oi the 


Universi 
Versi! І "A ч "T^ а , 
D.D ty were held at Belasco Theatre. The Rev. Charles Wood, 
Th ome the Baccalaureate Sermon 
le Univercity С ^ 
morni Mversity Commencement was held at Belasco Theatre on the 
ng о alg We E 
mad E «i| Wednesday, June 3. The Commencement address was 
Т} у President Needham. 
lere were o : ; | " " 
Be : Were 210 graduates, distributed as follows: A.B. 22; B.5. 7; 
Ө. In bi E : tee? T uc : 
Chem. 2; B.S. іп CE. 3; B.S. in Е.Е. 2; B.S. ш М.Е. 3; 


M.S 
АЖА, ы), $e / “а " ` n ` А 
8; LLB VM. s: CE. 2: EE. 1; PhD. 2; MD. 45; D.D.5. 19; Phar.D. 
TI ^D. 65; LL.M. 6; M.P.L. 20. 
le ho (OT? p , » ~ P م‎ ч 
Paine. Р согагу degree of LL.D. was conferred upon Willis Seaver 
x reside , . xd «ре? : 
upon Fr 1 ident of the Consolidated National Bank of New York, and 
Chic ederick James Volney Skiff, Director of the Field Museum of 
11( аро, Р 
Duri 
ng à - 
Senior d Commencement Week Class-day exercises were held by the 
AASS of = - М * 
t ti f Arts and Sciences, and the Senior 


Clas« Fn ic Department « 
Sox 0 the n i ч , 
Enosinian Society had а 


prize debate : Дреа адре of Law ; the 

Needham ee em debate was held between the Columbian and the 
exhibition of чар Ld the Division of Architecture had ап 
Reception and Bal of the students; the graduates held their Annual 
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uring the vear 
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of Engineering, 9; Division of Architecture, I; Division 
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of Education, 2; College of the Political Sciences, 7; Department 
of Medicine, 51; Department of Dentistry, 19; National College of 
Pharmacy, 8; Department of Law, 114; Honorary degrees, 4. 

Since its organization in 1821, the University has conferred 7105 
degrees upon 5668 persons. 

The Secretary of the General Alumni Association, whose office is at 
the University, endeavors to keep a list of the addresses of all Alumni. 
His catalogue now contains the addresses of 3823 graduates. It is 
known that about 1200 are dead, and information is lacking in regard 
to the others. All Alumni are urged to keep the Secretary informed of 
any change of address or occupation, and to supply information in 
regard to their fellow Alumni. 

The General Alumni Association held its annual business meeting 
and banquet at Rauscher's on April 24th, which was attended by more 
than тоо Alumni. Mr. E. C. Brandenburg, President of the Associa- 
tion, was toastmaster. Speeches were made by Charles W. Fairbanks, 
Vice-President of the United States, Hon. J. Adam Bede, Member of 
Congress from Minnesota, Justice Van Orsdel, Dr. J. J. Kinyoun, and 
President Needham. Several of the branch alumni associations in 
other cities also had annual banquets. 

In furtherance of the efforts to raise a fund for a new site and for 
endowment, the General Alumni Association appointed an Alumni Com- 
mittee to coóperate with the University Committee. Substantial con- 
tributions have been made by the Alumni to this fund, and it is expected 
that the total will be largely increased during the coming year. 
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| THE FALL CONVOCATION. 

l'he Fall Convocation was held Wednesday, October 21, at a quarter 
The address was delivered by 
f the Supreme Court of 
he University. His 


before five o’clock in University Hall. 
Hon. Wendell P. Stafford, Associate Justice o 
the District of Columbia, and Professor of Law in t 
subject was The Gospel of Poetry. 

Degrees were conferred by the President upon II € 


lows: M.D., 2; LL.B., 7; CE, 1; M.A, 1. 


andidates as fol- 


THE GOSPEL OF POETRY. 


A1 DRES " , = ^ -~ 
DRESS or Hon. WENDELL P. STAFFORD, LL.D., AT THE FALL CONVOCA- 


TION, OCTOBER 21, 1908. 
Iatthew Arnold called poetry a criticism 01 life. But is it not rather 


an inte 26: > è > 
iterpretation? An interpretation, too, that exalts life, showing И 


to be 
“Not harsh and crabbed, as dull fools suppose, 
Apollo's lute." 
e shall not deny that it has a 
and cherish 


But musical as 15 
If that can be shown to be its office w 
gospel. For the world has no interest so deep as to promote 
onset бурит life itself more interesting and more attractive. I ven- 
' Bay that there lies the goal of all training and all culture—to 
make life itself richer and worthier of our love. Science and research, 
Wehen and discovery, the discipline of body and of mind, music, 
all ms E -what are they all if their final product be a weariness of 
bad => What shall it profit a man 11 he gain the whole world and 
8 s own life? 
l'o do our best, the work we have in hand must seem worth doing. 
succeed without first being smitten 
And what is that but saying that 
are filling the eyes 
dreams. If we 


3 


эщ any one, I wonder, ever really 
with a sort of passion for his task? 
to him it has appeared highly poetic? The men who 
of the world to-day are only acting out their boyish 


es ere e 
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could trace the achievement back to its source, back through the years 
of mastery, the years of training, discipline, and preparation, the years 
of waiting and’ perhaps of groping, we should come at last upon the 
hour of vision, some moment when to do the thing now being done 
appeared transcendently attractive, the one thing that could: make the 
wine of life sweet to the very lees. 

The occupation that absorbs your neighbor's eager days and nights 
may seem prosy enough to you, but you may be sure it is not common- 
place to him. He probably wonders how you manage to pass the time. 
Why, I have met people who thought a law-book must be dry! Persons 
of intelligence have asked me if it was not very dull business, presid:ng 
in court. In court! A place where every secret passion shows its face; 
where every character must act its part; where human life goes on 
before your eyes contracted to the limits of a play, yet not a play but 
the reality itself, the issues of life and death often coming to be settled 
in a moment, in a word; a place where, if you listen, you can almost 
hear the whirring spindle of the Fates and sometimes the dreadful 
clacking of the shears! To sit in the seat of judgment, to exercise in 
your brief time the power that has come down to you pure and unspotted 
from the hands of the great judges of other days, to have before your eyes 
an ideal of justice calm and self-poised ; swift to hear, slow to speak; 
unseduced by flattery and unawed by power; justice that sees no rich, 
no poor; no learned, no ignorant; no black, no white; but only me", 
equal before the law. Believe me, that is not so dull a business after all. 

The sentiments that give human life dignity and charm are invariably 
poetic. Hospitality, for example. What is it but a poetic view of the 
relation between host and guest? Among certain peoples it has been 
almost the only instance in which men have risen above savagery: 
Elsewhere cruel, even treacherous, they have felt the appeal of beauty 
in a sentiment which bade them think of themselves as too noble t? 
abuse the confidence of those who had placed themselves in their power 
and relied upon their magnanimity. 

The subtlest and most powerful appeal that can be made to human 
nature is the appeal that takes for granted the inherent nobleness 9 
the person addressed. If it is at heart a kind of flattery, it is a flattery 
worthy of the courts of heaven where the princes are gods and the 
courtiers are angels. 

Then there is patriotism. Who does not know that the patriot ig à 
poet? He is a lover, and the lover is always a poet. We have seen 
whole nations turned poets over-night by some sudden peril to the 
land they hardly knew they loved. Yesterday they thought of theif 
country, if they thought of her at all, as so many people, so much tert 
tory, such and such advantages to themselves, To-day a blow i$ struck 
at her existence, and the language of trade and politics, the court-house 
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and TOS 
the senate-chamber, has become too tame and sordid to express 


their t " 1 “үх ^ А on 
houghts. Their country is deified, and only the poets can speak 
Flags must flutter 


Of her in fitti 
rin htting terms. All steps must go to music. 
And nothing 


from every housetop. Gold is only good to buy bayonets. 
oim doing except to die in the glory of her smile. 
be ‘sag Р а thing as the poetry of behavior. Perhaps it would 

xact to say, there was. For one may be excused at times for 
buried world C ; the lost graces of a dead and 

orld. Go, stand by the tomb of Washington, where hundreds 
sweet and whose 


doubting w 1 
ng whether manners be not one of the lost 


come а; 

ni ^ and go each day, hundreds whose days are 

Ights are safe Y ; : : 
are sate because he suffered for them. See them draw near its 


doors "^* » " ч 
and gaze upon a spot where reverent love should almost put the 


shoes F wr: . "ee А - р 
ind e off its feet, it is so holy. Yet you may be surprised 1f now 
апа the , a А - - _ 
\ "єп you see a head uncovered! It was left for Asiatics to teach 
America 1 : 4 

cans how they should bear themselves at the grave of the Father 


of his ” ти i ‚ 
S Country. I wonder if we have not too long neglected the poetry 
most of all, in 


of a 8: iw s А ' ' ЧЕР" 7 

7 sane and rational formalism in civic business, and, 

1€ CO1 ` 1 "ү" . д _ 
писе of the courts. I doubt if we realize how the public may 


be | 
imp & 7 = 7 * . * “ 
pressed through the imagination as well as through the reason 


when latos у M ; ‚ ; 
is justice is administered not necessarily with pomp, but with the 
4Ccompanimentza T Om : e А 
s panimments that suggest its power and authority. Do not mus- 
inderst; . 

stand me. I would not make haste to clap on men the mere sym- 


bols : бара 
S and furnishings of dignity. Let these wait until they are demanded 


скае and deeper recognition of the meaning and majesty of 
баа ү, 'ut I do not look confidently for a day when they will be 
Solem: 28 as the natural expression of a recovered sense oi something 
ЮЧ enforcement of the will of a free and 


а 

mighty i ‚ Ј 4 - . - 
81у people. For, protest against it as you шау, imagination and 
It is 


sentime; | : 
ient will go on ruling the world as they have always done. 
ıs are children, who 


ugust in the visible 


only C fusi ad s : 
Y the few who are sophisticated; the rest ot 


mus ba А 
t be spoken to in parables. 


UNIVERSITY APPOINTMENTS. 
l'he following appointments have been made in the University since 


the lac - 
last Commencement : 


Harry C AE 
RY C. Davis, A.M, І.Н.р...........:. Secretary of the University 


Columbian College. 
JULES : 
Е M. MART 25.4.5 с. cé chua eM dal o Gn o c PERENNI French 
Si V AMOlRS. ode ; гс ce Coo eis e duse d ERE M Spanish 
SIDNEY I, Korn х афо 
Y I. KORNHAUSER, А.В...... Instructor in Biology 
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Division of Architecture. 


W. H. I. FLEMING, B.S. in Arch. ............. Assistant in Architecture 
Delos HAMILTON 5мітн, B.S. in Arch........Assistant in Architecture 


Department of Medicine. 


IRVING KING PHELPS, Ph.D....................Instructor in Physiology 
HARRY G. HANKINS..............Student Assistant in Anatomical and 
Physiological Laboratories 

„. ... Student Assistant in the Pathological 
Laboratory. 


CHARLES Leroy Вкоск....... 


College of the Political Sciences. 


PO SE te TT DORER n ьо Lecturer on Colonial Administration 


Henry C. Apams, Ph.D, LL.D...... Lecturer on Interstate Commerce 
Accounting 


Teaching Fellowships. 


Tuomas L. KIBLER, A.M............ Teaching Fellowship in College of 
the Political Sciences 


WILLIAM S. STEVENS, A.B.......... Teaching Fellowship in College of 
the Political Sciences 
_...Teaching Fellowship, Department of 


A. Lewin KILIR A.B........ 
Chemistry 


WILLIAM T. SHEPHERD, Ph.D...... Teaching Fellowship in Division © 
Education 


THE SECRETARY OF THE UNIVERSITY. 


Mr. Harry Cassell Davis, recently appointed Secretary of the Uni- 
versity, graduated from Columbian College with the degree of Bachelor 
of Arts, in the class of 1878. He was a tutor of Greek in the Prepara- 
tory School for two years until 1880, when he received the degree 9 
Master of Arts from the University. He was then appointed Adjunet 
Professor of Greek under Dr. A. J. Huntington. This position he 
resigned in 1882, and became Assistant Principal of Hillman Academy: 
Wilkes-Barre, Pa. He became Principal of the Academy in 1890, an 
remained in that position until 1905. He moved to Philadelphia ! 
ist Companys 
University: 
| historica 
n him 


1905 and became secretary and director of the Federal Trt 
which position he resigned to accept the Secretaryship of the 
Mr. Davis is the author of several books of a literary ап‹ 
character. The honorary degree of L.H.D. was conferred upo 


by this University in 1894. 


e% 


UNIVERSITY FELLOWSHIPS. 


UNIVERSITY FELLOWSHIPS. 
Ihe Board of Trustees has recently established five Fellowships in 
Graduate Studies, which will be available for the first time, for the 
academic year of 1908-10900. One of these Fellowships yields $600; two, 


A 


500, and two, $400 per annum, but they do not exempt the holder from 
he charges for tuition. The holders of these Fellowships are expected 


e dx 


{0 teach Undergraduate classes not less than two, nor more than eight, 
hours а week in the departments of instruction in which they are pur- 
suing graduate work, These Fellowships are to be bestowed upon candi- 
dates who take regular Graduate courses with a view to the Doctor of 
Philosophy degree and expect to devote their lives to teaching or re- 
search in some branch of science, politics or letters. The appointments 
for the session of 1908-1909 are filled by the Committee on Fellowships 
under the following regulations: 
kg The application should be made in writing, to the Dean of the 
Faculty of Graduate Studies, and he will refer the papers to the Com- 
=e On Fellowships, by whom the appointments are made. Hereafter 
applications for Fellowships for the next session should be on file by 
May r. 
T Testimonials and references should accompany the application. 
l'he candidate must give evidence of a liberal education, such as a 
in good repute ; of decided capacity 


Bache] "М F 
ors degree from a college 


for research, such as a piece of scientific or literary work already per- 


formed: and of upright character and high attainments, such as testi- 
Monials from former instructors. i 

3. In making appointments, the Committee will first consider candi- 
dates who have already done graduate work in this University, then 
candidates who have dia graduate work in other universities, then 
candidates who have engaged in research under other than university 


auspices, but in every case the final decision will be determined by fit- 


ness for the Fellowship awarded. 

Every holder of a Fellowship is expected to give from two to 
“ight hours the departments of the University in 
Which he 


of instruction in 


пе 1S a candidate for a degree. m 

" | 2m "үү; " , 
5. He must reside in Washington during the academic year, and wil 
be expected to devote his time to the prosecution of his special studies, 


Р | - - Т . 142127 ° atte ifl- 
under the direction of the profes sors in charge, with a view to the attain 
ment of the Ph.D. degree. He may not engage in any occupation out- 
Side of hic regular University duties without leave ot the Committee 


on 
6. 


Fellowships, 
" e mp ~ - ry »Ҳ Pf- 
He may be reappointed at the end o1 the year, but only for exce[ 


попа] reasons. 
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7. Doctors of Philosophy of this and other universities of high grade 
may be appointed Fellows by Courtesy in this University and enjoy all 
its opportunities for research without charge. 

For further information, communicate with the Chairman of the Com- 


mittee on Fellowships. 
CHARLES E. Munroe, Chairman, 
MITCHELL CARROLL, 
SHEPHERD I. FRANZ, 
Committee оп Fellowships. 
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Students in the University. 


DEPARTMENT OF ARTS AND SCIENCES. 
GRADUATE STUDIES. 


In Attendance. 
City address. 


n Name, Legal residence. 
arb "Y m. ч тс Т T 
ra ur, Alice Maud.............Conn. ..... 1738 N Street, N. W. 
P „ 1883, Wellesley College. 
орісз English, Economics. 


Co] А 
oy. ROR Dieta aa e O ae College Park, Md. 
сы 1908, Oklahoma Agricultural and Mechanical 
College. 
M —Chemistry. 
еа 4 ^ » ry ~ 
= Асе... kooks doe BAM odds a Susquehanna. 
т, 1399, Woman's College, Baltimore, Md. 
optc— Physic в. 
Ed . 
Cic ^e "m 
е ед, Geo ge Steed, osans MIG, .-...-, [he Coywood. 
To, » 1901, The George Washington University. 
opic Chemistry., 


Fox ›, - 
n А Paul Jefferson. ...... .. t | 
Se. 


Bureau of Chemistry. 


Tobi 1900, University of Chicago. 
OODLES] ' " - 
" ps Chemistry, Geology, Bacteriology. 
Teene ss FRAN 
n н ertram William B...... DEC ca were 
Pew Ы n ` d 
» 1902, Massachusetts Institute of l'echnology. 
H Psychology. 
untinot, ` А 
A üngton, Carl Douglas.......N. Ү...... 
А .B., 1908, > 


1829 Jefferson Place. 


Topic 
Patent Office. 
Topics- CI Hamilton College. 
` iemistry, Physics. 
Jacobsen, Karl 
В.А, 1902, 


- 
F 
^ 


un 


Theodore. rq v . Wis. у DM .218 A Street, 


M.A, 1, Luther College. 

ЖУН mn | SEVETONY of Wisconsin. 
N 1; 2 reek, Latin. 
ha" , homas Brew, Jr.........D. С...... The Hawarden. 
^ 1907, Pennsylvania State College. 
Engineering. 


Topics JM 

5 — ; x , r 

: Civil. Engineering, Hydraulic 
.Bureau of Chemistry. 


Pal 
aimore eels Г 
re, Julian Ivanhoe......... Và. 


B.S 

^» 1902, M.S., 1904, Virginia Polytechnic In- 
Stitute, 
l'opic- 


I —Chemistry. 
' 
ollo * Le y* * " " » E 
E а. William McCally.......W. Va. ... .332 Indiana Ave. 
To r, 1898, University of West Virginia. 
Pic—( hemistry. 


THE GEORGE WASHINGTON UNIVERSITY. 


Name. Legal residence. City address. 


Turkenton, William James.......D. C. I513 33d Street. 
B.S. in C.E., 1908, The George Washington Uni- 
versity. 


Topic—Advanced Masonry. 
Muse "FUE, TF. vic icc roe esu 500s AE P Street. 


B.S. in Chem., 1906, North Carolina Agricultural 
and Mechanical College. 
Topic—Chemistry. 
Whitehead, John Roy io ......War Department. 
E.E., 1907, Purdue University. 
Topic—Mathematics. 
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Doctor of Civil Law. 


Miller, Clarence Alphonso.......Mo. .......Matamoras, Mexico. 
LL.B., 1899, Kansas City School of Law. 
LL.M., 1905, M. Dip., 1906, The George Washington 
University. 


Shibley, George Henry AG TUE т Ontario. 


Electrical Engineer. 


Gordon, Hayner Haskell.........Ohio I310 Girard Street. 
B.S. in C.E., 1908, The George Washington Uni- 
versity. 
Mortimer, Charles Ward Miss. .....1530 I Street. 
B.S., 1902, Mississippi College. 
M.E., 1907, Cornell University. 
Steele, Frank Bailey.............W. Va. ....2024 G Street. 


Graduate from Virginia Military Institute. 


е 
зз эр e e d uia LR co oa et. - жїз ed ЦР о} cm om ода 


tmi 


PI dod 
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Civil Engineer. 
Adams, Raymond Edmond А 707 22d Street. 
A.B., 1891, Central High School, Philadelphia, Pa. 
Senior, Thomas Richard. ........D. C. 
B.S. in C.E., 1908, The George Washington Uni- 
versity. 


тю? we Fe 5 adr bn е е 


Master of Science. 


Allen, Edward Riley.............]Ill. ........1225 11th Street. 
B.L.A., 1906, University of Illinois. 
Topics—Major, Chemistry; Minors, German, Geology. 
Brown, Robson De S Iowa ......1515 O Street. 
B.A., 1907, The George Washington University. 
Topics—Major, Chemistry; Minors, Geology, Chem- 
istry, Spanish. 
Boughton, Everett William 1. Y. .....9%7 16th Street. 
B.S. in Chemistry, 1907, Polytechnic Institute of 
Brooklyn. 
Topics—Major, Chemistry; Minors, Bacteriology, 
Pathology, Physiology. 


STUDENTS IN THE UNIVERSITY. 


Name, Lega! residence. City address. 


m i | j * 
ibler, Alton Lewin............. Va. .......1323 R street. 
A.B., 1904, Randolph-Macon College. 
Горїсз Major, Chemistry; Minors, Agricultural 
( hemistry, Bacteriology. 
cl fresh, Ralph Finley.........D. C. .....309 M Street. 
GE., 1908, Lehigh University. 
lopics—Major, Economics; Minors, Mathematics, 
Hydraulic Engineering. 
hively, Robert Rex............. Okla. ......1020 Park Road. 


B.S. 1902 Ok! 7 ! she л] 
, 2, ота Agricultural and Mechanica! 


Coll rec. 
Tobi: Mox | 
opics—Major, Chemistry; Minors, Electro-chem- 


istry, Mineralogy. 


Sterrett, John Adlum............D. C. ...+-Springland, Pierce 


Road, D. C. 


sS б лч 4 | S i 
.5., 1908, The George Washington University. 
opics—Major, Electrical Engineering; Minors, Ме- 
5 chanical Engineering, Mathematics 
Swett, Otis Dow...... 
^P 1891, LL.M., 1892, Columbian University. 
^*^, 1904, The George Washington University. 


Topic | i | 
opics—Major, Chemistry; Minor, Chemistry. 


Md. .......Chevy Chase, Md. 


“ere 


Master of Arts. 


Allis, Frank С N Y. .....1751 Willard Street. 


1 OV, > . . . . . . . . . . . . TOi 
л. 

m 1903, Cornell University. 

Л..М., 1906, A.B. 1908, The George Washington 
[ niversity, 

Ti Moe | . : liti 
а s— Major, Economics; Minors, Political 
Science, Law, 

› : 

Bali І a - a مد‎ 
: lwin, Edward Damon........Oregon .1736 G Street. 
"m 1906, Whitman College. 

°pics—Major, Sociology; Minors, Public Law, 
жер 

| Political Science. 

Churchi 
urchill, George Morton. ...... Mass. 
- 1596, Boston University. 

oPics— Major, History; Minors, History, Political 
science, 

ummond, Mary \ 

з аре, 1905, Woman's College of Baltimore. 
оі " i 
P'C$—Major, Education; Minors, Psychology, 


Latin. 


Dr 


ly, Selden Магуіп.............:0. <. eee 50 5 Street, N. W. 


LL.R ‚ е 
„В., 1894, LL.M., 180s, B.A., 1905, The George 
T ington University. 
Otre 4 
4 +—Ма]}ог, Education; Minors, Psychology, 
sociol ry, 
Hop - т pP - $ = , 
pson, Howard Colwell........Wis. ......Interstat 


B A ) ^ > ; 1451 
B.A., 1908, The George Washington University Commission. 


Го! 
Opics X ue > 
j Mai Political Science; Minors, Гоп al 


Economy, Hist TY. 


Valter. Dh Qu asse s 1E Columbia Road. 


Commerce 


11 


Mill 


a) эла oir tic tae ды. 3 52. 
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12 THE GEORGE WASHINGTON UNIVERSITY. 
Name. Lcgal residence. City address. 


Kramer, Stephen Elliott. .........D. С. „1318 S Street, N. W. 
B.S., 1906, The George Washington University. 

Topics—Major, Education; Minors, Psychology, 
Education. 

Lampson, Lawrence Vincent.....Ohio ......1011 B Street, N. E. 
A.B., 1906, Oberlin College. 

Topics—Major, English; Minors, History, Education. 

Lowe, Henry Francis............D. C. .....215 5th Street, N. E. 
L.I., 1890, College of William and Mary. 

B.S., 1903, The George Washington University. 
Topics—Major, Education; Minors, Education, Soci- 
ology. 

McAvoy, Catharine Agatha...... DU 
A.B., 1908, The George Washington University. 
Topics—Major, Latin; Minors, French, German. 

Miller, Alvin Wilson............Ill. 

B.S., 1908, The George Washington University. 
Topics—Major, Mathematics; Minors, Electrical En- 
gineering, Physics. 

Owens, Oscar Lee...............Md. 
B.D., 1905, Rochester Theological Seminary. 
Topics—Major, English; Minors, Philosophy, Soci- 


..1917 17th Street. 


.2914 N Street. 


.Cambridge, Md. 


ology. 
Paddock, Ernest Moorhead......Pa. 


B.A., 1894, University of Pennsylvania. 
Graduate, 1897, Episcopal Theological School, Cam- 


.934 North Ave, 
Allegheny, Pa. 


bridge, Mass. 
Topic—Philosophy. 

Schoenfeld, Hans Fr. Arthur..... D. С. 
B.A., 1907, The George Washington University. Cleveland Park. 
Topics—Major, History; Minors, History, English. 

Simmons, William Wyatt. .......Miss. .708 roth Street. 
B.A., 1905, Mississippi College. 

Topics—Major, Sociology; Minors, Economics, His- 
tory. 

Sullivan, Francis Paul...........D. C. ..... 1823 U Street. 
A.B., 1904, Georgetown University. 

Topics—Major, Architecture; Minors, Philosophy, 
Classical Archaeology, Architecture. 


..3448 34th Place, 


Young, Julia Elektra Ludlow....N. Y.......Nat'] Cathedral School. 


B.A., 1906, Barnard College, Columbia University. 
Topics—Major, Latin; Minors, Greek, Archeology. 


Doctor of Jurisprudence. 


Willard, Charles Franklin.......Mass. .....1340 Girard Street. 
B.S. in M.E., 1901, B.S. in Naval Architecture, 
1902, Massachusetts Institute of Technology. 
J.B., 1906, J.M., 1907, Boston University Law 
School. 
Topics—Major, Corporations; Minors,  Constitu- 


tional Law, Corporation Finance. 


! 
І 
| 


“eg 
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Doctor of Philosophy. 


Name. Legal residence. City address. 


Alden, Levi Russell.............-D. C. .....809 L Street. 
B.A.. 1903, M.A., 1904, Columbian University. 
Topics- Major, History; Minors, Law, History. 


Backus, Cyrus + ЖУЛДУ у. сч U. S. Patent Office. 
Ph.B., 1896, LL.B., 1896, Cornell University. 
B.S., 1904, Columbian University. 
M.S., 1905, The George Washington University. 
lobics—Major, Electrical Engineering; Minors, 
Physics, Chemistry. 
Betts, Philander.................N. J. -..... The Oakland. 
B.S., 1891, M.S., 1895, Rutgers College. 
E.E., 1903, Columbian University. 
Topics Major, Electrical Engineering; Minors, 


Chemist: y, Mathematics. 


Bolger, William Augustine.......Mich. .....Holy Cross College, 
| Brookland, D. С. 


) » ҮР г i : 

Ph.B., 1907, | niversity of Notre Dame. 
T ' ' " " 7 " > lie. 
lopics~ Major, Economics: Minors, Sociology, Polit 


ical Science. 


х Жай аА: th Street, S. E. 
Church, Calvin Grant. .......... Md. .......11I 12th Stree 


» . : 
B.S.. 1900, Maryland Agricultural ( ollege. 
M.S ^p» 

1 l.S., 1902, Columbian University. 

l'opics Major, ( hemistry; Minors, Chemistry. 


Clark, Marion Serre eee er: С хее ..Cecilton, Md. 


; : x ч i Taf ad 

B.A., 1901, M.A., 1903, Western Maryland College. 

lopics— Major, History; Minors, Law, Political 
Science, 


i | > 15 Street. 

Custis, Horace Hatch...........D. C. .....912 15th Stree 
A.B. 
M.A 


, 1906, Johns Hopkins University. 

. 1908, The George Washington University. 

Topics ‘Major, Chemistry; Minors, Geology, Bac- 
teriology, 


1 3 Street, S. E. 
Deis, John Homer. ..............D. C. .....119 B Street 
| 


' " Е ™ " 
aB., 1902, Columbian Universitv. 
M.A 


7 ТЕ А m f - 2dh Oa 
*» 1908, The George Washington Liniversity. 


Topics Major, History; Minors, History, Sociology. 
Doan, Mary Ind. .......Ioth St. and Grant PI. 


B.S ' : ; 83 
"S. 1891, M.S., 1893, Purdue University. 


y 2, Earlham College. 
l'opics- Major, English; Minors, Sociology, Phi- 
losophy, 


4 
* 
h 
* 
a 


Doyle, Aida Mary Penn. .....1123 Dartmouth Street. 
B.S., 1808, M.S., 1899, Columbian University. - 
Topics Major, Chemistry; Minors, Chemistry, 

Geology, 
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$ 
Name. Legal residence. City address. i | 
Edler, August Friedrich W......Germany ..3513 Center Street. | 


B.A., 1906, M.A., 1907, M.Dip., 1908, The George 
Washington University. 

Topics—Major, Germanics; Minors, 
Science, History. 


"E RENS Sevo ives A 
B.A., 1892, Harvard University. 
M.A., 1893, Gallaudet College. 
M.A., 1898, Columbian University. 
Topics—Major, Mathematics; Minors, Applied 
Mathematics, Astronomy. 


Houghton, Harry Wilson........Md. 
B.S. in Chemistry, 1906, M.S., 1907, The George 
Washington University. 
Topics—Major, Chemistry; Minors, i 
Histology. | 
Hillyer, William Eldridge..... D. C .....1365 Park Road. | 
B.S., 1899, M.S., 1900, Columbian University. i 
Topics—Major, Chemistry; Minors, Chemistry, | 
Electrical Engineering. 


Political 


| 
| 
....Kendall Green. | 


4 
i 
| 
..... Bureau of Chemistry. | 
{ 
| 
Anatomy, | 

i 


Hinman, Ida suo Iowa ......1529 О Street. 


B.S., 1892, A.M., 1902, Columbian University. 
Topics—Major, English; Minors, German, French. 
Huddle, John Thomas ae MGs ooi, FB МА Street. 
A.B., 1891, A.M., 1896, Roanoke College. 
Diploma in Divinity, 1896, Gettysburg Theological 
Seminary. 
Topics—Major, 
English. 
Kibler, Thomas Latimer.........Va. 
A.B., 1904, Randolph-Macon College. 
M.A., 1908, The George Washington University. 
Topics—Major, Economics; Minors, European 


Diplomacy, Sociology. 


Kimball, Herbert Нагуеу........ 
B.S., 1884, New Hampshire College of Agriculture 


Psychology; Minors, Sociology, 


2.1333 R Street. 


N. H. .....Library, U. S. Weathe? 
Bureau. 


and the Mechanic Arts. 
M.S., 1900, Columbian University. 
Topics—Mayjor, Astro-Physics; Minors, Meteorology. 


Lyon, Marcus Ward, Јт......... N. J. ......National Museum. 
Ph.B., 1897, Brown University. 

M.S., 1900, M.D., 1902, Columbian University. 
Topics—Major, Zoólogy; Minors, Neurology, His- 
tology. 

McBryde, Charles Neil..........Va. 
B.S., 1891, University of South Carolina. 
M.S., 1893, The Virginia Polytechnic Institute. 
M.D., 1807, The Johns Hopkins University. 

Major, Bacteriology; Minors, lotany, 


s.s... 1230 G энен 


Topics 
Geology. 


EC 


999 | 


ol 
ee 


STUDENTS IN THE UNIVERSITY. 


i ` ity address. 
Name Legal residence. City 


и PE urvev. 
MacDonald, Donald Francis.....Wash. .....Geological Survey 
B.S., 1905 University of Washington State. 
M.S., 1906, The George Washington University. 
Topics—Major, Geology;  Minors,  Paleontology, 
Chemistry. j 
Mattern, John ..................Germany ..431 6th Street 
1904, abitur, Cleve Gymnasium. 
1904-6, Universities of Münster and Bonn. 
Topics Major, German; Minors, Latin, Greek. Kinley School. 
Mattern, Louis Wilson..........Penm. ..... McKinley 
B.S., 1894, Petinsylvania State College. | 
Topics Major, Chemistry; Minors, Chemistry. 


ligh School. 
Mills, Joseph Strayer............Md. ..... r Hig 
.A., 1890, M.A., 1893, Western Maryland Col- 


lege. 
Topics—Maijor, Chemistry; Minors, Mineralogy, 
Physics, t4 New York Ave. 
Newberne, Robert Edward Lee...Texas .....914 ! 
M.D., 1893, Georgetown University. 


D.D.S., 1898, Tacoma College Dental Surgery. 
B.S., 1901, M.S., 1901, Columbian University. 


Topics—Major, Neurology ; Minors, Anatomy, ; 
Physiology А 
A І 21st Strect. 
Nin-Frias, Albert. ...............Uruguay ..1410 


1. A.S.. 1907, Montevideo University. "hilosoph v 
Fish... Maior, Sociology ; Minors, Philosophy, 


English x 
мй I L Street. 
Orth, NON, Jr... оо СЕОУ Ga EROR 101 
M.E., 1893, Lehigh University. 
M.S 


S., 1899, Columbian University. | 
я "! SITY. 
Pics—Major, Chemistry; Minors, Chemistry 


›, - ` " pe 
Patrick, George Edward. ........ Iowa 
B.S 


6 Dept. of Agriculture. 


'* 1893, M.S., 1894, Cornell University. iology 

| - - MORY, 

Topics—Major, Chemistry; Minors, Bacteriology 
Chemistry, 


S . Ro6 A Street, S. E. 
Phalen, William Clifton..........Mass. ... 


` а 
S.B., 1899, S.M., 1902, Massachusetts Institute í 


Technology, 2 же 
Opics— Major, Geology; Minors, Petrography, 
Paleontology | T» 
Ky. > ros I lace. 
| 616 Rigg: 
Pierce, Ulysses Grant Baker....D. C. .-.-- 16 
B D IR ila y ce 
+ 1590, Hillsdale College. ж \ 
Topics Maior, Philosophy; Minors, Philosophy, 
English. Alexandria, Va. 
Portner, Edward George........ D. C. .....Ale 
B.S 


*» 1897, M.S., 1898, Columbian University. 
А 'cs—Major, Chemistry; Minors, Chemistry. roo New York Ave. 
‘ichards, Luther Adolph.........Va. D I 
B.A., 1902, M.A., 1903, M.S., 1904 Columbian 
University, 
Topics—Major, 
Astro-Physics. 


Top 


; my, 
Astronomy; Minors, Astronom) 


16 THE GEORGE WASHINGTON UNIVERSITY. 


Name. Legal residence. City address. 


Roark, Ruric Creegan........... Ky. .......900 14th Street. 
B.A., 1907, University of Cincinnati. 
M.A., 1908, University of Illinois. 
Topics—Major, Bacteriology; Minors, Materia 
Medica, Pharmacology. 


Ross, George Albert........... Mo. ....... .2518 13th Street. 
B.A., 1893, William Jewell College. 
M.A., 1898, Columbian University. 
Topics—Major, Mathematics; Minors, Education, 
Applied Mathematics. 
Shepherd, William Thomas...... Ark. ......442 Massachusetts Ave: 
B.Sc., 1899, Ph.D., 1901, Gale College. 
M.A., 1905, M.S., 1906, Oklahoma State Uni- 
versity. 
Topics—Major, Psychology; Minors, Genetic Logic, 
Education. 
Solyom, Herbert Louis. ......... 
B.S., 1902, M.S., 1903, Columbian University. 
Topics—Major, Astro-Physics; Minors, Economics, 
Meteorology. 
Stevens, William Spring.........Me. 
A.B., 1906, Colly College. 
Topics—Major, Political Science; Minors, Inter- 
national Law, Economics. 
Stiles, George Whitfield, Jr da, ......25/4 Bates Street. 
B.S., 1900, Oklahoma Agricultural and Mechanical 
College. 
M.D., 1905, The George Washington University. 
Topics—Major, Bacteriology; Minors, Biochemistry, 
Medicine. 
Townsend, Chas. Henry Tyler...D. C. .....National Museum. 
B.S., 1908, The George Washington University. 
Topics—Major, Zoólogy; Minors, Geology, Botany. 
Waring, Luther Неѕѕ............ Pa. Bureau of Corporations. 
Graduate of Lutheran Theological Seminary, Gettys- 
burg, Pa., 1896. 
B.A., 1905, The George Washington University. 
M.A., 1904, Columbian University. 
Topics—Major, German; Minors, Philosophy, Polit- 
ical Science. 
Wilkinson, Oscar ............... Miss. ......1404 L Street. 
M.D., 1896, Tulane University. 
Ph.B., 1902, University of Mississippi. 
M.A., 1903, Columbian University. 
Topics— Major, Physiological Optics; Minors, Ther- 
apeutics, Medicine. 
Witherspoon, Thomas Alfred. .... Tenn. .... ‚26 Iowa Circle. 
1883, Graduated from U. S. Naval Academy. 
LL.B., 1891, M.S., 1897, Columbian University. 
Topics—Major, Chemistry; Minors, Chemistry, Elec- 
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‚....1012 14th Street. 
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STUDENTS IN THE UNIVERSITY. 17 
W Name. Lega! residence. City address. 
oodward, Sherman Melville....Ariz. ......Dept. of Agriculture. 


E" P ee тр University, St. Louis. 
Е larvard University. | | 
chanic "pu eve Mathematics; Minors, Me- 
W “ngineering, Hydraulic Engineering. 
rightson, James Owens. .......D. C. .....812 20th Street. 
on Maior, Sociology; Minors, в: TES 
Zerhusen, Frank ФИЛЕ СОНИЯ ee College, 
Brookland, D. C. 


А.В ж : 
p ^» 1906, University of Notre Dame. 
Opt: > - * k . " A 
P'cs—Major, German; Minors, German, Semitics. 


UNDERGRADUATE COLLEGES AND DIVISIONS. 


Т ш i 
he following list includes all undergraduate students. The registra- 


tı 
On is indicated by the abbreviations : C.C. for Columbian College; Eng. 
for Division of Archi- 


for 
W ashington College of Engineering; Arch. 
e., and m., after 


tec 
ture; Ed. for Division of Education. The letters c. 
е 
abbreviation Eng., indicate that the student is a candidate for ihe 


ba 
chelor's degree in Civil, Electrical or Mech: nical Engineering; the 


abser 
се of these letters indicates а special student. 


Name. Legal residence. City address. 


Abbe. Edward H., Ed..............Mass. ..The Baltimore. 


M.D., Long Island College Hospital. 
a Kemp Gerard, Eng.m. .D. C. ...913 16th Street. 
i B. Bouis, Arch. ЖОРУ CL EE Із Street. 
MAS red Edmond, Eng.c...Pa. ..... 707 22d Street. i52 
Alde JS era Elsie, CC. 2. 05 Street, N. E. 
Alder, rag Grace, С.С. ZIEL D. C. ...8o9 L Street. 
Allen. (eerie Ruth, C.C.. e^. «OD L Street. 
Ma - nna, С.С.......... eene D. C. ...1419 Q Street. 
ston, Larkin Roy, С.С............Га. .....1005 I3th Street. 


Alv ie ie : 
Vord, Katharine, C.C....... ..The Ontario. 
..3042 R Street. 


Anders | р. С 

Atlee n Henry Melville, C.C.. ..D. C.. 

Austi | ме: May Baits V BRE Street. 
rey Ella Morgan, C.C.... Oc... Xr Street. 
Siri pie CC. sk COE oe ND M ES 
Baker ein. Alphonse, CC. of 1 ИТС e N Street. 
ker, Effie Kline, C.C..............D. C. ...1728 Columbia Road. 


maker, John Bark СС: TSS do G Street. 
a. C. Cooley, Eng.c..........-Md. ... .602 Park Road. 
"Uam, M McGrew, C.C........D. C. ...1013 rsth street. 
Bashfc Ls in Francis, Eng.e. .......D. C. ...2433 М isconsin Ave. 
p bids c Margaret J., Ed.......... V& ... „Alexandria, Va. 

| » George Henry, Ot ЖК. ‚С „Ме. osi .o18 M Street. 
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Name. 


Bauerman, Marian, Ed........... 
Bayly, Howard Paul, Eng.c....... 


Beale, Hilda, C.C 


Legal residence. 
a. Ске 
M. Kew seine 
э эстүү: 


Beckwith, Minerva Griswold, С.С... . Mich. 


Beers, Anne, Ed............... 
Berry, James M, С.С............. 


Berry, Louise, Ed 


Besselievre, Nellie Ecker, C.C....... 
Betts, Ada Rebecca, Ей............. 
Bicknell, Clarence Scott, С.С....... 


Biondi, Harry James, Eng 


Blackley, R. Bassett, Arch. ........ 


.D. C. 


Md. ... 


D. C. 
D. C. 


D. C. 


Bliss, Henry Harmon, C.C......... 


Boesch, Paul Raymond, Eng.m 
Bolton, Meade, Arch 


Bond, Lewis Franklin, Eng.c... 


Booth, Frank W., C.C 


Botkin, Alice Sinclair, Ed......... 
Bowen, Mortimer, C.C......... ess. 
Bowen, Seth Thomas, Eng. ......... 


Bowker, Charles H., C.C.. 
Brackett, Corinne Elizabeth, С.С 


Braddock, George Harrison, "Mh 


Bradshaw, May Paul, Ed.. 


Brakhagen, Minnie Hulda, CC.. enka 
Brame, Arthur Hervey, Eng.e...... 


Brandt, Milton W. Eng.e..... 


Breen, Mary Cecilia, C.C 
Briggs, Victoria, Ed.. 
Britton, Carrie Evelyn, CC.. 


Brock, Ruth Elizabeth, Ed.... 

Brock, Thomas S, Eng...........-- 
Brodie, Ralph, Arch........... 
Brooks, Courtland, С.С........... 


Brown, Mary, Ed. ............ 


Browning, Anna Melrose, С.С....... 
Bruder, William Edward, C.C..... 


Buckingham, Nevell, Arch.. 


Bullough, George Van Ness, CC.. 


Burchard, Edwin Day, Eng.c.. 


Purden, Katherine, C.C......... 
Burklin, Robert Reyburn, C.C...... 
Burnett, Lyle B, CC........ 


obi! 


Е. 


ызак 


ADM de. 


..Texas . 


City address. 


‚317 N Street, 5. W. 


1333 11th Street. 
1820 Kalorama Road. 


..1906 H Street. 

.117 4th Street, S. E. 
..14 3d Street, 5. E. 
.1919 К Street. 
..315 E Street, №. E. 
..511 B Street, N. E. 
Mb 22254 
. .508 7th Street, 5. E. 
‚1412 Massachusetts Ave. 
..1923 15th Street. 

..616 E Street, N. E. 
..506, Iroquois Apt. 


1422 11th Street. 


1206 Columbia Road. 


.1525 35th Street. 
..The Burlington. 
..1025 22d Street. 
..1448 Rhode Island Ave. 
..1310 Vermont Ave. 
,.1464 Girard Street. 
, . Rockville, Md. 

..gor C Street, N. Е. 
..905 7th Street. 
..I317 10th Street. 

..1634 15th Street. 
..1357 U Street. 

..33, The Brunswick. 

..311 C Street. 

..940 K Street. 
..1430 W Street. 
..609 Florida Ave. 

. .1634 15th Street. 
..2464 Ontario Road. 
..3212 Newark Street. 


. .2311 I Street. 
.134 C Street, N. E. 
.122 Tenn. Ave., N. E. 


..1113 S Street. 
..The Franklin. 
..1131 Girard Street. 
..1713 G Street. 


"e 


STUDENTS IN 


Campbell, Worthington Clarke, Eng.eMd. 


An George Franklin, Eng.. .. Mo. .. 
ciem Essex P., Eng.e ..D. C. ..1921 G Street. 
Steg Lillian Evans, Ed........D, C. ..205 D Street, №. E 
Сања Margaret Mary, Ed. ......D. C. ..504 6th Street, 5. W. 
Car Г» Rose Gertrude, Ed. D. С. ..504 6th Street, S. W. 
Cas А. a F., Eng.m. .. ..D. C. ..Bureau of Standards. 
Cash, qon K: atherine, C.C. TOT Семи Tenn. Ave., N. E. 
Cash, ox in Claire, C.C.. = D. С. ..126 Tenn. Ave, N. E. 
Chad Bogart, Arch. N.C. ...2516 17th Street. 
adwick, George Albert, Eng......N. J. ...623 So. Fairfax Street, 
Cham! Alexandria, Va. 
Charl ers, Charles Edwin, Eng.c....N. Y. ..1360 B Street, S. E. 
pacer Robert, x T 8 C. ..1712 H Street. 4 
Chubb, 2 Lilie Alice, Ф". C. ..125 rith Street, S. E. 
Chur 4 Herman id. С g: D. C. . . The Mendota. ‘ 
ê Christine Merrick, ..D. C. ..626 М. C. Ave, 5. E. 
Clark t Henry Noble, ces Ма. ....1748 5 Street. 
С, Auer Culbertson, C.C......D. С .. Takoma Park, D. C. 
Cobur inda 1 A. CU. Tiere" nbi" ^us €. . .IO3 U Street. 
С wy alter DeMeritt, С.С... oD C. 72 22d Street. 
Nein, William Turley, Eng.......D. C. ..2959 Tilden Street. 
an, Ruth Gilbert, C.C. Colo. ...1748 Corcoran Street. 
Бани, John Edw. Walker, EngcD. С. ..!416 К Street. 
Сога Henry Ewing, C.C........ Mo. ‚‚.11518 R Street. 
Сое, m: Selwyn Kennedy, C.C.....D. C. ..216 11th Street. 
Colem:; ayne Reid, C.C. MOM To . .. Langdon, DG 
( ема Thomas ( 'arlisle, "End. р^. C. ..The М estover. 
Conb, п, Edith Lee, Ed... occi. Go 4,1221 Euclid Street. 
Dosen: William T., Еп.с......... D. C. ..311 M Street. 
Се У, Магу, Ва; 21 ИА ЦИ 38 S Street. 
Conn. 1 im Allman, agiti D. C. .-130 DSS, S. E 
t, Louis George, C.C.........D: C. ::626 L Street, №. E. 


THE UNIVERSITY. 


City address. 


Burnett. R Name. : Legal residence. 
Burrell - Edgar, С.С se ‚Рр. C. ..1307 R Street. _ 
Butler. С} illiam W. Eng.m. ......- ‚Ра. .....2129 Pennsylvania Ave. 
mid ey: Marshall, сс: В.С. ли Соне 
Cain | Р “е 1 lawes, Eng.m... -Mass. .1700 15th Street. 
Call. 1 i x : м rae Mp 0. ку MER 1237 Kenyon Street. 
Calvert ч vem Eng.e. .. D. C 1448 Newton Street. 
ны е on Ralls, Eng... ‚Ма. ....1804 G Street. 
Campbell re C.C.. ; .D. C. ..16th and Emerson 
Campbell larry H: amilton, Eng.c..D. C. ..1723 G Street. 
James Lawrence, Jr., Arch.Va. .1977 Biltmore St. 


.1750 Euclid Street. 


. «3043 


P Street. 


Sts. 
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20 THE GEORGE WASHINGTON UNIVERSITY. 


Name. Legal residence. 


Cooke, May Thacher, C.C.........-Colo. ... 
Corson, Edna Lois, C.C............D. C. .. 
..3221 11th Street. 
..2206 1st Street. 


Covell, David Ranson, C.C 
Craig, Harold Kennedy, Eng.c...... 
Craig, Marion Edith, C.C 
Craighill, Susan Robins, Ed........ 
Cranston, Claudia, C.C.............. 
Crockett, Joseph A., Eng.m 
Crowe, John Joseph, C.C.......... 
Crown, James Edmond, C.C........ 
Cummins, Albert Forest, C.C........ 
Curl, Joseph Ryland, C.C.......... 
Curran, William J. F, C.C.......... 
Curtis, Myron Seaton, Eng.m........ 
Cushing, Harriet Morrill, C.C...... 
Dague, Roswell, C.C............... 
Dahn, Franz F. W., C.C............ 
Daniels, Ara Marcus, Eng.e........ 
Dans, Jost P, Bag......... cose 
Davidson, William Falconer, Eng.c.. 
Davies, Joseph Alfred, C.C 
Davies, Robert Gardner, Eng.m..... 
Davis, Adelaide, Ed................ 
Davis, Estelle Hance, Ed............ 
Davis, Rena Preston, C.C.......... 
Deacon, Ralph D., C.C........... 
Dean, Mary Owen, Ей.............. 
B.A., Woman's College, Baltimore, Md. 
Deland, Eugenie, Ей............... 
Benham, Ruth Millicent, C.C....... 
Denning, William Ira, C.C....... 
DeRiemer, Arthur Hyde, Eng..... 
Deyo, Clarence Eugene, C.C....... 
Dick, George Wesley, Eng.........- 
a) о ۹ RN eee 
Dodge, Edna May, Ed............-. 
Dolbey, Frank Crofutt, Eng........ 
Dose, Peter, Baisorii ceret +, 
Doran, Helen Fay, C.C 
Dortch, Mary Harris, C.C.......... Tenn. 


Dougherty, Howard Francis, Eng.c.Md. ... 
Douglas, Willard Raymond, Eng....D. C. 


City address. 


1328 12th Street. 
1154 17th Street. 


2206 1st Street. 


....3062 Q Street. 
..1467 Irving Street. 
..208 11th Street, ЇЧ. E. 
. . Bladensburg Road. 
..221 10th Street, S. E. 
..221 11th Street, S. E. 
..2312 I Street. 
..305 Ist Street, S. E. 
„...Сһеуу Chase, Md. 
..1333 N Street. 
..1226 15th Street. 
..1515 O Street, N. W. 
..The Portner. 
. ..Coast & Geodetic Survey- 
..1226 Evarts St, N. E. J 
..1528 Rosedale St, N. E. 
..1004 N. C. Ave, S. Ё 
..213 C Street, S. E. 
..403 B Street, N. E. 
..2212 Ist Street. 
...1719 G Street. 
..1507 Park Road. 


..507 T Street. 
..Manor House. 

.. The Loretto. 

..1461 Chapin Street. 

.. Treasury Department. 
..322 8th Street, N. E. 

...9010 T Street. 

..610 F Street, N. E. 

‚ ..740 13th Street, 5. E. 
..The Brunswick, Apt 35 
..2129 L Street. 

‚.1510 Park Road. 


‚824 13th Street. 


..Nat'l. Elec, Supply © 


чең 


STUDENTS IN THE UNIVERSITY. 21 


Name, 


Doyle, Burton Jarvis, Arch. ....... 
raper, Henry White, Ed......... 


Dugan, John A., c. ^ NET 


Earl, Merritt. bbs 2 


ч o dais s 
E Ss Donald Montgomery, C.C.... 
Las ò я г " " bey 

erday, George Winship, Eng.e. . 
.. Tenn. 


.AustraliaY. M. C. A. 
№. Y. ..U. S. Naval Med. School 


Eather 7 
ч therly, W alter Scott, C.C... 
4ton, Ernest Risley, C.C..... 


Ebeling. АН Awe es 2. 


Legal residence. 


Em | | Бэра эу > 
: ilin, Wm. Shelton Gordon, Eng.c..D. C. 
unbar, Ralph McNeal, C.C........ 


Dy 
son, Arnold Horton, Uo Чр 


City address. 


„Р. C. ..632 C Street, N. E. 
‚Р. C. ..1303 Fairmont Street. 


..3419 Dent Place. 
..1420 Pennsylvania Ave. 
Md. ....Y; M. Ge 

R. I. ...3008% R Street. 

.Bu. of Indian Affairs. 
Md. ....Chevy Chase, Md. 

D. C. ..1681 31st Street. 

..1002 K Street. 


Hospital. 


t e" Ula, Eng. .. .....Ark. ....170r Adams Street, N. E. 
Ellis. на мек Alexander, C.C...Russia .1213 472 Street, 5. W. 
Ellis, Ral Е van Horn, ‹ Cica al: Q...2m C Stres NN. Ж 
Elwood. cioe C.C.. 5 Del i2. Xa ЖЕ C. A. Bldg. 
пое], ide lam Adams, Eng.c....D. C. ..635 F Street, N. E. 
Engle. c r Edward, Eng.m......Pa €T 1016 S. C. Ave., 5. E. 
English ле е Hanke, У <A BCE Mass. Ave., N. E. 
Estler à : иш, ( A tenen nenne .D. C. ..1215 N Street. 
Estey. oed Smith, Esp.m.:i.42. VI oes 3151 Street. 
Ettenger. ч M., Ed... ЕЕЕ ‚р. С. ..2504 Cliffbourne Place. 
еген Жы. Lee, C. tenen Ind. ....1507 Lamont Street. 
‘ant. dtia Orear, А Nuit al da eq .Mo. LA O10 rath Street. А 
Farnham Ar умела, Bo teen Idaho ..115 rath Street, S. E. 
'arringtor, ages Blanchard, Eng.c. D. С. ..1733 R street. 
'arwell a паноа R., € £ 5 Minn. ..3014 Dent Place. 
ehr. ч E nce Gilbert, C.C......Mass. ..2217 Pennsylvania Ave. 
Fendley To ph, Eng.e. ЕНЕ к. s Patent Ofhce. | 
Finch Ж oseph Martin, CO. a LSU Pennsylvania Ave. 
, Amer Harrison, Eng.c. PI . Mich. . 41211 Q Street. 


„1625 S Street. 


Fincke tate 

a : vem 1 [епгу, Jr., Eng.m..D. C. . 

Fisher ! 1 - ( lingan, Anh. Cn Te ЗЛИ Harvard Street. 
Fitch. (rines Wilton, C.C........D. C. ..1921 © Street. 

Fitch iced Allen, C.C. TD T iab r4th Street. 
пее, ат Reed, A Co ivt ER USD) IE EN 

Fleming ; "ee White, C.C........Ala. ....1412 Massachusetts Ave. 
` eming As in Paton, GC. c IC о yoming Ave. 

, ' W. H. Irwin, Arch........Va. ....1847 Wyoming Ave. 


‘orf: | : | 
ir, Adelina Wright, Ed........ 
Carrington, Arch.......... 


"Oster 


l'oster. Ethel E, Ed.... 


Wisc. ..1326 Euclid Street. 


Va. ....1323 Q Street. 
` то Iowa Circle. 
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Name. Legal residence. City address. 


Foster, Esther, C.C..... ns ,.I19 W Street. 
Foster, Ruth, CC . ,.I19 W Street. 

Frank, Mary Woods, СЫС. 56 5466 . .1003 Otis Place. 
Freeman, Alice L., ^ PERPE PT NE 1 ...1831 V Street, S. E. 
Freeman, Leroy A, Eng...» ..46 V Street. 
Freeman, Louis G., Епфе.......... ,.1700 Columbia Road. 


Pd. 


таро» тозе абы, ы: nr 
From X enn 


M 


zig 
PN] E: p E x 
ЕТЕ xe Р TT А 
ج‎ Kai MEO таан . 
E Wm * - ^ » 
1 i. ست‎ б» za T =. = са det 
+ -— { a 
plete یي‎ "^u 1 + x М - 
em n arii ian ا‎ B ei 
sé" .3 a asd г я чой: бе ре © 


ie раар 


syste In, y обл 


Ф ed 


Frey, Ralph Wylie, C.C..... e 
Frick, George Frederick, Eng... 


Fuerst, George M., Arch 
Fuchs, Henry, Ёпфе.......... 


Fuller, Aubrey Vail, CO iui dinh, e. « 
Fulmer, Howard D., Аёс... 
Galiher, Blanche Pauline........ ee 


..1343 Q Street. 
‚.1838 4th Street. 
..1827 Н Street. 
..11!4 Grant Place. 
, .2318 1st Street. 


1813 16th Street. 


..436 6th Street, N. E. 


..1330 Massachusetts Ave. 
..2556 University Place. 

. 623 East Capitol Street. 
..334 Indiana Ave. 

‚К. F. D. No. 2, Alex- 

andria, Уа. 

. ,,Ioth and Otis Streets. 

. „ „1239 12th Street. 

C. ..1314 N. C. Ave, №. Е. 


Gallagher, George Domonic, Eng. ... 
Gannett, Eleanor, CES s SERENA €À 
Gardner, Helen B., Ed 

Garland, Alexander, Jr., Arch... ... 
Gary, Howland R, Епрт.......... 


— Ф — 


7 

a. 

k 

f 

Í 

| 
1 

è 

1 


Geare, Reginald W. &seh. is deat 
Geschickter, Jeanette, C.C... +-+- 


Gibbons, Jessie Ercell, EE scd 
Gilliss, Helen, Ed a. ....1307 Kenyon Street. 


Goding, Anne M., B Fr, Piae asd C. ..1419 Rhode Island Ave: 
Godoy, George, CO ا‎ ЕА н Now 1006 16th Street. 
Goodrich, Queenie Anna, CG ‚‚.1538 I Street. 

Grady, Ryan Armistead, С.С........ . 1521 29th Street. 

Graff, Leva Burton, ef MC ree Dewey Hotel. 

Graham, Claudia VanNette, Ed....D. ‚1125 6th Street. 

Graham, George Vernon, CC. eu . 3552 10th Street. 

Graham, Jerome Montrose, Arch.... ..1407 16th Street. 

Green, Elsie Eugenia, C.C „ „ „600 23d Street. 
Greenburg, Louis, Arch. socio dines ..612 N Street. 

Griffin, Harry Kemp, e PH е 07 Bureau of Standards. 
Gudmunsen, Isaac Ray, С.С........ со F Street, N. E. 
Gwinn, Thomas Ross, Епе.е........ ,,,1645 К Street. 6. 
Hackett, William T. Eng.c...--+++: D. C. ..1129 Fairmont Street 
Haller, Thomas Edward, Arch.....D. C. ..447 Lamont Street. | 
Halsey, Arthur Sherman, Eng ...207 East Capitol street — 
Hamilton, Charles Burwell, Eng.m. < .. „ „1032 Lamont Street. | 
Hamilton, Walter Clarence, Eng.... ..406 6th Street, $. Е. 
Hansen, Otto W., Епк:с......... ..,18o7 H Street. 

Harrison, Hattie, > onda ais dete ....2100 R Street. 


QC 
C 


- dc 
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H Name. Legal residence. 
art, "Charles; EQ. CTT o vore D. C. 
чш Raymond Sager, Arch........D. C. 
art, William’ Lee CC... 0S4 © 


M.D., 1906, University of Maryland. 
Hartman, Joseph Vance, C.C..... 
Hardester, jen S, Big. i. sss 
Harrison, Robert Horace, Eng.c... 
Hartmann, Wilhelmine, C.C...... 
Haslup, Alice Hina, 4.2.2.915: 


Jys 
A 
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* 99 9*9 $^» 9?*9*9**595*9*99*"97995*4** 


чету John H., Eng.c..... Mass 
Hill Mabel Brown, C.C...........lowa 

Mi, Florence A, CC........ D. C 
Hub Walter Ormsby, C.C. .:.......Mo. 
Hoc Mary Beatrice, Ed. ........D. С. 
Hoff 2 Frank Millard, Eng.e...... Va. 
iia Edwin S, Enge...... ...Pa. 
Holden e, W illiam Henry, Eng.c.. And. vss 
Holla John Greene, Eng.c........ Md. .... 
Holn T Adrian C., Eng.e..........lexas 
Hol nes, Osgood, Arch...........-D.C.... 
Кышы Phoebe, Ed............. D. C. oe 

ine oxford Louie, C.C........Ill. 
Honn dins емди Washington University. 
Honst. arlan Verne, Eng.e........D. C..... 
Ió0t "uad Emil Ernest, Eng.......: Оһо 
Hor оп, Philip Rogers, Arch. .......D. C. ... 

Бап, Francis Vincent, Eng.c.....D. C. ... 


lor ; А 
nung, Elmer Engelken, Arch....lowa ... 
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City address. 


..515 B Street, N. E. 
..1536 6th Street. 


Washington Barracks. 


..226 11th Street. 
..Congress Heights, D. C. 
..2208 Ist Street. 
,. The Berkshire. 
..2114 18th Street. 
..Treasury Dept. 
..1729 Ist Street. 
..2313 Washington Circle. 
. Industrial Home School. 
..1408 Belmont. 
..Takoma Park, D. C. 
. .1004 B Street, S. E. 
..Takoma Park, D. C. 
..2620 University Place. 
..1307 Ist Street. 
...1819 Kalorama Road. 
. .I216 L Street. 
..1305 P Street. 
..1515 Vermont Ave. 
‚1221 Newton St., N. E. 
..1419 W Street. 
..1414 Hopkins Street. 
.933 Westminster Street. 
..Ioo6 B Street, S. W. 
..3314 P Street. 
....2013 G Street. 

..523 B Street, N. E. 


1829 Corcoran Street. 
Amer. Sec. & Trust Co. 


..1528 1st Street. 


1444 Belmont Street. 
2307 18th Street. 


..1114 D Street, N. E. 


400 8th Street, N. E. 


..II03 17th Street. 


roos Mass. Ave., N. E. 
733 13th Street. 
r313 K Street. 
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24 THE GEORGE WASHINGTON UNIVERSITY. 

Name. Legal residence. City address. 
Hough, Edgar Joseph, Eng.m...... D. C. ...1515 O Street. 
Hough, Roland P., Епфс........... Va. ....Ballston, Va. 
Howard, Frank A., Eng.m.......- .D. C. ...1800 S Street. 
Howard, Mary, C.C........... .Neb. ...16 R. I. Ave, N. E. 
Howell, Ralph William, C.C. ...... D. C. ...612 17th Street. 
Hronik, Joseph, C.C......... ee .lowa ...823 21st Street. 
Huff, Carrie, С.С................. Miss. ...1702 F Street. 
Hughes, William G., Eng.m....... „р. C. ...The Eutaw Apt. 
Hunter, Annie Rachel, C.C........ D. C. ...1211 34th Street. 
Hunter, Gertrude, Ed..............D. C. ...1445 Massachusetts Ave 
Huntting, Horace Parsons, Eng.m. ..N. Y. ..The Alabama, Apt. 207. 
Hurley, John J., Jr., Eng.c.......-- ‚Р. C. ..бо K Street. 
Ingersoll, Edwin Henry, LL elus D. C. ...Bu. Animal Industry. 
Irby, Robert Garland, С.С......... D. C. ..1348 Euclid Street. 
Jackson, Maude L., С.С.......... „Р. C. ..3630 13th Street. 
Jacobs, Benjamin Richard, C.C..... Calif. ... Bureau of Chemistry. 
Jeffrey, Frank Rumer, С.С......... Wash. ..823 21st Street. 
Jenkins, Oliver Lloyd, Eng.m......Ind. ....718 N. C. Ave, S. E. 
Johnson, Charles Albert, ES 0... cet S Sut 
Johnson, Ross Holbrook, C.C.......D. C. ...1804 Belmont Road. 
Johnston, Mildred Floyd, Ed. ......Ш. C. ...1962 N Street. 
Jones, Cyrus Alexander, С.С....... .Md. ....Chevy Chase, Md. 
Jones, Eleanor Isabelle, C.C....... Ohio ...426 Luray Place. 
Jones, Mary Glenn, Arch.. „Va. ...:.1627 I Street. 
Jones, Robert Pepin, C.C.. ‚.Мазз. ..301 Md. Ave, N. E. 
Justement, Louis Henri E., cos ,.N. Y. ..914 L Street. 
Keathley, Lillie У., C.C.........-- ‚М. C. ..The Concord. 
Keats, Harold, C.C.. See ee XS PT. 
Kelly, Mark M, C. C.. > ces diio Ek vd Calif. ..1110 L Street. 
Kengla, Herbert Lorenza, Eng.c....D. C. ...2924 Wisconsin Ave. 
Kennedy, Charles Bayard, Епұ.е... .D. C. ... 1304 13th Street. 
Kennedy, John Thomas, C.C... CUN, ere Y. M. C. A. Bldg. 
King, Winifred Mary, С.С......... .D. C. ...1803 14th Street. 
Kinsell, Rex Emir, С.С............Іома ...1335 ! Mass. Ave., S. E. 
Klee, Charles Raymond, Arch...... N. Y. ..3224 R Street. 
Knowles, William Alexander, Arch. .D. С ,..U. S. Natl Museum. 
Kramer, Frank Henry, Eng...... ..D. C. ...506 3d Street, S. E. 
Kuan, Ching-lui, C.C........... China ..2001 19th Street. 
Lane, Marian Ursula, Ed.. „. Eng. ...1126 Connecticut Ave. 
Lasley, Dana McGuffey, ө MEL. D.C. ... The Albemarle. 
Latimer, Philip Averitt, Eng.c...... D. C. ...226 12th Street, 5. E. 
Lattleslund, Hilda M.. N. D. ..1223 Vermont Ave. 
Lawrence, Glenn Bonet ‘Sone... , D. C. ...3425 14th Street, 


Brookland, D. © 
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Name. Legal residence. City address. 
Lawson, Margaret Lucile, Ed...... N. C. ...815 C Street, N. E. 
Lazard, Неше, Birds i. cocos esM France .1341 L Street. 
Leonard, William Michael, Eng.e...D. C. ...520 G Street, N. E. 
Lepper, Henry Albert, C.C..........D. C. ...1020 6th Street. 
Liebschutz. Eugeine, Ed............France .1527 Newton Street. 


Lindsay, Alfred Briscoe, C.C. ...D. C. ...1809 18th Street. 
Litchfield, Henry Edward, Eng......D. C. ...1240 Half Street, S. E. 
Little, Agnes Inch, Ed.... ae C. ...332 Md. Ave., N. E. 
Little, May K., CC... . Ga. 131 A Street, N. E. 
Littell, Mabel Shaw, C.C.. _.D. C. ..The Baltimore. 
Longley, Clifford Boc. IIL. .1915 Calvert Street. 
Lovering, George Varnum, C. Сабе Mass. . . Interstate C'm'ce Comm. 
Lower, John Haworth, Eng........N. Y. ..The Marlborough. 
Lucas, Anthony Fitzgerald, Jr., Eng. D. C. ..1406 16th Street. 
Lucas, Leah Roberta, C.C..........D. C. ..1612 Ist Street. 
Luers, George Arthur, ye ..Md. ....The Cumberland. 
Lusby, Charles Edward, .D. C. ...2909 O Street. 
Lynch, Laura Virginia, C.C. ‚Р. C. ...128 East Capitol Street. 
Mc Auley, Hugh Nesbit, Asch fi DID. С. ...530 218 Street. 
McC alip, Curtis Edgar, Eng.m......Ind „Тһе Lincoln, Apt. 17. 
McCarthy, Joseph Henry, Eng......D. C. ...609 2d Street. 
McColm, Anna M; у, Ed. ..Iowa ...The Olympia. 
McConnell, Harry R: inad. Engm. Va. ....601 N. C. Ave. S. E. 
McDe rmott, Frank Alexander, С.С... C. ...45 U Street. 
McGovern, Francis Ja СС... ..R. I. ...702 19th Street. 
McGraw, Fred M., C. ..N. Y. .. Takoma Park, D. C. 
McGuffey, Margaret Drake, Ed.....Ohio ... 26 17th Street. 
McKee, Mabel Park, Ed.... ‚Рр. C. ...615 Maryland Ave, N. E. 
Mc Knight, Nannie J.. Ed..... .D. C. ..3037 Dumbarton Ave. 
Mc Lear, Alice Bush, Ed.......-. Del ....1514 К Street. 
McPike, Martin John, Eng.c.....---Pa. .....812 Ist Street. 
Malnati, Antoinette. Ed.. ү J..D. C. ...712 East Capitol Street. 
Manning, Thomas R., Eng..........Pa. ..... 26 2d Street, N. Е. 
Manville, Loren Robert, Eng.c...---S. D. ...1515 О Street. 
Marcus, Mandel, C.C. ari. .224 Indiana Ave. 
Maret, але. Rd: Ыы ed .. Switzerland.1719 13th Street. 
Marr, Anna, C.C..... „D. C. ...1818 S Street. 
Marsh, Allen J., C D.C. ... McKinley Manual 

| Training School. 
Marsh, Charles Wilder, C.C........D. C. ...3430 Brown Street. 
lartin, James Luther, C.C..... ‚мд. .Baltimore, Md. 
Marvin, Francis Edwin, Eng.e......D. C. ...606 F Street, N. E. 
Marye, Tench Tilghman, C.C. .......D. C. ...1526 29th Street. 
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Legal residence. 


City address. 


26 THE GEORGE WASHINGTON UNIVERSITY. 
Name. 
Masters, Lilla V., Ed..............- 


A.B., Wellesley College. 
Mattingly, Gentry Heard, Eng.e... 


Mayne, John Clarke, С.С........... 
Махсу, Kenneth Fuller, C.C........0. 
Megee, Mary Lena, Ed............ k. 
Mever, Will Beck, С.С............. 


Miller, Clarence William, Eng.e... 


Miller, Dayton Baird, С.С.......... 
Millington, Yale O., C.C............ 


Moneyway, James Lewis, C.C..... 
Monk, Ella May, Ed........ 


Monroe, Edgar Hewitson, Eng...... 


Moody, Theodore Lyman, Eng.c... 


Moore, Lee Varick, С.С............ 


Morton, Carrie L., C.C............ 


Muncey, Eliot May, С.С............ 
Myers, Charles Claude, C.C........ 
Myers, Henry Bernard, Eng.c....... 


Newbold, Katharine Mitchell, C.C. 
Newhouser, Roy Lyman J., C.C... 


Newton, Grace Gadsdon, Ed........ 


Newton, Margaret, Ed............. 
Nicholson, Helen Sellman, C.C..... 


Nickerson, Chester Arthur, C.C.... 


Nickel, William Frederick, Eng.e... 


Nicolson, Geo. Dudley Gordon, Eng. 


Nielsen, Joseph Nicolay, Arch..... 
..Uruguay.1410 21st Street. 


Ub ТРТ» 
A С 


Nin-Frias, Helena, C.C.......... 


Nutt, George Sinclair, C.C......... 
Oehmann, John William, Eng...... 
Olmstead, Mary Pauline, C.C....... 
Ord, Gladys Anne, С.С............ 
Ortiz, Miguel, Eng.e............-- 
Osgood, Rose Cornelia, C.C........ 
Osterhout, Karl Jackson, C.C...... 
Outwater, Mrs. Kate Sorrell, Ed... 
Owens, Norris Wilbur, Ed......... 
Palmer, Elizabeth D., Ed........... 
Padgett, Harold Dement, Eng.c.... 
Parsons, Beuleh Elizabeth, Ed...... 
Panopio, Eliseo M., Eng............ 


. Md. 
. Mexico 


"RRR 
> WP 
„ ӘУ 


. 2055 Wisconsin Ave. 


..475 F Street, S. W. 

..4201 Brightwood Ave. 

..1118 Rhode Island Ave. 

„. Grant Road. 

..609 P Street. d 
‚.821 11th Street. | 
‚.15 Quincy Place. 

..1009 Newton St. N. E. 

.1454 Fairmont St. 

..I812 G Street. 

. go1 Virginia Ave., S. W. 

,.I512 P Street. 

..I219 Q Street. 

..200 A Street, S. E. 

..1337 R Street. 

,.1804 14th Street. 

‚1412 Columbia Street. 


D. C. ...1362 Kenyon Street. 

Pa. .....217 East Capitol Street | 
D. C. ...1452 Fairmont Street. | 
D.C. ...1625 К Street. 

D. С. ...2821 Q Street. 


Wise. ..1739 F Street. 

Md. ..I333 12th Street. | 

Va. ....Navy Dept, Bu. Com S | 
Кер. 

Minn. ..1615 Florida Ave. 


Minn. 


N. Y. 


...507 Stanton Place, 
.,130 East Capitol Street 
..Chevy Chase, Md. 
.1002 M Street. 

..The Victoria. 

.613 C Street, 5. E. 
..620 F Street, 5. W- \ 


.. U. S. Coast & Ge 


617 C Street, N. E. 
N. Ё 


.315 R Street. 
.1331 Fairmont Street: 


. 816 18th Street. 


.1229 15th Street. 
od. Suf- 


2979) 


STUDENTS IN TH 
Name. Legal 
Pardee, Elmer W., Eng.e.......--- 
Parry, William, Епе.е.........:. 
Patchell, Fred James, С.С....... 
Patterson, Ruth Capelle, Ed....... 


Patters 
itterson, Russell Brown, Eng.c..-- 
.D. C. ...2120 H Street. 


‚Р. C. ...1705 21st Street. 
|... Mich. ..1243 5th Strect. 


Pellett, Mirl Edison, C.C....... 
Phillips, Marguerite, Ed. .... 
Pierce, J. F., Eng.e..... i y» 
i Ulysses С. В. С.С........... 
per, Coti EL. Шбс 
is Walter Logan, Eng.m.....--- 
ass, Joseph, C.C........ 

Poole, George, Eng.m........ 
Бе Irwin, Artch....... ere 
eoe Robert John, Eng.c. 
mid ( harles Hollister, Сге 

s, Edgar Cordell, C.C...... 


5 

Mary B; Rd. seen.‏ ج 

— Augustin Michael, Eng.c.. 
urcell, Tobias Edwin, Arch......: 


Pyles, Hester Ellen, С.С......... 


ү 
D. C. .. 

D.C. ...813 Mass. Ave. N. E. 
D. € 

D. С 


EE, Harold Edwin, Eng.e. .... 
ый, Julia May, Ед........ 
“еатеу, Irewster, С.С......:... 
"ads Maximilian F., Eng.c.... 
E Alberta Brown, C.C...... 
| 006, Ad&, CIC. Enis 
Richard, Vernon Irving, С.С........ 
Richards, Alice Mary, Ed..... 
Richards, Ruth B., Ed. ......-- 
Riley, Albert Austin, Eng.c.....--- 
Rives, John Joseph, Ей.......... 
Roberts, Norman, С.С...........· 
R — 1897, University of Pennsylvania. 
ч арр, Frank Beverly, Eng.e..--- 
"gels Frank Beecher, Eng.c..---- 
~ogers, Orville S., Arch.......- 
Rose, Anna Lorette, CU... 
чө Lily Aurelia, Ed. ...... 
"orte Horace Dodge, Eng.c..:::: 
<ussell, Lewis H., Arch......-- 
Ryan, William David, Jr, CC.. 
Safford, Howard Palmer, Eng.e 


N. Y. ...916 roth Street. 
...Pa. .....1328 New York Ave. 
VER ор. N Street, S. W. 


D.C. ...1302 30th Street. 


_.Germany.223 H Street. 
D.C. ...903 E Street, S. Ms 


D. С. ...1131 Euclid Street. 


D.C. ...1327 Newton St, N. E. 
Mass. ..821 16th Street. 


6, «te oe Street. 

Va. .... Falls Church, Va. 
DAE dv BOR Massachusetts Ave. 
Ohio ...118 R Street, N. E. 


ОМ. C. ...316 9th Street, N. E. 
D.C. ...707 22d Street. 


OL .....1430 W Street. 
„Ark. ...1452 Belmont Street. 


„№. Y. ..3538 Warder Street. 
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residence. City address. 


D. C. ...2016 15th Street. 
D. C. ...2016 15th Street. 


D. C. ... 1616 Riggs Place. 


D. C. ...916 F Street. 


D. C. ...3225 11th Street. 


N. C. ...316 East Capitol Street. 


S. C. ...1402 L Street. 
.. Y. M. CA. 
лиһ and W Sts., S. 3 


..I31 A Street, N. E. 
‚1746 N Street. 


Va. сә Alexandria, Va. 


D. C. ...309 B Street, N. E. 
. 1114 25th Street. 


D. C. ...De Soto Apt. House. 
N. Y. ..1342 Girard Street. 


D. C. ...1725 Euclid Street. 


Md. ....2003 G Street. 


Ill. .....909 13th Street. 
D. C. ...2445 Brightwood Ave. 
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THE GEORGE WASHINGTON UNIVERSITY. 


Name. Legal residence. City address. 


Sende ШАМА: ЗА: сэ» ә a OEY 


Saunders, Clara Rossman, Ed..... 
Schaub, Gustav Adolphus, C.C..... 
Schladt, George J., Eng.e.......... 
Schmitt, Hugo Rudolf, Eng.e....... 
Schmitt, Waldo Lasalle, C.C........ 
Schnabel, Fred, Eng.............. 
Schreiber, Ernst Otto, Jr., C.C.... 
Schultz, Dorothy T. N., C.C........ 
Scott, Jos. Addison Preston, Eng.c. 
Scott, Oliver Hazard Perry, Eng.c.. 
Sebree, Jessie Lydia, C.C...... 
Seltzer, Naomi Ruth, C.C... 

Shackelford, Laura, C.C..... 

Shannon, Lucile A, C.C........... 
Sherwood, Sidney Forsythe, C.C.... 
Shinnick, Harry Allison, C.C........ 
Shioman, Mary P., Ed.............. 
Shoemaker, Maynard Parker, Eng.. 
Shrader, James Houston, C.C....... 
Shuman, Mrs. Mary Barber, Ed..... 


роруру 


— 
© 


s 
A 
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Germany.1360 Kenyon Street. 
Satterlund, Hilda M., Ed........... N. Dak. .1223 Vermont Ave. 
Saum, Irving Randolph, Eng.c......D. C. ...1308 Girard Street. 


„ Ohio 
.lexas 


JUS 
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... The Brunswick. 
..1419 Chapin Street. 
..820 B Street, N. Е. 
..211 Florida Ave. 
..2II Florida Ave. 


к. ries 1521 I Street. 


...642 E Street, N. E. 
... The Plaza. 

..504 8th Street, N. E. 
‚..320ў 11th Street. 

. .. Ammendalec, Md. 


...941 Westminster Street. 


...024 Md. Ave., N. Е. 


‚ «2215 14th Street. 
....1515 O Street. 

» ...70 T Street. 

.'... 3064 Q Street. 
....1638 New Jersey Ave. 


...804 Oth Street. 


‚ «ee 1311 M Street. 


Shuman, Royal Lewis, C.C........Pa. .....1311 M Street. 
Simpson, G. Sailer, Eng.c..........D. C. ...1477 Columbia Road. 
Simpson, Walter Scott, Eng.c.......D. C. ...508 roth Street, S. E. 
Singleton, Ina Duvall, C.C..........D. C. ...2020 H Street. 

Sipe, Susan Bender, C.C............D. C. .,, The Ontario. 

Sisco, Henry Nathaniel, C.C........D. C. .., 1602 Vermont Ave. 
Skidmore, Elnathan J., C.C........Mich. ..1514 K Street. 
Skinner, Hosea Edwin, C.C........Ill. .....1433 L Street. 

Small, Madison Ruff, Ed............D. C. ..1466 Harvard Street. 
Smallwood, Dorothy Archibald, C.C.D. C. ...2107 5 Street. 

Smith, Chester Harvey, Eng.e......D. C. ...327 2d Street, N. E. 
Smith, Delos Hamilton, Arch.......Ariz. ...1905 F Street. 
Smith, Everard Hall, Eng.c........D. C. ...637 Mass. Ave, N. E 
Smith, Emma Miriam, Ed..........Md. ....800 E Street, N. Е. 


Smith, Frank Newman, C.C........ 
Smith, Harry Locke, Eng.c...... 

Smith, Hoxsie Yost, Eng.e......... 
Smith, Mary Louise, C.C............ 
Smith, Janie Alice, C.C.......... 
Snelling, Henry Hornor, Eng.m.. 


... Гре Ontario. 

..313 S Street, N. E. 
...1619 17th Street. 

... The Madrid. : 
...637 Mass. Ave. N. E. 


2.3522 Ioth Street. 
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Name. Legal residence. City address. 


Spalthoff, Wm. Dornedden, Eng.e..N. Y. ..1747 U Street. 
Springer, Jessie Е. C.C........... Ind. ....The Dewey Hotel. 
Stabler, Harold Brooke, Eng.e.... ‚Ма. ....1214 | Street. 
Stafford, Charles F., Eng.m. .......N. Y. ..1515 О Street. 
Starr, Relda A, С.С..........::.::. N, Y. ..11 4th Street, S. E. 
| Staulil, Edgar J., Eng.c............N. D. ..1010 N Street. 
| Mass. ..1115 К Street. 


Stearns, Orlo Foster, C.C. 
.Forest Service. 


Steever, Laura Winfield, С.С...... C. .. 

Stewart, Barton Shriver, Arch. .... C. X. Mi CS 
Stewart, Elmer, С.С..............: C. ...1644 Newton Street. 
Stout, Joseph Duerson, C.C....... .D. C. ^. .22999 8th Street. 
Streamer, Louis Milton, Епе....... C. ...746 12th Street, S. E. 
Stromberger, Alice P. Ed. .........D. C. ---1325 Mass. Ave, 5. Ё. 
Stutler, Ward, Arch................W. Va. .1730 G Street. 


Stuwe, J. Daniel, Eng.c............ Minn. ..1017 P Street. 
„448 P Street. 


Sullivan, Anna Ermingarde, Ed.... . 
Summy, Helen, C.C.........-. D. С. ..920 roth Street. 
Summy, Katherine Strong C.C......D. C. ...920 roth Street. 
Taylor, Irving Paul, C.C............D. C. ...1433 Belmont Street. 
Taylor, James Norman, C.C........Del 1400 L Street. 

1 aylor, Margaret Randolph, C.C....D. C. ...1330 U Street. 
Thatcher, Arthur S, C.C........... P&. ..... Bureau of Chemistry. 
Thompson, Frank Meredith, C.C....D. C. ...Langdon, D. C. 
Ohio ...904 Mass. Ave., N. E. 
76 5 1444 Rhode Island Ave. 
„Silver Spring, Md. 


~ 


Thompson, Herbert H., Eng.m....-- 
Thompson, Walter H., Eng.e......-- 
Thomson, Harriet Huntington, C.C..Md. ... 
Thorne, Harold Carrier, Eng.e.....Minn. ..The Victoria, Apt. 2. 
Thrall, William Gove, Eng...» b esate 1010 15th Street. 
Todd, Cecilia, Ed.c.......lssccswssDy и МИЛ IPIE. ИНЕ 
Tolson, Lillian Irene, Ed. ......-..--* ‚.125 I2th Street, N. E. 
Ггасу, Ethel Wynne, Ed.... .. The Willson. 
Truesdell, Stephen Riggs, Eng.c.... wo Harvard Street. 
Tucker, Prescott Stanley, С.С... .. 633 G Street, N. E. 
Tulloss, Joseph Clark, Eng.m...--- 1110 F Street. 
Tunstall, Florence Marie, C.C....:: 
l'urnburke, Vernon Palmer, Eng.e.. 
Udy, Stanley Hart, Ch. wc sins spar 
Underwo, d, Harriet, Ed.......-----N. 
Van Alstyne, Harry Kendall, C.C. ..N. 
Vance, Georgie E, C.C.......--* 
\ andegrift, John Leslie, Eng. -=+ .D. 
Vanden Bossche, Henry P. Eng.c. . Mass. 
Veihmeyer, Frank, Eng uuo Л, ерт 


DIED <4 
50; 


ÉL 
ANNALAN ANN’ 


..1302 L Street. 
..403 P Street. 
1120 13th Street. 
3223 N Street. 

. Тһе Bachelor. 
70 430 M Street. 
.209 H Street. 


м 


ZU 


.326 16th Street, 5 
438 roth Street, S. W. 
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Williams, Charles Wesley, Eng..... Pa. ....232 P Street. 
Williams, Pascoe W., C.C..........Va. ....Treasury Department. 
Willis, Eppa Hunton, Arch.........D. C. ...635 oth Street, N. E. 
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M! B 
| | tt Name. Legal residence. City address. 
Bia | | | von Ezdorf, Robert, Jr., Arch. ......Pa. .....731 Girard Street. 
| te 4 Vorkoeper, John, C.C..............D. C. ...1433 New Jersey Ave. 
| FE IE Waggaman, Clarke, Arch. ..........D. C. ...2600 Connecticut Ave. 
| | (TE Walker, Alberta, Ed................D. C. ...1634 S Street. 
ў Walker, Bertha F., Ed.............. D. C. ...420 B Street, N. E. 
4 Walter, Wallace Wilson, C.C.......Pa. .....3317 R Street. 
bi Walton, George Pelham, C.C........D. C. ... Langdon, D. С. 
к Wandelaer, Isabel de...............D. C. ...1409 Newton Street. 
к Ward, Philip H., Jr., Eng.e........D. C. ...1756 Pennsylvania Ave. 
E 1 Waters, Joseph Henry, Eng.c.......D. C. ...3227 11th Street. 
Ba te Waters, Suzanne Beatrice, Ed......Wisc. ..3009 11th Street. 
E Weller, Ethel Marguerite, C.C......D. C. ..753 8th Street, S. E. 
Pu E | Wenderoth, Ernest F., Eng.e........N. Y. ..Bureau of Standards. 
DE d Wenz, Edward Lucas, Arch........ Ohio ...1113 O Street. 
n ў 5 White, Marian, Ed.................Iowa ...1430 W Street. 
8 D White, Sarah Eskridge, Ed.........D. C. ...213 C Street, S. E. 
ES £ Wiegand, Henry Frank, Eng.e......D. C. ...824 6th Street, S. W. 
I: Bike Wild, Alfred E, Jr, Eng..........D. C. ...12 toth Street, N. Е. 
EEP Wilgus, Blanche, C.C..............D. C. ...1848 3d Street. 
| T b Will, Ernest McKeige, Arch........Fla. ....47 5 Street. | 
|. 4 Willard, Clayton Edwin, C.C........D. C. ...30% Bates Street. | 
BEI 
t i Wills, К. Mayo, Eng................Va. ....603 Н Street. 
4 iz Willson, Charles C., Eng.m.........D. C. ...57 R Street, N. E. 
ans Wilson, David Edward, Ed.........D. C. ...1012 Park Road 
ГЕ Wilson, John Joseph, Arch.........Conn. ..1408 V Street. 
і 1 D Wilson, Ruth, C.C..................D. C. ..214 P Street. 
BH i Winlock, Peyton, Arch.............D. C. ...1012 22d Street. 
| a Winter, Max W., Eng.c............Nebr. ..1448 Clifton Street. 
I Wise, Clarence Edward, C.C........Ind. ....Silver Spring, Md. 


Wiseman, Edward Wallace, Eng....Mo. ....3629 11th Street. 

Witten, Aubrey B., Arch............D. C. ...2518 13th Street. 

Woodward, Esther, Ed.............D. C. ..125 New York Ave. 

Woodwell, Carolus Sylvester, C.C..Fla. ...930 16th Street. { 
Workman, Robert DuBois, C.C.....Pa. ....Marine Barracks. 

Wrightson, James Owens, C.C......D. C. . 812 20th Street. 

Wyeth, John Churchill, Eng.e......Ariz. ...1760 Q Street. 
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d Yang, Sui Chi, Eng.c..............China ..Chinese Legation. 
1 $ Ying, T. W., Eng.................-China ., Chinese Legation. | 
Yoder, Bertha Alice, Ed............ Kans. ..144 11th Street, 5. P j 
H Yoder, Bessie Lee, Ed..............Kans. ..144 11th Street, S. Ё. 
$ Young, Irene Ottilie, C.C..........Iowa ...2210 Pennsylvania Ave | 
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STUDENTS IN THE UNIVERSITY. 


Summary. 
GRADUATE STUDENTS: 
Students in attendance.. T 14 
Candidates for the E. E. degree vago coded dap eee de MET 3 
Candidates for the С.Е. degree... oorr eot t ttn. 2 
Candidates for the M.S. девтее......... .. +... 9 
Candidates for the М.А. degree. ی ر‎ A SIVE 17 
Candidates for the Jur.D. degree... . «5» о-о оооове ttt I 
Candidates for the D.C.L. degree. ....... ose 2 
Candidates for the Ph.D. degree...‘ 45 
UNDERGRADUATE STUDENTS : 
Candidates for the B.A. degree Тренера MC 159 
C P t6 Y: ISI 


Candidates for the B.S. degrees. .. ..- 
Special students асвер 06е овоон е 
Auditord Те ena pP ra ore N aie I 


Тай о eir deg pem ERIT. 


UNDERGRADUATE STUDENTS: 


Columbian College: 
Candidates for the B.A. degree. <»... +... 77171777 126 
Candidates for the B.S. degfee... <... II 
Candidates for the B.S. in Chem. degree... eserse 26 
Special. „әзе eos o asorat pine INT a tetra 88 
Washington College of Engineering : 
Candidates for the B.S. in С.Е. девтее........ +++: 59 


Candidates for the B.S. in Е.Е. degree... 45 


Candidates for the B.S. in М.Е. degree... 


Special „ообо соб said opino E CERNERET ТРУ Вус 
Division of Architecture: 

Candidates for the B.S. in Arch. degree...... et I2 

ИРЕ ТС toc E 34 
Division of Education: 

Candidates for the B.A. degree. ra 33 

Goedlál iis cones v oor uita ten ioo e om E 41 

Specials in Arts and Стаб... .-- o oe era duae e ero 26 


2009-00290 tors 
10609700656 00 ove бе MM. 
ис 664900 00 0009 = 


Total 


= — өю س کی کت‎ d 
E TOO ју سج‎ нез فیچ کے کے کے نے کیہ‎ ~ е —— at ee = 


PROFESSIONAL DEPARTMENTS. 


b DEPARTMENT OF MEDICINE. | 
1 ' 
|: Doctor of Medicine. t 
E First Year. 
n Name. Legal residence. City address. 
ie Borden, Daniel Le Ray.......... * н РКУ Conduit Road. 
e. EE QN. OESS P D. C. .....200 15th Street, S. E. 
H. Calver, George PO PTT POE D. С. .....207 A Street, 9, Е. 
d Corbett, Lewell Munson......... | СЫЗ АЧ Arlington, Va. 
^ ў Cram, Albert M................. Vt. .......1-2 Iowa Circle. 
WE Eckhardt, John Carl............. BL -c 1140 18th Street. 
AU FitzHugh, William DeHart, Jr...Pa. ....... Vienna, Va. 
4 | f Fortier, Roy McLeay............D. C. .....1723 Corcoran Street. | 
IE Gallion, John B.................Okla. ......Garfield Hospital. 8 
i | А Gallion, Thomas N..............Okla. ......Garfield Hospital. 
na { Gray, Augustus Clagett.......... АМ. uere. University Hospital. 
B 200 800 SUC A D. C. .....627 7th Street. 
nn Hall, Custis Lee. .. ..............D. C. .....1408 Chapin Street. 
4 Helfgott, Max Aaron............ Russia ....401 2181 Street. 
IE Helfgott, Nathan ...............Russia ....401 215% Street. 
IN Hankins, Harry Gordon. .........S. Africa ..1210 12th St., N. W. 
$ Knott, Charles O................Va. .......330 №. C. Ave, S. Е. 
ү Landis, Charles Caldwell.........Cal. i. 
1 Luckett, George Sparr...........D. C. .....504 A Street, S. Е. | 
1. t Milburn, Frank Washington..... Va. .......Alexandria, Va. | 
É Moore, Charles S................Mich. .....2523 University Place. | 
$ x Pagan, Aber Elwood...........D. C ..... 1965 Biltmore Street. | 
| : FIM CORE SEO LK OED veis 540 5th Street, S. E. | 
Read, Boyd Richard.............D. C. .....1819 N. Capitol Street. i 
н Rollings, John Adolph........... W. Va. ....1143 22d Street. A 


Ruppert, Charles Christian. ......D. C. ......611 K Street, N. W. 
Scarito, Nicolo .................Italy ......1021 8th Street. 
Schaub, Gustav Adolphus. ....... Texas .....1419 Chapin Street. 


Shea, George Marvin White.....D. C. ..... 1502 P Street. 
Sloat, Jesse Irving............... IN NS 23 Ist Street, N. E. 
| Travis, John Randolph...........Va. .......1234 Massachusetts Ave 
32 
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Second Year. 


Legal residence. City address. 


Name. 

Bacon, Walter Compton. ........D. С...... 808 11th Street, N. E. 
lailey, William Otis....... «9. C. eee 1217 N Street. 
Beauchamp, Ellis Franklin. ...... Va. ___ 7206 O Street. 

Ilrewer, Gilbert ВК.оѕсое.......... Ш. ..------40! M Street, N. E. 
Vk, Charles Le Коу.........:Р. C. <... 1912 oth Street. 

"ir nett, Roy -Едеаг............ „Okla. ...1221 О Street. 
Castleman, Philip a o O Boston ....902 Westminster Street. 
Cox, Clem: 206 оосо И ..641 D Street, 5. E. 


D UU m MD _ O Street. 
ougherty, Bernard Joseph......N. Ү....... 1105 14th Street. 
th Street. 


Downey, Alice Winans.......---D. ey 2473 
,.310 ІО St., N. E. 


‚1213 4% Street, O* f 


C » к " . 
rane, Charles George.... 


Dyer, John Christopher. .......- „. Ohio 


Eis ә » f z 
isenberg, Arthur Alexander. ... EE gee 
..411 3d Street. 


ellison, Everett Monroe.......-.lenn. ... 

Eppard, George 1....... AM sevo Б Street. 

Fisher, Charles Albert...........Pa.- .38 I Street, N. E. 
Hayton, Charles Непгу..........9. Africa ..Foreign Mission’y Semi- 


nary, Takoma Park. 


Hunt, Isaac Вигїоп............. Tenn. ,.702 H Street. 

Ingle, Ernest Wilfred...........S. Africa ..1210 12th Street. 
Irmen, Felix Arnold.............D. C ..212 Morgan 5t. 
Jaeger, Henry William. ........ D. G +++ 15 4th Street, S. E. 

Jewell, Benson Mundy...........]HHl. . ‚.623 19 Street. 
Kress, Ora Hannah..... _D. С. ..... Takoma Park, D. C. 
№. С. .....1305 Н Street. 


Leon: 
еопага, George Ferree. zi riu 
Rico. 1024 17th Street. 


Marauez R ! 
M meon z, Ramón Isaac Janer... .. Porto 
Martin, Aaron Wise.............N. C ..2040 I Street. 


Molzahn, Albert John.........: "Neb. ..... Methodist Home. 
.„.... Takoma Park, D. C. 


met Harold Alonzo.........D. С. - л 

"ver, Harry Waterhouse. .... ,.N. D. .2517 14th Street. 
Parks, Anderson W............. Colo ‘< ..511 тоф Street. 

t Richard V... ooo РОТ В. ИШЕ 
Ralph, Charles Edward.........-Hll. ..411 3d Street. 

Read, Effie Alberta..............MaSS. ..... Dept. of Agriculture. 


‚1815 G Street, N. W. 


oo Charles Franklin... .. ..La. po 
© emaker, Ralph №...........Р. C. ..3116 P Street. 
Sinclair, Lieth Llewellyn....... «D. G «++: .327 M Street, s. E. 
Smith, Arthur C... AES б ДРГ 13th Street. 
ү... 735 13th Street. 


Zi , 
mmerman, Carl George...--++* N. 
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Name. 


Amoss, Harold Lindsay.... 


Andrews, Lawrin Lundy........ 
Beale, Kenneth Foster.......... 
Barrett, Park Mitchell.......... 


Davis, George von Pullinger 


Duenner, Robert Henry........ 


Eldridge, Watson W., Jr... 


Third Year. 


Legal residence, 


‚ Ky. 
"o У 
з РТУ" 
" у p 


> Ра. 


EN ДА ЛАШ.» 00 cree 08 04.0% 
Se A oe 


Glennan, Kenneth Rayner....... 


GS CS eb be oe 49454499244 
Hoover, George W............. 
Hornaday, Frank А............. 


Huntington, William Henry 


Kerby, James Philip............. 
Kinner, Jesse Lee. .............. 
Klingerman, George E........ 


Lewis, Harry Samuel............ 
Loop, Floyd Addison.......... 
McLaughlin, William Frank..... 
McLoone, John Joseph. ......... 
McMillan, Walter Alexis. ........ 


Machler, Francis Patrick...... 


Marriott, William McKim.. 


Nelson, Nesmith 


Neville, James Alan ........... 
Paige, Wendell A. H.......... 


Peyton, Harry Alexander... 


Piburn, John Logan........... 


Price, Walter 


Ross, Erwin Worth............ 
Rozelle, Keith Kistler.......... 
Scanlon, Franklin Taylor....... 
Albert Perkins....... 
Titus, Elijah White........... 
Teu, СИНОВ AGES ot 
Waller, Clifford E............ 

White, Lyle Charles........... 


Tibbets, 


Williams, Robert Cleveland. 


Morian, Clarence ............ 


„1080; <: 
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UNIVERSITY. 


City address. 
U. S. Dept. of Agric. 


...1327 N Street, N. W. 
‚831 7th Street. 
‚1102 L Street. 


..1307 9th Street. 


..1700 15th Street. 
.Apt. 41, The Naples, 715 


roth Street. 


....G. Washington Un. Hos. 
. .1224 30th St., N. W. 


Chevy Chase, Md. 


....1443 Massachusetts Ave. 
....U. S. Dept. of Agric. 
..1310 N. C. Ave, N. E. 


..2330 Massachusetts Ave. 


2606 L Street. 


..1519 Kingman Place. 


54 I Street. 
1519 Kingman Place. 


,..Emergency Hospital. 
...717 Н Street. 
...1317 F Street, N. W. 
...1219 Q Street, N. W. 
..3221 Highland Ave. 


..1737 Ist Street. 


. .2517 14th St, N. W. 


. ..1506 Q Street. 


.Columbia Hospital. 
..5. С. О. War Dept. 
.438 N. J. Ave, S. E. 


1700 15th Street, N. W. 


...1324 I Street. 
‚.1117 I Street, N. W. 


1018 14th Street. 


..Children’s Hospital. 


2509 Wisconsin Ave. 


. «735 13th Street. 
.. The Stanhope. 
..1005 13th Street. 


ME 


—— 9 a RUNI SE Ry -~ 


са фун 0 a re TN sit d پس‎ - 


Dan d 
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STUDENTS IN THE 


Fourth Year. 


Legal residence. 


UNIVERSITY. 


City address. 
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Name. 
Bales, Ernest Norment. x к, ‚. 63у E. Capitol Street. 
Brooks, James Joseph Lester. ..- о. С. ..465 Florida Ave. 
Chappell, Sidney Lovett. > -- -=== D- NEFT __ Grant Road. 
Clark, Albert Patton. D... C. 1217 Harvard Street. 
Collins, James Cleveland. ....-** D. C. .1437 S Street, 
Conklin, Rush West.. ‚ма. . _ Hyattsville, Md. 
Craft, Clarence Christian. .. © ed |... 1116 roth Street, ЇЧ. W. 
Dunn, Abner Beebe. .---- a С. Washington Un. Hos. 
Fair, Charles Hardy. ... .. Va. Providence Hospital. 
Folkmar, Elenora С....... Wis. .... 
French, Sanford Williams. . .N. Y ..The Majestic Apt. 
Gouchenour, David Thomas. „Ма. ..28 R Street, N.W 
Griffin, Clarence Herbert. .. ‚ Mass ‚1538 17th St, №. W. 
Habel, William Parker Herbst... Ра. .....-- 1819 Q Street. 
Hoey, J. Joseph.. RL Улы -723 18th Street. 
Jobson, William Russell. SIM , 823 19th Street. 
Keneipp, Edgar P... po neos .136 D Street, S. E. 
Klugh, George Fred... S.A. , .159 Randolph Place. 
Lind, John Edward... lowa ide 506 A Street, N. E. 
McEnery, Douglas Wiltz. ..--*- La. ... 1366 Kenyon Street. 
McKnight, Frederick o Arv Ohio ....: 612 22d Street. 
Mata, Carlos „Сеп. Amer. 1208 M Street. 
Micheloni, Louis Antony...:-*** Uruguay --P. O. Box 8. 
Neail. Howard А.... WS Y. 693 Casualty Hospital. 
Pole, Samuel Boyce, Jr... -= D. C «5< ‚216 8th Street, N. E. 
Powell, Robert Llewellyn. Pe 5 ..934 O Street. 
Rhees, Benjamin бый: АУ АУ +, C ies Stratford Hotel. 
Simonton, Lawrence Joseph. · ..Ind . 1855 Calvert Street. 
Sisco, Henry N.. 2. C. . 1602 Vermont Ave. 
Turnbull, Samuel Jay...“ .. Fla. 1110 New York Ave. 
Vasenius, Frederick V wae TY Finland ...1210 rath Street. 
Watson, John W. мр. C ++ .201 Nichols Ave. 
Watters, Benjamin € ‘ourtney. ,. Md. |J... yor3 Н Street, N. W. 
Weidemann, Clarence ‘ nara. iD. С. ee 1237 Girard Street. 
Weiler, George L... ^. Utah Мр 3а Street. 
Weithas, Richard Charles. . QN. Ys oen? 1005 13th Street. 
White, Gershom Franklin. . _,.Ohio ...Ihe Brunswick. 
Willis, John Mitchell. . ,.W. Va. _,, Sibley Hospital. 
_.Ohio 1013 H Street. 


Wood, 


William Pleasant. .. 


THE GEORGE WASHINGTON UNIVERSITY. 


З Summary. | 
| i CANDIDATES FOR THE M.D. Decree: | 
H NELLO ve doceri e ud wu orb nu a S > TE S CEU ЗІ | 
| ij о RECKLESS dude! 38 | 
[ү Ы A T N LOIR QI ЖЕРҮЙ fae | 
н, МОН ИНО ЧЕРРИ E 39 | 
| —— 148 
DEPARTMENT OF DENTISTRY. j 


Doctor of Dental Surgery. ; 
First Year. 
Name. Legal residence. City address. 
PENES о ee, oe ۹ E 1530 3d Street. 
КЛА ЭЭА LI LV ORE, er ca 617 Morris Street, N. E. 


Bryan, Frank B.................Ohio ......3528 11th Street. 

Calvert, Samuel C...............Iowa ......1705 13th Street. 7 
КАШИ, КАКИШ 22—445 4›........Ё. Т. ......" The Shoreham.” ; 
Gonzalez, Claudio Trejos........Costa Rica.1208 M Street. 


McCausland, John McGirk.......Pa. ....... 1506 Caroline Street. { 
Pagan, José Antonio Marchani...S. German .306 E Street, N. E. | 


Rubino, Alfredo A..............S. A. .....119 Baltimore Ave, М. 
Takoma Park. 
Stone, Eugene Roger............ Wisc. .....1810 G Street. | 
Sibley, George Julian............Md. .......2120% Pa. Ave. 
Sandoval, Domiciano J..........P. І. ......726 12th Street. 
Schwarzmann, Erwin George....Va. .......209 S. Alfred Street, 
Alexandria. 
Shearer, Norman P.............Wisc. .....213-A Bates Street. 


b сарт а ics " "a ы wd a N ed 
АЕС КЕС ЕСЕ Н 
~ 
^ 


Stockman, Frank J.............. Mo ..208 Y. M. C. A. 

Terflinger, Albert Ernest........ D. C. .....Takoma Park, D. C. i 

Wood, Homer Ernest........... D. C. .....650 East Capitol Street. | 

| 

Second Year. 

Butterfield, Louie W............lowa .... ‚220 P Street. | 
NEA MUN Аии D. C. .....637 Md. Ave., N. E. n 

Hurwitz, Maurice ..............Mass. .....1006 H Street. А 

Robinson, James N.............. W. Va. ....314 2d Street, N. E. 4 | 

y Sherfy, Raphael ................Pa. ........3019 11th Street. | 
i J 
n | 


Third Year. 


КАЛАИ OM NF I carve ei dk РТТ 124 Seaton Place. 
Barnhard, William Harry.......Ohio ..... .809 13th Street. 
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STUDENTS IN THE UNIVERSITY. 37 
ру» Мате. | | Legal residence. City address. 
EN пи Marvin Wood. ..... D. C 912 I Street 
annon, Claude Q....25- i2» ЧИНИ сто I Street. 
5 idson, Albert S.............D. C. ...-. 321 A Street, S. E. 
Oldberg, Max S............. D. C. ..... 627 D Street. 
| itby, Charles Bii pidiera at XE с Washington Un. Hos. 
Summary. 
CANDIDATES FOR THE D.D.S. DEGREE: 
First уеаг .... 05 T mena Po An AMPLE I7 
Second year inion 5 
Third year .;..5444.4 „+245549955455 СРИИ 7 


DEPARTMENT OF LAW. 
; Bachelor of Laws. 
First Year. 


Legal residence. City address. 
nent, Gif Aes «a dA EN .. Md. ‚1336 7th Street. 
“жыш. Charles Pratt. EE wr 1313 Columbia Road. 

Perry, James William..... eee CQ eae 3d Street. 

ТУ; C s 1410 G Street. 

Utah ......1333 К Street. 


A, AL. .1318 Vermont Ave. 


Name. 


, 
ВІ, omer, ( rei гре Beale eee 
Callister ` | гаа: | 
um ter, Edward Richard.. 
arpenter, John Condict. 


M.E |n "er 
-E., 1908, Cornell University. 


. Apt. 62, The Wyoming. 


(`: m " , n 
arpenter, Newton Ford..... „А E 
..9g10 23d Street. 


Coasts еве ` 
atlin, Henry William. .......- «4 olo. 


C 
Pieds Joseph Ryland........-* JD. C. .....2312 | Street. 
ıilcott, Ralph Waldo........---V@. Fairfax Courthouse, Va. 


B.S 
^v, 1904. Sor А . y 
, South Dakota State College. 


1421 Chapin Street. 


Du Roi 
SN Henry Раѕќог........· В. 2.00 bene 

ipa 1907, Cornell University. 

ISC TA " ri ^ 
cher, Stanley Негтап...... YS Рр 1515 T Street. 


F ( " “4.3 
00, Hsen Shuen....... ........ China .1418 L Street. 


ALR ih | ‹ ! 
^, 1906, The Ching Chong School. 


Gerhar | Ф 
erhardt, Louis МеБѕќег......::.Ра. «e IISI Girard Street. 
M L..e.Y. MG 


Gro ; Я 
ду LeRoy Ow РРТС >. Й 
< , Eti , 
nox, Hugh Ан Ру. 2.1527 K Street. 


RA. зры Yale р. 
d y Almansa, Dionisio... , Cuba 
rds Tench Tilghman....--- Ee. эч 
i ore, Richard Gray....... ‚ Mass. 
Nicholson, SOteflOS ......... 5° , Greece 


,. 1526 29th Street. 


1801 G Street. 


—————— 
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City address. 


.. Geo. Washington Hotel. 


38 THE GEORGE WASHINGTON UNIVERSITY. 
Name. Legal residence. 

Phillips, Henry Jeter............ Va. 

Place, Ernest Frederic Alan...... N. Y 


Schoenfeld, Hans Fred. Arthur...N. J. 


A.B., 1907, The George Washington University. 


Taylor, Bright Hopkins.........Mo. 


Tilton, Rufus Harold....... 


Adams, William Waugh.... 


Allee, James Frank, Jr...... 
Black, Charles Frederick.... 


oves DEN 


Second Year. 
ndis 2 


Agee, John Hercules.......... 


..Nebr 
A ке Del. 
were , > 


РЬ. В., 1907, University of Vermont. 


Blount, Walter Eames.......... 


№. C. 


Brantley, William Gordon, Jr....Ga. 
A.B., 1907, University of Georgia. 


Campbell, Philip Barrand... 
Dodson, James Dunbar..... 
Dutton, Clarence Benjamin. 
Everett, Frank Orear....... 
Faulkner, William Ernest... 
B.A., 1907, Union College. 
Ford, Frank Farnsworth.... 
Gates, Edward Percy....... 


B.A., 1908, The George Washington University. 


Graff, William Archibald... 
КАША I с.е 6 
Holcombe, Amasa Maynard 


B.S., 1904, Massachusetts Institute of Technology. 


Hobbard, ТАШ 0: г... 
Hunter, Clyde Elliott...... 


Hupper, Roscoe Henderson. 
A.B., 1907, Bowdoin College. 


Kitselman, Harry Louis.... 
Lambert, Chester Cromer... 
LeDuc, Louis Bronson..... 
Mackenzie, Robert Lundie.. 


McClenon, Walter Holbrook..... 


A.B., 1907, lowa College. 


MacPhail, Leland Stanford. 


Moore, Josiah Arthur....... 
B.S., Millikin University. 


ie t TS s 


.....Ма88. 


Жум» еи 


P dira Ky. 


..«... Mich 


S V 


v t 


Tu 6, 


> MASS. 


22.2 JOWA 


LSND å 
0 Ме. 


рое MN 
АЧИТ Ro 


PM 95 S ч 


VAN OY o 
S. D. 


We O 
Wei. * 


ә 
++ 


... The Oxford. 
.1404 15th Street. 


House of Rep. 
1733 20th Street. 


..Rockville, Md. 


20 2d Street, N. E. 


.1423 S Street. 
I 


25 N Street. 


` 


..1620 29th Street. 
..2024 G Street. 


.1977 Biltmore Street. 
.1714 F Street. 


1412 15th Street. 
1307 K Street. 


.455 G Street. 


..I931 K Street. 
.3506 Center Street. 


..231 Ist Street. 


1731 20th Street. 


.1404 Massachusetts Ave. 


..1700 15th Street. 
© SE G^. 
..812 East Capitol Street. 


.406 The Burlington. 


2127 15th Street. 


‚1403 21st Street. 


1320 L Street. 


1106 P Street. 


.Apt. 14, The Columbia. 
.1404 Massachusetts Ave. 


eee 


sa N 


STUDENTS IN THE UNIVERSITY. 


Name. 

Oberlin, John Јау............... М. 

терң 1901, Washington and Lee University. 
abated Francis Joseph......--+- 

^P Ferdinand Henry......... Vt 
, ¥ 1907, University of Vermont. 
Schultz, Detlef Henry...........Ind. 
Simmons, lerkelev Leo.......- 
Simmons, William Wyatt. .... . .. Miss. 
B.A., 1905, Mississippi College. 
эшсегеаих, Chauncey Milton....N. Y. 
a „ 1905, Yale University. 
Singleton, Ogle Ridout.......-- 


ae Thomas William... ..---- Idaho 
mode Nathaniel Barratt. .. .. Del. 
moot, John Daniel Kurtz....-. , Va. 
Swift, John Tuttle... ‚ Mass. 
taylor, Kenneth ‚ Minn. 
ү > 1907, Carleton College. 
RA Vleck, William Cabell......D: C. 
Ad 1908, The George Washington University. 
W yatt, Hardee rdg o vx 
B.A., B.S., L.I., 1900, University of Nashville. 


irkle, Joseph Claiborne. ...---- „Ма. 


Third Year. 


а Charles Roberts......--Ill. 
^^, 1903, Yale University. 

Allen, Charles Louis. ........ 9 Ds «+++ 
rahe George Lewis. . Mont. Л, 
"ше John Louis... a E. „ 
anning, Archibald Tanner, Jr. AH X. v9 


oen 1004 Curtius "edel. 
LE Burton Hack........Pa. 
езу Henry Llewellyn...---- Neb. 
etna pensate Adelbert. EUM e 
"щй игу McDonald. ....- D. C. 
Grad. E катага, ^de Sean 0 
Briggs Bes] — Марту 
Bronte А enjamin Franklin. ....: Me. 
Cable [^ John Hermann... ..- Il. 
; Johü Livi... ЖОЛ es MIO 


L. , 
В., 1906, Kenyon College. 


Institute. 


Legal residence, 
. Patent Office. 


IS RÀ, diss 


DK ree 


B.A f~ : 
„ 1908, The George Washington University. 


...N. Mex. 


City address. 


.718 21st Street. 
‚.823 13th Street. 


‚1226 16th Street. 

.. Kellogg Bldg. 
.1309 H Street. 
‚1120 16th Street. 


.2020 H Street. 


. Y. M. C. A. 


8 17th Street. 


153 


..Langley, Va. 

..26 Iowa Circle. 

.1433 Belmont Street. 
‚Зоо E Street, N. E. 


‚8:11 13th Street. 


‚..837 Shepherd Street. 


. The Benedick. 


1700 15th Street. 
1333 R Street. 


..2024 G Street. 


39 


1445 Massachusetts Ave. 


‚..3510 N. H. Ave. 
.. The Plymouth. 
Little Falls, Road, D. 


, ,. 1516 22d Street. 
"The Farragut. 


..26 Iowa Circle. 
. . Patent Office. 
„1700 15th Street. 


C: 


eal à Romi E 


Mp pu e ei SS a V 


. 
- 


2 ЖЕ tám 4 


tc 
a 


وم 


E PL yt 
LT 


4i 
ae 


OT 


- 


Pe 
7 М 


ens JE - ~ we 6 oars 3 ш 2 = 
> - E ~ - 2 л sa "КРГЕ ЛҮ ee dedo Ae odi — 
a— —Ü —— ae m E - 
- - ч ~ че À M P P O „р Ф » e M t MÀ ER PTE PR ———. — "nq o — Rame y c am cmn MR ED LO yee e "d m — 4 


m 


THE GEORGE 


WASHINGTO 


Name. Legal residence. 


Carpenter, Walter Clayton....... R. I. 
Ph.B., 1906, Brown University. 

Caywood, Charles Chester. ......D. C. 

Clark, Chester Morrow..........D. C. 


N UNIVERSITY. 


City address. 
.The Mendota. 


_ جس‎ ca Pi io cti ts Se ali ll а о 


.1629 Newton Street. 
.Florence Court. 


Cragin, Harry Seymour.........D. C. ‚1013 L Street. | 
ГАШ, QUE OCC NC SG c.c... i > ...903 13th Street. | 
Dallzell, Robert Duff............Pa. ........1605 N. Н. Ave. | 
A.B., 1905, Yale University. | 
Davenport, Lewis Howard.......N. Y. .2624 University Place. 
LENS ROS aN sin сале ooo coo s ОШ .1226 11th Street. 
B.A., 1908, The George Washington University. 
Edgerton, Frank Eugene ........Neb. ...... 115 4th Street, S. E. 
Finney, Harry Whiting.......... D. С, ..2204 Q Street. 
Fravel, F. Russell...............Mass. 1015 H Street. 
Lent AI r ESEON 2 С. o 945 O Street. 
Glennan, Arthur Wyman........ CV э ИЗ Columbian Building. 
Gonzalez, Antonio Cornelius, Jr... N. Y. ..... 1417 K Street. 
Graves, Pleasant Fowler......... Texas .1514 K Street. 
Ph.B., 1905, Southwestern University. 
Haines, Milton .................Ohio ..U. S. Capitol. 
B.S., 1898, Ohio Northern University. 
Haselton, George Irving.........N. H. .....1002 N Street. 
Hemmick, Frank Schley.........D. C. .1700 15th Street. 
Horner, Errol Osman....... N. J. ......1700 15th Street. 
Hutchins, Wells Aleck...... cee he ..1315 Riggs Street. 
Jenkins, Warren Maxwell....... Pa. .26 Iowa Circle. 
A.B., 1906, Grove City College. 
Jensen, John ......... .... Utah .1333 R Street. 
B.A., 1906, University of Utah. 
Kelly, Jerome Elmer............5. D. .Senate Post Office. 
Kester, Bruce Randall...........Pa. .The Brunswick. | 
Koons, George Hickman.........Ind. . .26 Iowa Circle. | 
Leach, Harry Earl. eS Zi. The Burlington. : 
Micou, Richard Билам... soon .Home Life Bldg. | 
B.A., 1903 M.A., 1903, Üsiversity of Virginia. | ] 
Pearce, Harry Hamlin...........Mich. ..... 1700 15th Street. 
A.B., 1905, Albion College. 
Phair, Philip DeWitt............Me. 131 A Street, N. E. | 
М.А., 1906, Harvard University. j 


Pillow, Gideon Johnston.........La. 
Riddleberger, Harrison Heath. ... Va. 
BEEN QU NOE ° i Ge 
Scantling, Philip Lee vv de whi у o 


1464 Clifton Street. 
„U. S. Senate. 

.1325 Ist Street, S. W. 
‚1627 R Street. 


etn 


STUDENTS IN THE UNIVERSITY. 


Name. 

Smith, Dyer ... Pa 
M ^ А b. © d ^ wo 5 г нь о aa, 
1.E University. 


4 1903, Lehigh 


S - ` үч 
5 George Thomas.......-.-- Md. 
Stuart, Paul АШ$оп.............Ра. 


Legal residence. 


City address. 


East Orange, N. J, 


. 3035 r1th Street. 
‚26 Iowa Circle. 


A.1 , 
M., 1906, Washington and Jefferson College. 


... Тепп. 
. . Ohio 


Moore....- 
Са rey Pi 


Sullivan, Horace 
Гһотаѕ, Bert 
| yrer, Arthur James......--- 
Ulke, Titus 

E.M.. 

Saxony. 

Wagner, Harold J........... 
W allace, Alfred, JI... ° 


LL.B I ( ч U , s " r 
„ 1908, University of South Carolina. 


1889, Royal Academy of 


S. C. 


М hiting, Roscoe Everett....---- . Wash. 


A.B., 


1901, Bow doin College. 


.... Wash. 
EUM e 


Mines, Freiberg, 


Wu 0 f 


..230 N. Capitol Street. 
‚1615 Florida Ave. 


The Albemarle. 
..411 15th Street. 


Dept. of Justice. 


5 Stratford I Lotel. 


Bachelor of Law. 


First Year. 


WANT 


MENS ue 


Andersen. Charles 
5 " 
Bean, George Tinny.... 


Bre \( кес 


Burns, 
M.E.. 


216 N. Capitol Street. 


. Patent 


Office. 
2024 G Street. 


В y " " 
Oughton, Solon James...----- Ohio 
John St. Clair, Jr... .. D. С. 525 Согсогап Street. 
A.B., 1907, The George Washington University. 
Walter William......---- Way, asses 1321 Q Street. 
1906, Cornell University. 
.. Md. 204 K Street. 


Byrd, Harry С оп........- 
B.S. in C.E., Maryland Agricultural College. 
Byrn, Edward Wright, Jr...---- ‚мд. 
Chapman, Henry Hendley..----- 
Clark, Horace Fletcher, Jr... +--+ 
Councilor, James АПап.......••: 
Ox, Henry Aubrey..... 
Davis, Warren Jefferson. ...+++*: 
Dean, Franklin Augustus, Jr. ..-- Pa. 
о ное а 
| illiam Alfred.......... КУ. 
Egner, Daniel Webster. ......... 
Eickhoff, Theodore Henry..----: 
B.S. in E.E., | 
"Faser, William Wright.....-+++ 
^e D., New Windsor College. 


004 
1907, 


1908, Purdue Unive! sity. 
‚мд. 


1906, 


( 
Va. 


seiman, Daniel J.. rei 


. Amer. Sec. & Trust Co. 


913 New York Ave. 


‚1460 Harvard Street. 
.2012 Ist Street. 


711 Mt. Vernon Place. 
Apt. 129, The Cairo. 


"The Mendota. 


в... 


‚1522 
м 


Ү. М. С. А. 
War Department. 
16th Street. 


‚1414 15th Street. 


..1404 M Street. 


St Iz 


"Y n ^ 
te СЛЕ 


mee he 
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кезер 
ЛЬ 
мт 


ЛЕ Ал » > 
y3 L2 


"pe ue a. Your bye 


Name. Legal residence. City address. 


Gerhart, Herbert Benjamin 20e I845 Calvert Street. 
Gill, Walter Josiah, Jr ss. .....Patent Office. 
S.B., 1904, Massachusetts Institute of Technology. 


Goode, Philip Burwell...........D. ©. Patent Office. 
A.B., 1907, Harvard University. 


Gray, Jay Іутап...............Ме. ...... 812 East Capitol Street. 
A.B., 1908, Bowdoin College. 


Grifin, John Calvin.............N. X. .... ‚Тһе Naples. 
Ph.B., 1908, Syracuse University. 
Hart, Wayne Maris С. .....1536 6th Street. 
Herriott, David Paul i ....1100 13th Street. 
A.B., 1905, Washington and Jefferson College. 
Hilton, Charles Vanderbilt 203264 N Street. 
Howes, John William. ...........Mass. .....030 F Street. 
Hutchins, William Ambrose. .. .. Ohio 1226 15th Street. 
Hynson, Richard Washburn.....D. C. .....1335 N Street. 
Kemper, Edward Crawford , € .....1512 Park Road. 
Kause, Arthur John.............D. Q. 1905 Jackson St., ЇЧ. E. 
сма во ФТТ < ...... I000 M Street. 
Lilly, Scott Henry...............lowa ......4122 7th Street. 
B.A., 1897, Cornell College. 
Littlefield, John Cottle...........Utah ..... 1312 I2th Street. 
Long, Franklin Samuel , C. .....2206 Flagler Place. 
Manning, George Madison A. . j 919 I Street. 
Mechlin, Ernest Frederick ‚ C. .....3020 Cambridge Place. 
B.S., 1907, The George Washington University. 
Meyer, Harry Edwin io ......118 R Street, N. E. 
Miller, Herman . ...... Patent Office. 
B.S., 1898, Nebraska Wesleyan University. 
Moyer, Samuel .................Ра. .......323 W Street, N. E. 
, C. .....803 8th Street. 
Myers, John Dashiell I. зч The Vermont. 
Neal, Franklin Gilman...........Mass. .....1623 Park Road. 
Ph.B., 1908, Yale University. 
Owen, Richard Blakelock D. C. .....1715 Kilbourne Place. 
Palais, Maurice ................. Mass. .....207 E Street. 
Phelps, Claude Baecombe. . .. Ala. 1113 O Street. 
Preston, J. Stanley..............N. Y. ..... 1736 G Street. 
Reavis, Andrew Bryant 3555 11th Street. 
Rich, Samuel Grover.. jaz: pore 
B.S. in Chemistry, Agricultural College of Utah. 
Roadstrum, Victor Nelson РИТИ" Еи 
Robinette, Howard Augustine....D. С. 15 3d Street. 
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STUDENTS IN THE UNIVERSITY. 


Legal residence. 


Name. 
Rowland, Guy Edwin.........-- Texas .... 
Rush, Clifford Alvin........ ,.Kans. .. я | 
Sheridan, Thomas Harold.. ‚№. Н. 
Smith, Charles Watson......--- Pa. 
Smith, Jesse Bond...... D. C.. 


Somerville, Robert Nugent...... 
A.B., 1907, University of Mississippi. 
Stebbins, George Edwin......... Mass. 
x pee Bates College. 
4 1907, Clark University. 


Stinchfield, Ray Lewis........... Mass. 
ә ^o. Worcester Polytechnic Institute. 
TM William Morse. . . Idaho 
, 1907, Valparaiso University. 
Stratton, David Уіпсепё........· 
: horp, Clarendon Herbert....*.. 
Walker, John Earl........ 


b oc 
B T 
es. I« -~ Р РР " 
, )07, Kalmazoo College. 


; 8.8, 1907, Chicago University. 

At Eugene Charles. .... 
^w; Martin Raymond. .......- 
Vilson, Charles Shafer....-+++- 


rd Paul Earl.......: 
"diea, Dawes Ellsworth. ....--5. D. = 
rohough, Oscar С....... .... Minn. 


B.A.. Uni i 
niversity of Minnesota. 


+99 ° 


1903, 

я. Albert Russell.......- ‚Ра. 

See a on Albert. ....... Mass. 

Grover Pers Frederick Wm....:. „Iowa T 
, William Robinson. .. .... Mich. 


Ph. R , 
B., 1907, Kalamazoo College. 


Porto Rico. 
H. 


.N. 


Guasp, Ignacio 6 ога 
Hill, Herman Henry. .... -e.e № & etete 
ou Dartmouth College. 

enl Warwick Christy. .. .D. 
с; ^» 1906, Pennsylvania Military College. 
Seiler, Justin ЁЕтгапК............ „Омо 


В.А ‚ог ` 
„ 1908, The George Washington Unive 


d 
A.B., 1907, 


rsity. 


S . е ' 

cam Conger Куйег........:·. Mich. ..... 

Thompson, Oscar «is.» Mur ETE 
ite, Herbert William. .. ......1OWa 


Ph " 
.В., 1907, Simpson College. 


.. Y. М.С. А. 

1111 M Street. 
...Ior Chestnut Street. 
..345, House of Rep. 


"Patent Office. 


.Y. M. C. A. 


Y. M. C. A. 


.419 6th Street. 


,.I44 F Street, S. E. 
‚138 11th Street, S. Е. 
‚108 С Street. 


..2451 18th Street. 
.23 Ist Street, N. E. 


...917 М. C. Ave, S. E. 
.. 206 Pa. Ave., S. E. 
..1515 О Street. 
..1205 N Street. 


.123 12th Street, N. E. 


. 1226 16th Street. 


43 


City address. 
1519 Rhode Island Ave. 
938 K Street. 


1119 17th Street. 


819 sth Street. 


The Westover. 
60 M Street. 


807 Varnum Street. 


y. M. C. A. 


Treasury Dept. 
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Name. 


Gilmore, Thomas Mador, Jr. 


Homer, John Albert........... 


Meriam, Lewis 


THE GEORGE WASHINGTON UNIVERSITY. 


Third Year. 


Legal residence. 


A.B., 1905, Harvard University. 


Ott, Alfred Walter............ 
Swenarton, Harold Augustus.... 


Ph.B., 1905, Yale University. 


Adams, Thomas Berton..... 
Babcock, Richard Earle..... 


Behrmann, Carl Martin........ 


Bowen, John M......... 


City address. 


солдор Ку. опа Building. 
, Utah .1706 F Street. 
ABO. o và Bureau of the Census. 
..Ky. ....... New Willard. 
‚№, J. .1538 17th Street. 
Special. 
Беру Fla. .......912 Н Street. 
eur D GO 0041 street. 
UL wea, KE Э о З 
. Mass. ..719 East Capitol Street. 


Borchardt, Edwin Montefiore.... 
B.S., 1905, Columbia University. 
LL.B., 1908, New York Law School. 


Bullion, Clarence Leroy. .........Ohtio 
Calvert, John Wentworth. ....... Md. 
Catlin, Frank Durand...........Colo. 
Childs, Homer Alexander. .......Minn. 
Cissel, John Floyd. ........... ... Md. 
MEE MN Sc otene se vetnnsest ces Wisc 
Davis, Harold William ..........Pa. . 
Farmer, James Price............ D. &. 
Flather, Alfred Chester.......... D. C. 
Gudmunsen, Isaac Ray. ..........Ідаһо 
Hastings, Grover Cleveland. ..... D. C. 
Hoover, Frank Willard. .........D. C. 
Koeppler, John Louis........... Wise. 
Kreuttner, Joseph Warwick......Va. .... 
Lerch, John George.............D. C. ... 
Lewis, George Lippitt............ D. C. 
Mathews, Roy Lee..............Ohio 
Matthews, Calvin Bruce......... Tenn. 
McGill John Fauntleroy.........D. C. 
Phillips, Ivon William. ..........N. Y 
Ravenel, Gaillard FitzSimons..... D.C 
Md. 


Reed, Philip, }г................. 
LM РР 


, Kans. 
AA. C. 


Thomas, Columbus Austin. 
Watson, Paul Herbert..... 
Wallace, Sebon Rains..... 


N. Y. 


.1734 U Street. 


.1305 Rhode Island Ave. 
..1750 Corcoran Street. 
ото 23d Street. 


«Vei 150 Tennessee Ave. 

...... Silver Spring, Md. 

‚1334 12th Street. 

1736 G Street. 

POMA 154 A Street, N. E. 
..612 8th Street, N. E. 
...520 F Street, N. E. 
.. The Madrid. 

1824 16th Street. 

NT 4% 504 3d Street. 

„The Westover. 

‚1520 M Street. 

СЕЕ The Mendota. 


..3323 17th Street. 


s... 94: £9 


няна. А 


нинин. 


..3560 11th Street. 
„„„...16б1ї1 Riggs Place. 
DS Rockville, Md. 
.1231 Girard Street. 
1322 Kearney Street. 
.1754 Willard Street. 
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STUDENTS IN THE 


UNIVERSITY 


E 45 


Master of Patent Law. 


Legal residence. 


Br: , 
'randenburg, Edgar Thomas. 2 SE FoU, 


Bruning: 
Toninga, John Hermann..... ‚Ш. 
е „В. TOOS "n" " . ” ; Ф . 
,'1908, The George Washington University. 


Davids | ni 
E — Arthur William. ......Ohto 
т ~ 1699, ۷ estern University. 
4B., 1908. The George Washington University. 


. Mich. 


Name. 


R« serve 


Fero 
rguson, John Alexander... ..- 


LL.B., 1908, National University. 
Hallauer, Nelson A... | N. Y 
А.В, 1908, National University. б: | 
na. Hugh NIS 

La B., 1901, University of Michigan. 
аму William Abbott. .. .. ..... Mass. 
5 “В, 1908, National University. 

oi Joseph William. ....... Pa. ees... 


H » 1908, National University. 
endrick« , Ж "в 
LI pe Walter Frisby........ Tenn. ..... 
ide SP ay 07 т ‚ "2 . 
H; 1907, LL.M., 1908, National University. 
idden "1, 
a Charles Popham.........N. Y. «+++: 
LI my 1897, Stevens Institute of Technology. 
] .5., 1908, National University. 
А ar] 7 е а n 
A x Charles Gwinn........... Md. ses.. 
4115, 6 А : 2 
TR 1896, A.M., 1901, St. John's College. 
^D. 1908, National University. 
J Cwet i 
LI E Nelson Josiah. ......<... Mich. 
^B., 1908, Georgetown University. 
ohns 
it» Robert Wyom 
AL. B. È — 2111 2 : 
] ^» 1906, National University. 
Ones " 
nes, George Bayard............D. С... 
"94. 190% Р $ SÉ 
LL.B 905, Massachusetts Institute of l'echnology. 
“азу оох " " , o и ә 
A : 1908, The George Washington University. 
4 [cKay С; ` 
Г. Ау, Clarence Огвоп........ 
M ^P. 1908, National University. 
З оПоу, John Md 
rsity. 


OR лур | 
4 J00, LL.M., 1907, Georgetown Unive 


Mich. ..... 


Paddock Ж ; 

LL.B <, Lawrence Sands....... N. J. 

i A^, 1908, N tional University. 
Peck F ba - 

, Yere Johnson. .. .. .. .. .. NX. ]. 


LL.R 
P 1] " 1908, National University. 
OI? Ге 
ard, Willard Lacv... 


Powell - 
LI ^s John Goodwin. .... 
"^*^, 1908, National University. 


"a 2... 


City address. 


Loan & Trust Bldg. 


Patent Office. 


.19 Grant Place. 


..1318 Park Road. 


. Patent Office. 


313 sth Street, S. E. 


“ل 


.1615 Florida Ave. 


Patent Office. 
1111 Н Street 


1016 13th Street. 


The New Berne. 


..30246 R Street. 


Court of Claims. 


The Decatur. 


1831 G Street. 


820 Munsey Building. 


.I318 Park Road. 


` 


7322 17th Street. 


عن / 


.1615 Florida Ave. 


The Brunswick. 
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Name. Legal residence. City address. 
Ramsey, George William. ....... Ill. ........ Patent Office. 


LL.B., 1908, The George Washington University. 


Richey, Francis Olin.............D. C. .....732 17th Street. 
LL.B., 1908, National University. 


Rowley, Clifford Alonzo.........D. C. ..... 1344 Kenyon Street. 
Shoemaker, William David...... Md. .......Patent Office. 
Small, Warren Harvey.........Mass. ..... Patent Office. 


A.B., 1905, Harvard University. 


DEM TIMÉ RTT rr otro B C s 411 15th Street. 


E.M., 1889, Royal Academy of Mines, Freiberg, 


Saxony. 
LL.B., 1908, The George Washington University. 
Wiegand, Gustave William....... МЮ: 0 доо К Street. 


LL.B., 1902, LL.M., 1908, National University. 


Willard, Charles Franklin....... BEES, vo. 1333 Fairmont Street. 


B.S., 1901, Massachusetts Institute of Technology. 
J.B., 1906, J.M., 1907, Boston University. 


Wilson, Ira Јау................. Wisc. ..... Patent Office. 
LL.B., 1908, The George Washington University. 
Special Students in Patent Law. 


Braselton, Chester Harmon...... Ill ........Patent Office. 


B.S., 1904, Valparaiso University. 


Clark, Elmer А.................”. С. ..... 134 U Street. 


Master of Laws. 


Blakesley, Raphael Henry........ СА. mind 1615 13th Street. 
LL.B., 1908, University of Southern California. 

Blanchard, Edwin Clay.......... Va. .......808 Mass. Ave., М. E. 
LL.B., 1908, Georgetown University. 

Calhoun, Clarence Crittenden....Ky. ....... The Rochambeau. 
M.Dip., 1905, The George Washington University. 

Fravel, F. Russell...............Mass. ..... 1015 H Street. 
LL.B., 1908, The George Washington University. 

Holmes, Rexford Louis..........Mo. ....... 1114 D Street, N. Is. 
LL.B., 1908, The George Washington University. 

Horn, Oscar Leonard. ...........Calif. a... 1615 13th Street. 


LL.B., 1908, University of Southern California. 
Legaspi y Villaflor, Јоѕё.........Р. І. ......The Sherman. 
Maddox, George Amory.........Md. ....... 1223 Vermont Ave. 
A.B., 1896, A.M., 1899, St. John's College. 


LL.B., 1899, University of' Maryland. 


Mapa, Emilio ...................Ё. I. ......813 12th Street. 


"^ 


STUDENTS IN THE UNIVERSITY. 


Legal residence. City address. 


LAN eee С. Street. 


Name. 
Sanderlin, George Bismarck... 
A.B., 1899, A.M., 1900, Johns Hopkins University. 
LL.B., 1908, The George Washington University. 


CP 1 
santos y Basco, José Abad....... P L......Koom. 35» War Dept. 


LL.B б WN 
L.B., 1908, Northwestern University. 


Willis, Robert Chadwick. .. ...... N. Lo ЗЛЕ 
A.B., Guilford College. 
LL.B., 1908, The George Washington University. 


зоо 10th Street, N. E. 


Review. 


Oberlin, Paca 5t Уа. .....--Columbian Bldg. 
LL.B., 1903, LL.M., 1904, Columbian University. 
M.Dip., 1905, The George Washington University. 


Symons, William Leonard.......D. L5 74d dJ Patent Office. 


L.B., 1895, LL.M., 1896, t olumbian University. 
M.P ‚ л ; r r Rs s 
[.P.L., 1908, The George Washington University. 


Auditor. 


zond Bldg. 


Hicks, J. Addison.......... «D С. eee 


LL.B.. G Es | 
L.B., Georgetown University. 


Summary. 


C, р , " 
ANDIDATES FOR THE LL.B. DEGREE: 


First year ... ees sonos S AREE ERRARE E 25 
Second FORT оноо 42 
50 


Third year а савез ge a 
nice Я 


CANDIDAT ES FOR THE R.L. DEGREE: 
First. year sis i. TT овет РЕСЕН ИЕ E АШ 


Second year 


Third year 


CAN 
ANDIDATES FOR THE M.P.L. DEGREE. <...‘ 


E ] rA n 2 
ANDIDATES FOR THE LL.M. DEGREE. »- -+ áj 
SPECAR occ wk chan COT GS 32 
Review |. 0 К КЕК Р nt eno eas асе. 2 


AUDI ГОВ 
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COLLEGE OF THE POLITICAL SCIENCES. | 
Name. Legal residence. City address. 


Allen, John Clarence. ............D. C. .....1756 Church Street. | 


„ах 


тө чү ==» m 
мее ac gem aa эт”, 


° = з ~ 
"— к», wer فوب ا‎ 


Ч j| Altizer, Posey Ј.................Ку. .......1104 I2th Street. | 
fy LL.B., 1908, The George Washington University. 
| Anderson, Jr, Edward. .......... Md. ....... 803 12th Street. 

Atkinson, Charles Raymond...... Wyom. ....1119 K Street. 


EE SPS ar! "ры Beltsville, Md. 
Boum LsomstÓ ........ DÀ Mn cove, 3008. 290 erect, 
Bowen Norris ....ccccscccceses VMs. 5. ...IO2S 22d Street. 
Brun Alert W... eee ee MSN. Y. M. C. A. Bldg. 
Bun КАА ы eae ee e Qm rcs a. ТИВ Sarees, 
Burch, George O................D. C. .....1724 Newton Street. 


Campbell, Robert Stuart.........D. C. .....3019 24th Street, N. E. 
iE E 0 wR - 2. PE Oe - ОТУН 62 Rhode Island Ave. 
LIUM WME W...iieevesvuevechh pe wsweos 130 The Portner. 
CPOE ME. Be roqeésviesceensceonedis Gh evite 1613 30th Street. 
LEE “EE... occ eks ek ce ts. «4454 3601 13th Street. 


pon NEU saen ^ So 


Costa, Alberto Palacios..........Arg. Rep...The Benedict. 
Creecy, Donald Brooke..........D. C. ..,..2150 P Street. 
"n Dodd, Philip Lindsley...........N. J. .... .824 Connecticut Ave. 
j | Donk, Leonard A...............D. C. .... The Brunswick. 


= eu aiv арм e mes, Др» 


1 

"E Eldridge, Chester W.............Mass. .....1217 Harvard Street. 
Hi i Fleming, Robert V..............D. C. .....1408 Massachusetts Ave. 
E оз оте NM E PEPYS › 9 Wm avos I211 Girard Street. 


= Ы * T- "m. 
qe te oti m Oe ets 
за 


Frost, Wesley ..................Ку. .......1448 Rhode Island Ave. 
A.B., 1907, Oberlin College. 

Glessner, John А...............Ра. .......206 10th Street, N. Е. 

: Hall, Francis Cadwalader.......D. C. .....Bu. of Statistics, Com. 
& Labor. 

Hamm, Theodore Cushing.......Calif. .....Union Bldg. 

Hansen, Arnold Clement.........N. J. ......2116 Flagler Place. 

Hardie, W. Vincent.............Okla. ..... Interstate Com. Com- 
mision. 

Holder, Charles Adams. .........Colo. ......Hotel Normandie. 

AT Hunt, John Stuart. .............. Texas .....1717 Euclid Street. 

j Ilustre, Eustacio S............... P. І. ..... 726 12th Street. 


у 
i Jaeger, Oscar Ralph.............Iowa ......823 roth Street. 
| A. mu Que ЖААН iss UAI coed 44 п РТСУ The Carolina. 
{ E LL.B., 1907, Georgetown University. 
HE LLM., 1908, “ : | 
à E Kimber, Emmor Harper.........N. Y. .....1311 K Street. | 
| M Larzelere, Charles LaVerne......Mich. ..... 1538 17th Street. i 
T Levin, Michael .................Wise. .....Light House Board. 


yag ке, Margaret 


STUDENTS IN THE UNIVERSITY. 


Legal res 


Wero 


Name. 

Lewis, Leon Lawrence. ... 
McKenna, Coe Aloysius... .... .. Ore. 
McLaughlin, Е. M........---+---lowa 
Mapa, Emilio NNNM. cr 
Martin, William M............-. Và. 
Merritt, Eugene > 

A.B., 1903, Cornell 
Merritt, Leonard А...... 
Miller, Charles ......... 
Neighbors, Н. Fletcher. .... 
Newcomb, Harold W........ 
Paladini Frank S...... 
Peirce, Robert P........ 


University. 


» 

Redwood, Charles Cannon...... 
LL.M., 1908, National University. 

, 

Rogers, Silas Wesley 

aul, Benjamin Kelsey. .......*- ‚уа 


Saum, Hugh H DUE n у Ez r 
.433 3d Street. 


Rie еее оэ "9 * 


shepherd, James Boccia Ind. 
Shuck, Walter L....... , Md. 
Sidell, William E..........+-.--N. J. 


Smith, Arthur Donaldson. .......N. C. 


A.B 9 ' à; 
M D. 1885, University of Pennsylvania. 
„ 1889, University of Pennsylvania. 


.. Del. 


Smithers, Geo. F 


mmers, W alter Allwood үрүт М. Y А 
7 George Was! ing 


LL.B.. 


| niversity, 


LL.M., 1907, 


1900, 


Stambaugh George Bingham..... > 
Stubblefic ld, Simon Реѓег...... .. Miss. 
of Mississippi. 
....М№ер. 
...Ма. 
, .„.Маз5. 


EU. n 


rem 
B.S., 1908, University 
hatcher, Charlie E. 
Thomson, Alfred Ray 


Vonnegut, Arthur 


A.B., 1906, Cornell University. 
Waters, sanie 1... 92 
Waters, William Clark. 
Welsh, Robert 
Wiest, Edward S.. 


ENT : 2,24 
eee Md. 


Ae 8 


ews veh olio Aon 


D. с. .. 


ідепсе. 


49 


City address. 


..The Iroquois. 

..I413 V Street. 

...217 East Capitol Street. 
..813 12th Street. 


r408 H Street. 
1778 Willard Street. 


154 F Street, S. E. 
Room 319, War Dept. 


1760 Church Street. 


. Y. M. C. A. Bldg. 


627 Elliott Street, N. E. 


24 


2000 Р Street. 


1122 Vermont Ave. 


,..1831 С Street. 
.. Room 311, Р. О. Dept. 


1308 Girard Street. 


x 


. Dept. of Agriculture. 


‚.1317 О Street. 


.Hotel Grafton. 


‚1337 L Street. 


Каз... 


24 


657 Е Street, N. E. 


, .3833 14th Street. 
.2024 G Street. 


028 B Street, N. E. 
J... Silver Spring, Md. 
... 1326 Park Road. 


озо 0209 © 


а гое «еб 


1028 17th Street. 


1414 О Street. 
716 14th Street. 


,. Rockville, Md. 
.. .1443 Massachusetts Ave. 


Nees 


Wilson, William Ewing......-++-D. С. 


réth & Lawrence St., 
N. E. 
Prookland, D. C. 


.761 Girard Street. 


LXVI ot ae 


> i A oW 
8: hs am 
-ia т » ^ a 


Фе < 


44 { 


К», 


Ret eee ppm ету | 


E d 


ралар" тате 


= 3% 


Marni е4. аа а 


Lo митеге 4 


eu бе 
——— 


| 


Ln LLL LLP LA ALL LL Ee EN р A le et а. 
< > c. o s م‎ нча. ды > 


50 THE GEORGE 


Name. 
Winship, North 
Woodmansee, Arthur 
Woolsey, Lester Hood 


Legal residence. 


ee, ОР 
. , ,Ohto 


LL.B., 1908, George Washington University. 
A.B., 19or, Harvard University. 


WASHINGTON UNIVERSITY. 


City address. 


East Falls Church, Va. 


2011 G Street. 
.1404 Park Road. 


Yaeger, William Leonard, Jr.....D. C. ...... 


Yen, Weiching Williams 


Tk China 


B.A., 1897, University of Virginia. 


Litt.D., Emperor of China. 


Zapf, Lacey C. 


..lenn. 


A.B., 1906, De Pauw University. 


Zapf, Louis R..............-* 


A.B., 1906, De Pauw University. 


Zapoleon, Louis В.............. 


Int. Bldg. Corp'r. 


2... 2001 I9th Street. 


. .I311 K Street. 


1311 K Street. 


515 13th Street. 


NATIONAL COLLEGE OF PHARMACY. 
Doctor of Pharmacy. 


Name. 


н dss os.ced0 ЗУ 
Beeson, Loring Ў/............... 
Bottler, Homer K..... 
NERO A FOP TTT 


Boyer, Wildred D..... 


Brown, Ammi 


Cecil, Leonard C...... 

Collier, Warren Ү......:.:..:: 
o M Ж 45595594595 
КАЛА КАЛ ра os 549544 
Dammeyer, F. W,, Jr.. 
c0 O, boca a's TOP 


Elvove, Elias 


Feller, Frank M........ : 
ae Ta ers ee Se 
Gass, Chas. B.......... 


Gill, T. L.. 


Goodnow, Edward H........... 
Grubbs, Lindley R..... 
Harbaugh, Lewis M... 
Hardey, John C....... 


Henderson, Chas. W... 


Henderson, W. K.. 


Hillyer, William E..... 
Hogan, John D. A....... 
Hughes H. D......... 


PATENEU EAS Ne d od 


Legal residence. 


dia od 
lowa 


M ae iuo AM 


DE. 
. Md. 


ME ^ n М. 
4 a E emper 


OR 
TA. 
. Va. 
.. Md. 


A ba see 5 I11. 


, Russia 


EEN NY 


ÉL VY); ^ 


, Và. 


is9b vé ds a1 DEED 


City address. 


r16 C Street, N. E. 


...664 Mass. Ave., N. E. 
..1001 E Street, S. E 


*“* ere 


121 2d Street, N. E. 


..520 roth Street, N. E. 


Office D. C. Engineer. 


.1741 8th Street. 


.2026 H Street. 

. .630 I Street. 

.. roth & Va. Ave., 5. W. 
.11th & E. Capitol Sts. 


..Bu. of Chem., Agr. Dept. 
.P. O. Box 2304, Sta. G. 


1242 New Jersey Ave. 


.1242 New Jersey Ave. 
..Takoma Park, D. C. 
..oth & P Streets. 


‚Ви. of Chem., Agr. Dept. 
.76 I Street. 
276 Emerson St, N. E. 


wo 


...301 Pa. Ave, S. E. 


. 1415 Ames Place, N. E. 


.406 9th Street, N. E. 


„1365 Park Road. 


“ee © 


“ere 


7th & Md. Ave., N. E. 


1320 29th Street. 


um en, һо Е 


M —— 


STUDENTS IN THE UNIVERSITY. 


Name. 


Hupperman, Chas 


Jenkins, К, wrence Б eee ' eee 
Joachim, A.... 


Jones, T. 


“чойо фа: Ре 


Lampman, Чү. PO Su TA 


Lucas, Frank A...... 


Luckett, Daniel G..... NOT T 
Мес. 17 APA 
NCGann, W. Н... 006566669) 


Mac Williams, Norbi rt 


Mangum, Leonard H.........-*** 


Marsden, 
Me T dy, 
Morgan. J. 


Frank B 


A А 
Morri: 
1118, 


Fea E V Дерс 
| 


Peters, 1). 


Panett P Ye on oa ene 


Reece (“| 


Ric! | 
ch: 
lardson, Irene N.....+++++*** 


© 
oh. 
Richards in, Mary 


Richard " 797 > 
ardson, Naomi Ё 


Robey, Frank А. сеен CA 
Rossiter, John arie duo 


Salb, Geo. ] 


Sel 
“nommer, John B... пр E 


iia 
enay, Harry J... 


: Howard 
Snyder, ( arl F 


Spencer, Geo. Cid: i 


Stròbel, Julia H.... 


l'almon, Julian I.. , 


Taltavull, Warren 
| ewksbury, Melville 


nape 
lhibadeau, R. B..... 


Quinn... DENE oh 
Tones, W. ЭДЕ ЭЩ duin VE 0 е 


Harrold ЮО, asese +54 
Harari a 


hauncey E......- 


Legal residence. 
‚.338 I Street, 5. W. 
.1005 13th St., The Cutler. 


=- 


dA 
. Va. 
><. 
Mo. 


\ 


City address. 


.720 6th Street. 
1227 О Street. 


» 
. S1 


7 Prince St., Alex- 
andria, Va. 


A 
ae 


‚боо 7th Street, S. W. 


„1711 17th Street. 


o mel, ~ 75 
[711 I711 Street. 


.630 I Street. 


„2158 K Street. 


.1437 Girard Street. 
„.1100 New York Ave. 
‚3254 I Street, 5. W. 


d Bethesda, Md. 


„1827 Н Street. 


„1164 5th Street, N. Е. 


- 


:2 Westminster Street. 


257 


` 616 G Street, 5. W. 
..123 C Street, N. E. 

|... St. Elizabeth, WR D 
„М. Capitol & I Streets. 


rath Street. 
Street. 


1333 Columbia Road. 


, . 1305 U Street. 
Herndon, Va. 


... .Ros 7th Street, N. E. 
, «O17 oth Street, N. E. 


„ Union 


Poynter 
Building. 


.439 K Street. 


824 7th Street. 


Bu. of Chem., Agr. + 


3111 r6th Street. 


..1237 T Street. 
College Park, Md. 


“ee ee 


.... 


‚ 400 Monroe 


бот 6th Street, 5. \ 
10 ad Street, 9M Ф 
St, Ana- 

costia, D. C. 
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REPORT OF PRESIDENT NEEDHAM TO THE BOARD OF 
TRUSTEES, NOVEMBER 10, 1908 


NovEMBER 10, 1908. 
To the Board of Trustees of 
The George Washington University. 

GENTLEMEN: 

The fiscal year including the academic year 1907-8 
closed on August 31, 1908. The total number of students 
enrolled during the year was 1258, of which number 28 
were from 18 foreign countries, and 1230 were from the 
United States, representing fifty states and territories and 
the District of Columbia. They were enrolled in the fol- 


lowing departments: 


Graduate Studies. .....ccceccccesecvescvescoseseesesseses 94 
Undergraduate Studies.......... enne 549 
Ртобавіодеї. „лае sooo Vo INNER SE 639 
—— 1,282 
Duplicated nane o .—  ll.aqeundasbpep)ederuMest ee г а e r 24 
Total, Lisocivseveveveni subs РА ae 1,258 


l'he teaching staff consisted of 215 members, as follows: 


Pisa ro a 87 
\& T- » > оо 
ASSIStant | cs bb OO E TTT Ф%@Ж® вее оссе ood 
Instructors, Demonstrators, and AsgistantS........ ertt ttt (0 

14 
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The number of graduates during the year was 299, dis- 


tributed as follows: 
24 (2 with Teachers' 


Bachelor of Arts......... 

Bachelor of Science са аша wed ®t ae wee ыл а И ee ee oe J Diploma. ) 

Bachelor of Science in Chemistry TTL | 

Bachelor of Science in Civil Engineering. .....---- : 
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Bachelor of Science in Electrical Engineering... .. 2 
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Bachelor of Science in Mechanical Engineering.... 3 


Bachelor of Science in Architecture............ 1 
Doctor of Medicine. .......... e rrt ttt 51 
Doctor of Dental Ѕагрегу........................ 19 
Doctor of Pharmacy......... n n 8 
Bachelor of LAaW8....... c o eoeo оез еерее. 87 
Master Of LGWS.......- eo ee eoo 9 
Master of S O A AET ео 29 
OOO M O ENSO E Se ala Va be e Y 5 
Master of O PPOO TTT TCT 2 
Civil Епоіпеег............:. ceret III 2 
Electrical Епоіпеег..................... onn n n | 
Doctor of Philosophy.. EO, C ЖИНИНЕ HO tS RSS 2 
TT a OVI ZAW,..rrocos5e0o2220792002990**9* | 
Master of Diplomacy......... nn n n 6 | 
س‎ 255 
Four Honorary 4аертеев............................. 1 
(2 Doctors of Music) 
(2 Doctors of Laws) 
ШАМКАЙ orovVebiesviEetéevevbEvbvecencoetu 259 


It is well for us at this time to review the advances made 
under the present policy of the Univeraity. 

In the year 1898 the Department of Comparative Juris- 
prudence and Diplomacy was organized. It was a graduate 
school with a two years’ course of ten hours per week, leading 
to the degree of Master of Diplomacy, and a three years’ 
course leading to the degree of Doctor of Civil Law. 1n 
1900 the regular course for the degree of Bachelor of Laws 
in the Law Department was increased from two to three 
years, with ten hours of class-room work per week; the ad- 
mission requirements were advanced to a four-year high 
school course or its equivalent; the method of teaching was 
improved. The school was admitted into the “ Association 
of American Law Schools,” and the number of students in 
this department increased from 243 to over 500 in 1902. 

Beginning in the fall of 1902 a policy of administration 
was adopted, the purpose of which was to change the char- 


acter of the whole University and to gradually convert it 


from a collection of night schools into a full-day University: 


E a 


THE PRESIDENT'S REPORT. 5 
doing work of university grade in all departments. The 
Corcoran Scientific School, conducting college work in the 
evening, was discontinued, and all the work in liberal arts 
was merged into one department of Arts and Sciences, with 
class-room hours beginning at nine o'clock in the morning 
and closing at six-thirty in the evening. 

Columbian College was organized to carry on the under- 
graduate work in the Liberal Arts courses, leading to the 
Bachelor of Arts degree. "The registration in this College 
at this date is two hundred and fifty-seven, forty-eight in 
excess of last vear's full registration. These students are of 
fine quality, earnest and enthusiastic in their work and in 
their support of the University. 

The College of Engineering was 0 
it is gratifying to report a steady growth in the number of 
students and in the amount and quality of the technical 
work, There are registered to this date one hundred and 
in Engineering, twenty-seven over 
No better body of students 
olled in 


rganized in 1905, and 


seventy-seven students 
the total registration last year. 
can be found in anv institution than are now enr 
this College. 

Professional teachers, giving their whole time, were intro- 
duced into the Law School; the hours changed from the 
evening to the afternoon; ultimately full-day work and the 
case system of teaching were adopted. 

The Department of Medicine was brought under the full 
control of the University Trustees; professional teachers giv- 
ing their whole time were added to the faculty; laboratory 
and clinical methods of teaching were introduced, and to-day 

matriculated. 


only full-day students are 
d under the title of Comparative 


Р | е 
l'he department organize 


the College of the Political Sciences, with professional and 
arate building, and is carrying 
and two years of graduate 
t has about eighty students 


full-day teachers, with a ве] 
on two years of undergraduate 
work in the political sciences. I 
enrolled. 


a n—— — — 
SS < 


eur 


—P— - 
"m Ro ИР 


—— —À A — у, ж ++ 
A in nt de в. ВА ри 
LO Ll ane mA e O | Iia 


— 
аъ a wd 


- 
- ы da; > Lg 
Lnd 


a -< 


Me 


i 
- 


Majus н айне po ee ese atm 


6 THE GEORGE WASHINGTON UNIVERSITY. 


The Division of Education has professional teachers and 
a separate building, with over a hundred students. The 
Division of Architecture has over fifty students of excellent 
grade. These divisions are each in charge of professors giv- 
ing full time to the work. 

In 1905-6 the reorganization was well under way,the stand- 
ards of admission in the various departments raised and the 
work gradually improved. Since that time constant progress 
has been made, tuition fees have been increased and full-day 
work is required to complete the courses in the minimum 
time allowed for earning degrees. Those doing less than 
full-day work are required to take from one to two years 
longer to complete their courses. To carry out this policy 
forty-two professors, instructors and assistants are now em" 
ployed on full time as against eleven on full time in 1897. 

In order that a clearer idea may be gained of the progress, 
at different periods, of the changes wrought out under the 
new policy and to show the increased cost in the education 
of students, a comparative statement is here given. “Full 
Day” students are those giving their whole time to study. 
“Half Day” students are those in the bureaus of the Govern- 
ment Service, Secretaries to Senators, Congressmen and Com- 
mittees, who are taking ten hours of class-room work per 
week. “Special” students are those taking on the average 
from six to seven hours per week. 
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The statistics for the present year are most encouraging. 
The term opened September 30th, and registration is not 
complete, and does not of course show the number that will 
enter for the second semester. The number of students 
registered to date is 1880, as follows: 


——— 


Full | Half | 


Special. | Total. 
day. | day. | 


Department. 


Graduate studies .............. eee BL vi evshas en 92 
Columbian College ................ тү? 95 71 91 257 
College of Engineering................-- 3 59 75 177 
О У O EER ON 445 »» «« T 11 10 29 50 
College of Political Sciences............. 10 11 57 75 
Education (Arts and Crafts, 26)......... 12 21 | 70 | 108 
БОКС ооа огонь | 96 BE Lors vio «4 | 149 
DONNE. iseEgsteerere vescseccsces]scsuss M Т?РТ; 29 
5 MULA ee EGO Oe ewes ccobee ss o ê 85 170 34 289 
Oollege of РА. .................. 1...6. ER Lon vibes | 71 
Veterinary Мейісіпе....................|...... B ILU 90 

АРЗУ ack ЛЕ eee 234952 443 09 306 1,330 


سے 


(For list of students’ names see University Bulletin, issued October 31st, 
and accompanying this report. ) 


From these statisties we see that in 1896-7 there were 
registered in the University only 71 full-day students. To- 
day we have 443 students in the University giving their 
whole time and taking regular work throughout the day for 
degrees, averaging not less than fifteen hours a week. "This 
number will probably reach 500 during the year. The 
half-day students number 531 and do their work in the early 
morning and in the afternoons on a schedule of ten hours а 
week in course for degrees. 'The special students number 
356 and average six hours per week. In 1896-7 there 
were eleven teachers on full time; to-day there are forty- 
two. The standard of admission in all departments, excepting 
the Dental, Pharmacy and Veterinary Medicine, is the regu- 
lar standard college entrance requirement in the best insti- 
tutions—practically an approved four-years' high-school 
course. 


ч 


~ р 


THE PRESIDENTS REPORT. 9 
The present student body 18 exceptionally good material, 
to do the work entered upon, and filled with 
loyalty and enthusiasm. To those familiar with the former 
conditions in the University there 1s а very marked difference 
in the quality of the pupil material. Those admitted prior to 
1902 did not come in upon the standard now required. In 
the professional schools there was no systematie requirement 
In the then Scientific School students were 
and if they could go on with the 
could: not they fell out by the 
In our work last year the total 
al registration of 1,258 was 


well qualified 


for admission. 
admitted ‘experimentally’ 
work were continued; if they 
way, as many of them did. 

loss from all causes on the tot 
only eleven per cent. 


Every institution must ultimately be measured by the in- 


tellectual and moral qualities of its student body and by the 
number who are making the acquirement of edueation their 
prime and sole object during their student years. Thus 
valued, our University stands to-day immeasurably in ad- 
vance of where it stood in 1902. Our work to-day receives 


full credit in every reputable institution, while the members 
ion in educational circles 


of our faculty find cordial recepti 
wherever they go. 

Another test of an institution of learning, and one which 
its standing, is the educational facilities 
as libraries and laboratories. In 
1902 there were neither books nor reading room in the 
Department of Medicine. The library of the Department of 
Law had been growing for three years and had about 2,500 
volumes. 'The Department of Arts and Sciences had а 
room, without librarian or care-taker, and two or 
of books so old that they were rarely 


consulted by students or professors. In fact the room was 


used as a lounging and conversation room. To-day the 
ary and reading 


Medical School has a well-equipped. libr: 
containing between 9 500 and 3,000 vol- 
king library 


determines largely 
which it possesses, such 


library 
three thousand volumes, 


room for students, 
umes, 'The Law School has an excellent wor 
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of between six and seven thousand volumes, and the De- 
partment of Arts and Sciences has over thirty thousand vol- 
umes. We expect to have, before the year closes, in all 
departments approximately forty thousand volumes. The 
old reading room in the main building is now used entirely 
as а stack room and other space has been given to 
readers. Our books are standard works and well selected 
treatises, giving our students excellent materials for work. 
These libraries are in charge of a most capable and experi- 
enced librarian, with an assistant librarian, and six student 
assistants. 

By the opening of rented houses and readjustment of space 
in the old buildings we have provided the following: 

Electrical Engineering laboratory, 

Mechanical Engineering laboratory, 

Drafting rooms, 

Cement Testing laboratory, 

Assay laboratory, 

General offiees for administration, 

Departmental Libraries, 

Club room for men students, 

Students’ publications office, 

Offices for professors, 

Quarters for women students and fraternities, 

Electric lighting and telephone service. 

Our laboratory facilities are many times as great as they 
were five years ago. Not only have laboratories been largely 
increased, but competent instructors and care-takers have 
been appointed, who are daily engaged in work in them, 
which was not the case prior to 1902. 

In addition to our own facilities we have made special ar- 
rangements with librarians in charge of the governmental 
and city libraries for the use of books for professors and stu- 
dents, and through our professors many of the government 
laboratories are open to graduate and professional students. 
These arrangements are definite and efficient, not, as they 
used to be, merely the privileges offered to the general publie. 


vaL pda ets د‎ = 


238 


THE PRESIDENT'S REPORT. 11 

We have also largely increased the space occupied by the 
educational work. University Hall has been refitted from 
top to bottom until every inch of space in it is now occupied 
The court in the rear of the build- 


and alive with workers. 
Seven 


ing has been roofed and is used as a laboratory. 
four-story houses have been rented and every room is now oc- 
cupied. All our buildings are open and class work is going 
-— from eight and nine o'elock in the morning to half past 
six. Professors have their offices and can be found daily in 
These conditions are in marked contrast 


the Universitv. 
Then the class rooms were 


with those existing in 1902. 
only occupied in the evening, excepting for the few classes 
carried on by Columbian College. Few professors were 
found in the buildings except when holding classes, in fact 
the buildings were deserted through the day, and the Presi- 
dent found it necessary to have only one regular hour per 
day in his office to conduct the administrative affairs. 

teachers on full time are 


l'o-day forty-two professional 
1 Sciences, Medicine, 


engaged in the Departments of Arts ani 
Law and the College of the Political Sciences. 

To value these advances in dollars and cents is impossible. 
test the new University of to-day 
is a living, healthy, strong organism commanding the respect 
and the sympathy of a great and growing number of edu- 


cators and friends. 

Because we have not a large number of buildings and а 
large endowment we fear the work is not appreciated by 
those who ought to see and know the importance of it. The 
following well known institutions, with many others that 
might be named. have fewer students than we have (figures 


taken from last year's catalogues) : 
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Aube 1 oii. nk, wae Sed eS e eh 06054 G0 o wend 

СУС FM BAR re POO TOV RP ERR TUE СТРЕССТ 708 

EMEN. Poa tn Si Eas tu Nedevevpeenovcochbes 937 

Eb: ooi Que ecetttvoovestecevetapue 998 

Georgetown, D. C.......... een n n 6 693 

Johns Hopkins........... nnn n n n n 66 720 

Lebigh РОТЕ 685 

BEEN ck ate. ortos n9 $a wo dor" bon T este 1.301 (Excluding Theo- 
logical Seminary. ) 

20 70 7 T TRE RPO ATOR AD UL 903 

University of Майпе.......................... 611 

Union University........... nn nnn n 616 

University of Virginia................... e... 728 

Western Reserve. .: :.................. to c60 856 

Western University of Pennsylvania.......... 911 


The following have fewer full-day students than we have: 


005 чык елы NossWa»vertosotrecodeccevoccctots«scccecot 333 
Clark University...... esee eee 100 
Collegiate Department of Clark............ enn nnn 65 
Georgetown, Ку............... hh nn 280 
Lafayette. ....eeeeee ehh hh nn 442 
Lake РОГОВ... ооо ооо ооо ооо оион ооо Чо 9:# оо оа Ф ө 356 
Randolph-Macon.......eeeeeeeenn tnm 144 
Rochester University. ..........eeee nn nm HII nn 312 
MEME 20D. Sa eupdeNEeeveneavesieccesveuotesqescescesoneoa 328 
Rutgers... а.е неона: 411 
НИКа ааъ A өөө эй Бе б о ове ө онеъ ао ее 307 
University of Georgia ............ mn 408 
Washington and Lee............ enn hh 375 
Washington and Jeferson.................... 379 
Wesleyan University... ... eee mmm 338 
William and Mary............ eene th htm 224 


This University is now enrolled among the number whose 
registration and work is noted and commented upon by 
educational and scientifie publications. 

Our graduate work has been greatly advanced and im- 
proved. We stand number 16 among universities in the en- 
rollment of graduate students from 1898 to 1908, and num- 
ber 12 in the list of higher degrees conferred during the last 
eleven years where the subjects have been in the natural 
and exact sciences. This graduate work is steadily growing 


ea 
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and must in time be the crowning feature of university work 


in this capital city. 

The publie white schools of the District of Columbia 
is year 25,001 male and 27,738 female 
729 Of this number 4,381 


have registered for th 
| students, making a total of 52,79 

are in the High schools and the McKinley Manual Training 

School: 994 are in the Normal schools, making 4,605 white 
It is impossible to say how 


students in preparatory work. 
al and 


many of these students will pass into colleges, technic 
professional schools, but the percentage is steadily increas- 
a fair estimate to say that the publie schools 
1.000 students for college, techni- 
When we add the number that 
ls in the District of Columbia 


is a great local demand, and 


ing, and it is 
of the District will furnish 
eal and professional training. 
are in private preparatory schoo 
it will clearly appear that there 
a large field for higher education in this city. To this local 
demand we must add the hundreds of men that come to 
arts of the Union for higher and 
In view of all the facts it is fair 
that this University, if well endowed 
s and buildings, 


ple laboratory facilitie: 
four or five thousand students of the 


í Washington from all J] 
professional education. 
and reasonable to say 
and provided with am 
would, in time, have 
highest grade. 

[t is impossible to do educa 
without the expenditure of large sums о 


to the amount received from tuition fees. 
:n the best universities do not pay 


more than fifty per cent. of the cost of the students! educa- 


tion; in many institutions the percentage paid by the stu- 
dents is less than fifty per cent. [n our University the per- 


tional work of University grade 
f money in addition 
The averages show 


that the students’ fees 


( ia | M 
centage paid by students’ fees last year was 63 per cent. The 
total expenditure at Harvard University last year, аз re- 
ported, was one million nine hundred and fifty thousand 


dollars. while the number of students was about four times 
Our pay-roll averages 


the number in our own University. 
er month and the other 


for the twelve months about $11,540 | 
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14 THE GEORGE WASHINGTON UNIVERSITY. 
current payments average about $9,950 per month for the 


year. 


From the Treasurer's report, for the year ending August 
91, 1908, it appears: 


Total expenses for year 1907-08............. eere enn nn $255,414.73 
ТОМЫ ОНИ rom all S007608........... 1 c eee rere KA 157,526.52 
NT ST сау TESTS PTT «Фе уто КЙ 97,888.21 


This deficit was paid out of the general funds of the Uni- 
versity, excepting the balance shown below, carried over 
into the present year. 

The Treasurer’s report of the budget for the present 
year, 1908-9, shows the following general results: 


Total expenses on present appropriations................... $250, 484.00 
Total income from all GOUFCES .......... eoo vovoososcvecece 170,452.27 
mm” 
Deficit in the budget, present year................... $80,031.73 
Carried over from the previous уеаг........................ 21,502.92 
Total amount to be provided Ѓог...................... $101,534.65 

To meet these maturing obligations the University has cash 
in bank and liquid assets valued at....................... 78,622.58 
Excess of current year's liabilitie8.................... $22,912.04 


The total assets of the University, including the liquid 
assets above mentioned, are: 


Real estate occupied by all departments of the Uni- 


beds «КЛАС Ал» e pias ANN 0 $1,009,599.93 
BEEN VON TT ON PE NSR POR OUS. «Pos Vas 450,000.00 
MEE 
a Ie ke etyit equo eor. 
д LASS qoe Sica PS AI 4 vs resi evi 37,518.40 
Other assets, including bonds, notes, equipment, books, 
furniture, fixtures, etc., pledges and cash on hand... 150,831.55 
"Tots? 50 ч eee ORG 
————— 
In addition the University holds trust funds, the income to 
be applied to educational work and other purposes, 
О, чеч." Эйел РА ҮЕ PPO TT ЕЛДЕ clu $88,740.91 
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. It is apparent that the University cannot go forward on 
its present policy of advanced work, with increasing numbers 
of students, without a provision for the annual deficit. The 
liquid funds of the University will be exhausted this year. 
The results of the policy adopted and put in force in 1905 
Я have demonstrated that there is а large and growing de- 

mand in the city of Washington for higher education of 

the best quality, and that it is possible, with proper facilities. 
| for this non-sectarian institution to carry on the work suc- 
| cessfully if supplied with the necessary funds. 'l'he question 
now before us is. shall we turn back and forsake the cause 
labored and sacrificed during the last few 


tor which we have 
born of educational 


| years? The promise of great success, 
advance over financial obstacles unprecedented in the his- 
| tory of any other university, 18 before our very eyes. The 
| University bears the most honored name in American his- 

tory, the name of a man whose character and life are revered 
and loved by all Americans and by peoples of every civilized 
гасе. Washington saw the need, and labored for the estab- 
lishment of an institution of learning in this city. To him 
and this motive may now be 


the motive was patriotism, 
been presented regarding the 


added to what has already 
demand here for a university. 

[ cannot present this thought better than to quote the 
educator and diplomat, Dr. 


, ` ] " ч ч - “ 
words of the distinguished 
Andrew D. White, contained in a letter written by him to 


me under date of January 14, 1908. He says: 


mind what to my 


"T" hope that you will bear in 
onsideration 


| way of thinking is the most important c 
| in the whole matter. 
і “Tt is not that such a remarkable body of scientific 

| men and such a mass of scientific work are already 1n 
action at Washington; nor is it that such noble 
libraries and laboratories and colleetions are already 
nor is it that the place itself would 
irers perhaps more than any 
nor is it that there are 
n drawn there 


all these are 


there in existence; 
attract professors and lecti 
other that could be named; 
so many young men and young wome 
the various departments, 
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exceedingly weighty arguments, but all of them to- 
gether are outweighed in my mind by the political 
argument, which was the one presented by Wash- 
ington himself, namely, that at the federal city 
young men from north and south could be brought 
together for scholarly purposes in far greater num- 
bers and to better advantage than at any other place 


which could be named. 
“T feel deeply that more would be done to promote 


unity of feeling between north and south by the 
friendships thus promoted and by the ideas thus de- 
veloped by all these young men in common, than 
could be accomplished in any other way; and as I 
look to the perfect restoration, or rather to the per- 
fect establishment of hearty good feeling between 
north and south as a greater desideratum than any- 
thing else in our country, this aspect of the case is to 
me by far the most important.” 


"Can we meet the existing and increasing demand for & 
true university in Washington? Is it possible to realize the 
hopes for a sincere and well-ordered institution of higher 
learning at the Capital of this rich and mighty Nation? 
Only the wise, the patriotic, and noble-minded men of 
wealth can answer these questions. 
Respectfully submitted, 
CHARLES WILLIS NEEDHAM, 
President. 


Upon the reading of this report it was approved by the 
Board of Trustees and ordered printed for distribution. А 
committee was appointed, consisting of President Needham, 
Mr. H. В. Е. Macfarland, Chairman of the Board; Justice 
Thomas Н. Anderson, Mr. Hennen Jennings, Dr. Charles D. 
Walcott, and Mr. John Joy Edson, to make special effort to 
raise money to meet the expenses and secure endowment 
funds in order to maintain the University in its present 


policy. 
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WINTER CONVOCATION. 
Governor Charles E. Hughes, of New York, will deliver the address 
at the Winter Convocation to be held on the 22d of February. The 
Fall Convocation was primarily for the faculty and student body, and 
t was held in University Hall. The Winter Convocation is to be in the 
ature of a University and public occasion. The distinguished public 
services of Governor Hughes and his splendid powers as a speaker will 
make his presence on this occasion à notable event in the history of the 
Universitv. 
FACULTY OF GRADUATE STUDIES. 
opecial courses of lectures have been arranged for graduate students 
in accordance with the general policy of the University that candidates 
for the higher degrees shall have an opportunity for acquiring that 
- - F ; : ' ' г 4 z م‎ 
broad view of their subjects which 1s demanded of them. The courses 
now arranged are as follows: 
 lwenty lectures on Chemical Theory and Geo-chemistry, by Dr. 
F. W. Clarke, Professor of Mineral Chemistry, to be given in the 
Chemical Lecture-room on Mondays at 4.50 p. m., beginning Decem- 
f ber 7. 
Ten lectures оп Hydraulic Engineering, by General H. L. Abbot, 
U. S. A. (retired), Professor of Hydraulic Engineering, to be given 
in Room 18, on Wednesdays, at 8 p. m., as follows: December 2 and 16, 
Januar; 6 and 20, February 3 and 17, March 3 and 17, April 7, May 5. 
l'en lectures оп Preventive Medicine, by General George M. Stern- 
berg, U. S. A. (retired), Professor of Preventive Medicine, to be 
given in West Hall on Fridavs, at 8 p. m., which began December II. 
Other courses will be given from time to time, and public announce- 
ment will be made of the same. Ф 
All graduate students are required to attend lectures, in addition to 
their regular seminar and research work. 
COLUMBIAN COLLEGE. 
In this department of the University there has been à notable increase 
in the number of full-day students. The total enrollment 1s 279, an 
k i : ; 
increase ot 70 over last year 


LEGE OF ENGINEERING. 


of Engineering 


WASHINGTON COL 
tration has been made in the College 
been fitted up with new apparatus, 
:s being done. The Engineer- 


tory and drafting-room 


Increased regis 


this year, The laboratories have 
and work of the highest scientific grade 
ing courses are partly lecture and partly labora 
rollment in this department 


is 179. 
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GEORGE 


THE 


DIVISION OF ARCHITECTURE. 


In the Division of Architecture an enthusiastic body of students, 
larger in number than ever before, is enrolled. Besides the technical 
work of the course, lectures of a public character are arranged for 
from time to time, and students and others interested in art may be 
registered. The entire building, 1532 I Street N. W., is devoted to the 


work of this division. 


DIVISION OF EDUCATION. 1 
| 


| In the Division of Education there has been an increase of fifty per 
H cent. over last year's registration. Of the total registration of 124 1n 
this division there are 80 teachers, of whom 55 are candidates for de- 
grees. The advanced educational work of this department is meeting | 
| the needs of teachers іп all grades of the public schools. The large [ 
| number of teachers' scholarships reduces the cost to almost a nominal 
i figure, and the policy of the University is to offer every facility to 
| teachers of private and public schools to secure advanced training in 
their chosen profession, leading to the Bachelor of Arts degree and à 
Teacher's Diploma. 

This department is accommodated in a separate building, 1534 I Street 
N. W. | 


H Well-equipped studios for technical courses in Arts and Crafts under 


> a 


the supervision of this department are provided in the Woman's Build- 
ing adjoining. 


DEPARTMENT OF MEDICINE. 


Тһе scientific basis on which the Medical Department is now founded, 
requiring full-day work of students, has caused a reduction in the 
number of students in attendance, which is more than overbalanced, 
however, by the high grade of work in the various classes. The attend- 
ance is increasing, and in another year the former number of students 
enrolled in the Medical Department will be propably reached. In 
this, as in other departments, the requirements of admission have been 


advanced and university standards insisted upon. 


DEPARTMENT OF DENTISTRY. 


Dr. J. Hall Lewis resigned the Deanship of the Department of Den- 
tistry in October, and Dr. Henry C. Thompson, of the Faculty, was ap- 
pointed to succeed him. Dr. Cadmus L. Odor was appointed to the 
professorship made vacant by the death of Dr, J. H. P. Benson. 


БЕ Ы 


STUDENTS' UNION. 


DEPARTMENT OF LAW. 

Lhe new policy of the University for the Law Department requiring 
full-day work in the Law School, and an additional year for those who 
cannot complete the work of the Bachelor of Laws degree in three 
Last year the policy of requiring full-day work 
f students, but the first-year class 
Тһе total enrollment 
ady 


years, is in full force. 
e SV ETT ; 
resulted in a decrease in the number О 
‘hes the record of former years. 


this year approac 
The growth from now on will be ste 


of the Law Department is 305. 


and substantial. 


COLLEGE OF THE POLITICAL SCIENCES. 


olitical Sciences has a building of its own well 
A high grade of sci- 
ber of students 


The College of the I 
adapted to its purposes, + 
entific teaching is being done. 
pursuing the general courses of the 
preparing for the consular and diplomatic 
imirable place in its eff 
ard o 


ind an excellent library. 
Besides the large num 
Political Sciences, there are many 
эя service of the Government. 
Ihe college is filling an a« orts to meet the definite 
plans of the Government to improve the stand f its representatives 


in other countries. 
E OF PHARMACY. 


increased number of stu- 
department is 76. 


K 
NATIONAL COLLEG 


In the National College of Pharmacy ап 
dents is enrolled. The total membership in this 


TERINARY MEDICINE. 


established this year, has a 
latest scien- 


COLLEGE OF VE 


Medicine, 
ts work according to the 


success. 


4 4 ™ * 
The College of Veterinary 
registration of 37, and is doing ! 
tihc methods, and gives promise of large 


STUDENTS' UNION. 


gather together the 


aim has been to 
have 


promote University loyalty, 
autiful club room in the 
University is eli- 


The Students’ Union, whose 
men students of the University to 
had fitted up for them by the University a be 

d Administration Building. Any male student of the 
gible for membership. The students generally are fnding the club 

room a pleasant place to gather in their hours of leisure. The result 

of the election for officers held in October was: For President, Loren 

H. Call; Vice-President, E. F. Wenderoth; Treasurer, O. R. Sin- 


gleton. 
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ATHLETICS. 


Six years ago athletics, which had had practically no recognition 
either within or without the University, were reorganized and their con- 
trol placed under a council composed of representatives appointed from 
the Faculty, the Alumni, and the Student body. During this period 
progress in organization, development, and recognition has been steady. 
This year's beginnings have been most encouraging. Our football team 
has been the best in our history, and by the excellence of its playing has 
won attention not only to itself, but to the University. The colleges 
played and the scores were as follows: 


18 Western Maryland 
Eastern 
Baltimore Medical 
Maryland Agricultural 
U. S. Naval Academy....... 
University of Maryland. ....... 
Washington and Lee 
Va. Polytechnic Institute. ...... 
Bucknell 


George Washington 


COLUMBIAN WOMEN. 


The Columbian Women, an organization composed of alumnae, wives 
of trustees and members of the faculty, and women students of the 
University, who have been assiduous in promoting the general inter- 
ests of the University, at a recent meeting elected the following officers 
for the year 1908-1909: 


President: Mrs. F. E. EpciNTON, The Owasco, 11 R Street N. E. 
First Vice-President: Mrs. JOHN PAUL Earnest, 2123 N Street. 
Second Vice-President: Mrs. E. B. Rosà, The Ontario. 

Recording Secretary: Miss ELMA GILLESPIE, 1724 Q Street. 
Corresponding Secretary: Miss M. A. CraANcv, The Cumberland. 
Treasurer: Miss A. S. HazkLTON, 38th Street and Woodley Lane. 
Historian: Miss СкАСЕ Ross, 44 R Street N. E. 


м 
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Additional Registration of Students in the University 


The October Bulletin showed a registration of 1309 in all depart- 


ments of the University. 
Additional registrations in the 
of the October Bulletin are as follows: 


various departments since the issue 


DEPARTMENT OF ARTS AND SCIENCES 
GRADUATE STUDIES. 


In Attendance. 


à Name, Legal residence. City address. 

' А > p. * + „ 

Clark, Burton William.......--- ‚жо CRY: 927 Rhode Island Ave. 
BS., 1907, M.S., 1908, Syracuse University. 
Topi — Geology. 

Garton, Alfred Clarke. .......... Mich....... 2140 
M.D., 1907, The George Washington University. 
l'opics—Bacteriology, Bio-chemistry, French. 


ALS 3506 Center Street. 


N Street. 


Gates, Edward Percy.. 
B.A.. 1908. The George Washington University. 


Pye 
A ` Pn ° 
1 opic—Economics. 


Civil Engineer. 


Starr, Frank Charles............ Nova »cotia.1530 Street. 
S 7 , ^ 
S.B., 1905, Massachusetts Institute O1 l'echnology. 


lopic—Civil Engineering. 


Master of Science. 


IT . " ~ T ^ 
Birtwell, Bertha ........ «e DOC ooo see 21 8th Street, N. E. 
A.B., 1908, The George Washington University. 
Горісз Major, Mathematical '"hysics; Minors, 


Mathematics, Astronomy. 


Master of Arts. 


2 s 
Baker, Anthusa Jeanette.. D. С........62 Rhode Island Ave. 


A.B., t907, Wittenberg College. 
Topics—Major, Education; Minors, Greek, Latin. 


Gudmunsen, Marian A. (Мг$.)..1Чаһо....... 12191 S 
\ B., 1903, University of Utah. 


ча» i , 
і сә Ма) г, Sociology, Minors, 


# 


Thomas, William John Denziloe..D. C... -> 
tory; Minors, Philosophy, So- 


English, History. 
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Doctor of Philosophy. 


Name. Legal residence. City address. 


Coffey, George Nelson...........N. C 
Ph.B., 1900, University of North Carolina. 
M.S., 1908, The George Washington University. 
Topics—Major, Geology; Minors, Mineralogy, Me- 
teorology. 


Gardner, James Henry 1 
B.S., 1900, M.S., 1906, Kentucky State College. 
Topics—Major, Geology; Minors, Geology, Zodlogy. 


Gilbert, Walter Merwin..........N. Y Bond Building. 
B.S., 1899, College of City of New York. 
Topics—Major, Philosophy; Minors, Philosophy, 

English. 

Heth, Eva Virginia 
A.B., 1892, A.M., 1893, Columbian University. 
Topics—Major, Latin; Minors, German, Classical 

Archaeology. 


Bureau of Soils. 


Geological Survey. 


1759 Church Street. 


UNDERGRADUATE COLLEGES AND DIVISIONS. 


The following list includes all undergraduate students. The registra- 
tion is indicated by the abbreviations: С.С. for Columbian College; Eng. 
for Washington College of Engineering; Arch. for Division of Archi- 
tecture; Ed. for Division of Education. The letters c., е., and m., after 
the abbreviation Eng., indicate that the student is a candidate for the 
bachelor's degree in Civil, Electrical or Mechanical Engineering; the 
absence of these letters indicates a special student : 


Name. Legal residence. City address. 

Affleck, Mrs. Philip G., Ed .C.....3440 34th Place, Cleve- 
land Park. 

Baker, Jessie Esther, Ed .C......1764 О Street. 

Beekly, Albert Leon, C.C............Neb 1014 15th Street. 

Clark, Frank R., Eng Utah.....36, Imperial Apartment. 

Collins, Joseph Francis, Ed . C..... 2040 oth Street. 

E TTS Ind r302 Columbia Road. 

Croswell, Nannie B., Ed............. D. C.....1327 Mass. Ave, S. E. 

BE JEN NL ol on oe ae D. C..... 1311 К Street. 

Donahue, William Henry, Eng.e.....Mich.... 2032 I Street. 

Donk, Marion Gilbert, Eng.c......... HET 35, The Brunswick. 

Donovan, Frances Helen, C.C.......D. C.....1677 31st Street. 

Duvall, Mary Morsell, Ed D. C..... 1831 M Street. 

Ebbetts, Warner Addison, Arch.....Conn....811 13th Street. 

Ebeling, A. H., Arch D. C.....U. S. Naval Med. School 
Hospital. 

BEL M эс ОРОО ТААР Ohio.....1733 roth Street. 


Se ae ee Z 
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STUDENTS 


Name. 


Edelen, George S., C.C.... 
England, Howard H., C.C. 
Ford, Helen, Ей........... eel 
Fowler, Ruth, Ed........-: 
Garnett, Henry Wise, C.C.... 
Glass, Edward L. №., С.С... +. 


Gover, William Thornto 


Graham, Jeannie True, Ed........-- 
Greenwood, Mary Maud, Ed......-.- 
Hardy, Margaret Bourde, Ed 
Hatch, Jeanne M., Ed...... 


Hendry, M. Leland, C 


Higginbotham, Richard eh nea 
Holmes, Mrs. Kate Osgood, Кас 
Hummer, Elizabeth Alice, CC ero dd 
Johnson, Mrs. Sara Pierson, RO. «әз 


Kalb, Dorothy Buhrman, Ed 


Keeton, Daniel M., C.C.... 
Lee, Ralph Е., С.С.......•. 
Lind, John E., СС. орта 


McCarthy, Charles H., С.С 
McLean, Harry Clay, Jr. © 
Maryan, William Sturdivant, 
Maurer, Ruth Walden, Ed 
Middleton, Arthur Pierce, 
Mo: re, Frances DuBois, Arch.. TRA 
Munroe, Dorothy Barker, Ed... aed 
Myers, John D, С.С....... 
O'Rourke, John, Arch...... 
Parkhurst, Benjamin, C.C... 
Pole, Samuel B., C.C.....: 

Prince, Ethel Thomas, Ed....-++-> 


Purcell, Julia, Ed... 


Raymond, Maybelle, Ed.... 
Rowlett, Allen H., Arch.... 
Sargent, В. H., C.C.......- 
Shanks, Samuel Lee, Arch. 
Stewart, Donald Holt, Eng 


Stinemetz, Morgan, Ed..... 
Thomas, William J. Denziloe, C. C... 
Thomson, Anna Speck, ph ون‎ 
Town, Edith H, С.С....:. 
Van Kirk, Lloyd Howard, Eng... Eas» 


pocoo eos 000 e 
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IN THE UNIVERSITY. 


Legal residence. 


e 


City address. 


.. 3361 18th Street. 


‚ 5702 Brightwood Ave. 
.'The Mendota. 


1223 L Street. 


1834 Euclid Street. 


ahead D. C..... 1409 Hopkins Place. 
№. REFERS 1733 P Street. 
Va Manassas, Va. 
KW 2 1538 I Street. 
D. C...... 1360 Columbia Road 
Vi ood 638 E. Capitol Street. 


hx Hon The Mendota. 
. Bethesda, Md. 


TTT L 99.97 


‚Сб. W. U. 


...144 Belmont Street. 
. 638 E. Capitol Street. 
‚ 4107 Connecticut Ave. 
.153* T Street. 
„2437 М Street. 
..320 6th Street, N. E. 
.. 606 А Street, N. E. 
‚702 19th Street. 


1373 Irving Street. 
3 


1135 12th Street. 


. The Nelson. 
. 1228 Fairmont Street. 


Public Library. 


2115 S Street. 


.'The Vermont, 
.. Station А, 2472. 
‚1135 12th Street. 


216 8th Street, N. E. 


"The Portner. 
‚1536 I Street. 


1810 N Street. 


1530 oth Street. 


‚ Geological Survey. 


. 1422 35th St. 


‚ 1446 11 


os d РР 
‚ 2701 14th Street. 


ym PEU 22 Silver 


T . 
Springs, Md. 
rving Street. 


1530 29th Street. 


1415 Chapin Street. 


1839 16th Street. 
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Name. Legal residence. City address. 

Van Vleck, William Cabell, Ed D. С.....800 E Street, N. E. 

Wagner, S. Peter, Arch............. Md...... Rockville, Md. 

Watts, Mary Jane, Ed . C..... 1206 Columbia Road. 

White, Mary Josephine, Ed.......... Ohio.....National Park Seminary, 
Forest Glen, Md. 

Whitley, Isabel Alice, C.C 1150 N. Capitol Street. 

Young, Floyd D., С.С Oregon.. 1446 N Street. 
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Summary of Additional Registrations. 


GRADUATE STUDENTS: 


Students in attendance 
Candidates for the C.E. degree 
Candidates for the M.S. degree 
Candidates for the М.А. degree 
Candidates for the Ph.D. degree 
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UNDERGRADUATE STUDENTS: 


Columbian College: 
Candidates for the B.A. degree 
Candidates for the B.S. degree 
Candidates for the B. S. in Chem. degree 
Special 
Auditor 


-— m член 


| 
{ 
{ 
| 
і 
| 
| 


Washington College of Engineering : 
Candidates for the B.S. in C.E. degree 
Candidates for the B.S. in E.E. degree.... 
Candidates for the B.S. in M.E. degree 
Special 


Division of Architecture : 


Candidates for the B.S. 
Special 


Division of Education : 
Candidates for the В.А. 
Special 
Specials in Arts and Crafts 


Total 


Rut Onun hne 
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STUDENTS IN THE UNIVERSITY. 


PROFESSIONAL DEPARTMENTS. 


DEPARTMENT OF MEDICINE. 
Doctor of Medicine. | 
٩ First Year. | 
Name. Legal residence. City address. 
Hunter, Oscar Benwood............. Va. vds 1305 22d Street, N. W. 
Second Year 
Kemeys, William ................... D. C..... 1633 29th Street, N. W. 
Sharp, George Tarplit.............-- D. C.....3101 Highland Ave. 
Third Year. | 
Herring, Katherine М............... Iowa....55, The Savoy, 14th and | 
Girard Streets. | 
Sorensen, Antone Сһгіѕбап.......... Utah. ... IIIS I Street. | 
Fetzer, Lewis William..........++++- N. Y.....338 Adams Street, N. E. 
к 
Fourth Year. 
Hastings, John Етегу.............. №. Ү.....3034 Cambridge Place, | 
N. W. | 
Sullivan, James F............. R. L.....614 Eye Street, N. W. | 
Summary. | 
CANDIDATES FOR THE M.D. DEGREE: | 
Rivet УВГ 2.2.6. есенен оона аено ла ЕРИНИ ТИНА I | 
Second year .. i d emuaba se. ba ene 5A d P ^ did КАИ UP CC RN 2 
Phird Убаганское ao RP КАТИ 3 | 
Fourth year p iur vase ги po PURO RAM Vn эде v V Lue E 2 | 
| 
DEPARTMENT OF DENTISTRY. 
e Doctor of Dental Surgery. 
First Year. 
Name. Legal residence. City address. | 
Marsh, Bradford Cleveland. ......... _ э ® 1339 Irving Street. 


Hoffman, Thomas ................. Mass.. .. Interstate Com. Com’n. 
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Summary. 
CANDIDATES FOR THE D.D.S. DEGREE : 


nt sd edo OL OR EPP OPO COVED Doe ek, Raby aga INI ш 2 


DEPARTMENT OF LAW. 


Bachelor of Laws. 


First Year. 


Name. Legal residence. City address 


Lloyd, Thomas Leslie...............Mo...... The Olympia. 


Lawburgh, Robert Lee.............. 7 З 923 І, Street. 

A.M., 1905, De Pauw University. 
NUT, Walter Karl................ Kans.....33 B Street. 
Nyemaster, Jesse Ray ЫТ К КАТ ҮЧТҮ lowa ... 312 Md. Ave., N. E. 


Bachelor of Law. 


First Year. 


Fauntleroy, John Smith Young......La.......House of Representa- 


A.B., 1905, Louisiana Stat University. tives 
Perry, Jesse Greene................. Ga.......New Varnum Hotel 
Windsor, Lemuel КАЛАУ Lo D. C.....145 E Street, S. E. 


McCray, Claud Henry.............. N 3,0 We TU. 


B.S., 1907, Hobart College. 


Garrett, George Everett............. MEL. 101 Sth Street, S. E. 


Master of Patent Law. 


MacNab, Forrest Burleigh........... Mass... .. 1204 С Street, N. E. 
LL.M., 1907, National University Law School. 
кишоооа, Carl A,................ e v. Marquette Building, Chi- 
сако, [1] 
Tarbox, John Preston...............S& C... .« McGill Building. 
B.A., 1904, Clemson College. 


LL.B., 1908, National University. 


bo 
~] 


STUDENTS IN THE UNIVERSITY. 
Special. 


Name. Legal residence. 


Wisc.....2024 G Street. 


Barr, James ....................... 

Ellis, Harry Van Ногп.............. D. C.....203 C Street, N. E. 

Jacobs, Judson Wriley......... +. +. Md......24th and U Streets. 

Jacobsen, Walter .............. +... Minn....236 New Jersey Ave. 

Metsker, Glen Roy....... <“ Wash....General Land Office. 
LL.B., 1908, University of Washington. 

Moore, Hervey Studdiford........-. М: 1700 15th Street. 

Stipe, William Frederick. .....+++++: Iowa.....330 Md. Ave., N. E. 

Turri, Giulio Luigi....... нн: Italy. .... The Highlands. 


Institute of 


Doctor of Social Sci, 1905, Royal 


Social Science, Italy. 


Review, M. P. L. 


Giles. Louis Edward........+++++++: Mich.....117, Тһе Ontario. 
B 5 in Е Е., 1902, LL.B., 1907, M. P.L.., 19 8, 
The George Washington University. 


Summary. 


CANDIDATES FOR THÉ LL.B. DECREE : 


First ЧУТИ оа У-у гасы 
Third year 


CANDIDATES FOR THE B.L. DECREE : 


First year AET A E payee 3 
Second FEAT >s. 6225500606. PARURE IO nS TN 2 
— $ 
CANDIDATES FOR THE M.P.L. DEGREE. ....- e ertt. 3 
ааста а.о дозвона оа УЖ de deos ОООО E 8 
СОРРИ к желе АЗАЙ ИНАЛ TOL RM І 
21 
COLLEGE OF THE POLITICAL SCIENCES. 
Name. Legal residence. City address. 
Bayard, Philip ......... +..." Del...... 24 lowa Circle. 
Carstairs, Charles Haseltine. . «+ «<° ‚„Ра.......1737 N Street, N, W. 
dei Medici, Gino V. eS oda Sm Italy..... 1728 Columbia Road. 
Domeratzxy, Louis ..... «entr Russia. ..1335 F Street, N. W. 
Greene, В. W. В.......... ‚„„«„„Мазз.... 1829 Jefferson Place. 
B.S., 1902, Massachusetts Institute of Technology. 
Hart, Harry lL... J. .Kan..... 919 20th Street. 
Laing, James Oliver. ............ MO. < Hotel Gordon. 
Randolph, Vivien Peyton.......*-*** Мі158..... 1105 17th Street. 
end equ (UR M 8 


РАА УЛ ЫДЫ ARMEN MS DUNT Y VA 


THE GEORGE WASHINGTON UNIVERSITY, 


NATIONAL COLLEGE OF PHARMACY, 


Doctor of Pharmacy. 


Name. Legal residence. City address. 
Conrad, Charles T................. D. C.....2500 Penna. Ave. 
Hohberger, Samuel J................ Md.......335 Q Street. 
Palmore, Julian Ivanhoe............. Meis v oi College Park, Md. 
TEE ЖАНЕ ОС; а em Lb du: 1381 N. C. Ауе, N. E. 
ЭТИИ. Ое. Дое ДА Washington Circle. 
КИН erii ысыды н eee ER RT аве. 


COLLEGE OF VETERINARY MEDICINE. 
Doctor of Veterinary Surgery. 


Name. Legal residence. City address. 
Chamberlain, Joseph Francis........ Mass.....218 I Street. 
Cotton, William Edwin. ............. Iowa..... 3242 38th Street. 

Total 


SUMMARY OF REGISTRATIONS. 


STUDENTS REGISTERED, NAMES GIVEN IN THE OCTOBER BULLETIN : 


КК л И Аа SN. S сет 663 
rester {Боор EE SEEN d 148 
LA DUMMY. D S m 29 
Department of Law................... | 
st SERRE ES o x KE ee MEN qe ME e 284 
M A НЫ LAE i E o ЕДИЛ 79 
National College of den С Л, Бы сс ыы К 71 
I my Mie с e I ee 35 
ADDITIONAL REGISTRATIONS : — —1309 
Department of Arts and а ПОРИ 
Department of camera LER UE NERONE EE ie ji 
Department of юте ME RE a a 2 
DIDA III ОКСА ДАН. э чы АЗЫ, 
College of the Political NNNM ALL LS dd D zx л 
National College of Pharmacy еу e wid. 
College of Veterinary Medicine......... hp VEA : qas 5 
—— 123 


Total registration 


